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VARIAN has doubled their plant capac- 


ADDITION 
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Canadian manufacturer to include — 


Klystrons in higher frequencies — Kly- 











stron Power Amplifiers — Gas Switching 





Tubes — Magnetrons 











FLOOR PLAN — VARIAN 
at Georgetown, Ontario 


EASTERN—R-O-R ASSOCIATES, Toronto and Montreal 


Representatives: 
WESTERN—ARVA, Vancouver 
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KLYSTRONS, WAVE TUBES, GAS SWITCHING TUBES, MAGNETRONS, HIGH VACUUM EQUIPMENT, MICROWAVE SYSTEM COMPO- 
NENTS, STALOS, POWER AMPLIFIERS, GRAPHIC RECORDERS, RESEARCH AND DEVELOPMENT SERVICES 
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° combined wire size range 22-2/0 AWG 
e exceed millivolt-drop specifications 
@ finest nylon pre-insulation 

e shock and corrosion resistant 

color coded by wire size 


S VITAL . 


. .. AMP's product is moréthan fine 


4 


' 
ts patented RELIABILITY 


circuit terminals .. . re than 
remarkably\ precise cofMpression- 
crimp tooling ... more than an error 
free, fastyfhethod of attachment. \ 


AMP's pfoduct is finished crimp- 
ty rminations on your circuitry 
wires ... by the fundreds or mil- 
lions . . . of the highest reliability 
. « « performing sok minnie, 
conditions . . . from basic terminals) 


to complete patchcord systems. 


200 CONTACT CABLE CONNECTORS 





extremely reliable disconnect for ground 
electronic and instrumentation application 
connector can be electrically disengaged 
without mechanical separation 

five indexed positions to permit strain-free 
cable exit 

identical inserts and contacts 

in both halves 

polarized to prevent improper coupling— 
has numbered cavities to assure proper 
circuit identification 








—=—< - , 
™"_= COMPEETE"INFORMATION ON THESE FOUR PRODUCT LINES IS AVAILABLE ON REQUEST. 


Aircraft-Marine Products of Canada, Ltd. 


194 Wilson Avenue, Toronto 12, Ontario 


A wholly owned subsidiary of AMP INCORPORATED, Harrisburg, Pa. Other wholly owned subsidiaries in: Australia e Encland « France « Holland + Japan 
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People in the industry 





Wire services supervisor appointed 
at Canadian National Telegraphs 


Canadian National Telegraphs has 
appointed J. C. O’Leary as supervisor 
of wire services. Born in Lindsay, Ont., 
Mr. O'Leary joined the CNR’s com- 
munications arm in 1927 as an opera- 
tor in the testing and regulating dept. 
Between 1936 and 1946 he served in 
various capacities ranging from morse 
operator to repeater station attendant 
in such places as Toronto, Kingston, 
and Nakina. 

In 1946 he was appointed despatch- 
er in the office of chief of traffic, 
Toronto. Three years later he was 
made despatcher in CNT’s engineer- 
ing department, the position he held 
at the time of his present appoint- 
ment. 


Manufacturers elect 
Pollock chairman 

Carl A. Pollock, president of Do- 
minion Electrohome Industries Ltd. 
has been elected 1960-61 chairman of 
the Ontario Division of the Canadian 
Manufacturers’ Association. The Asso- 


ciation is divided into five divisions 


Reports from the industry 


with the Ontario division being the 
largest. Over 300 members attended 
the annual meeting of the division at 
Hamilton. 


Pollock O’Brien 
EIA appoints new publicity 
manayer 

The Electronic Industries Associa- 
tion of Canada has appointed a new 
staff assistant for publicity and publi- 
cations. R. T. O’Brien, former techni- 
cal officer and communications ad- 
ministrator with the Royal Canadian 
Signals, replaces Basil Jackson who 
has been with EIA since 1954. Mr. 


RCA Victor Co. Ltd. expands 
research facilities 


The newly expanded research la- 
boratories and other facilities at RCA 
Victor Co. Ltd., Montreal, were re- 
cently inspected by a group of scien- 
tists, industrialists, educators and gov- 
ernment officials. They were shown 
major research and development pro- 
jects for both commercial and military 
applications. Major points of interest 
in the tour were the basic research 
laboratories, the environmental test 
laboratory, and the semiconductor and 
tube division. 

The basic research laboratories, 
founded in 1955, are engaged in nu- 
merous research projects for Canadian 
and United States military forces. An 
example is the project for Canadian 
Armament Research and Develop- 
ment Establishment to develop infra- 
red photo-conductive materials for 
more sensitive detection of radiation. 


The Environmental Test Laboratory 
introduced a new testing service for 
industry when it opened last Decem- 
ber. The laboratory is equipped and 
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staffed to carry out the three basic 
functions of measurement, reproduc- 
tion and development. Information 
and prices may be obtained from Mr. 
W. Drummond, Administrator, De- 
fence Contracts, RCA Victor Co. Ltd., 
1001 Lenoir St., Montreal, Que. 

The semiconductor and tube 


Jackson has joined the staff of Mc- 
Connell-Eastman & Co. Ltd., an ad- 
vertising firm in Toronto. 

Mr. O’Brien was born in England 
and educated in Manitoba. He has 
held a number of positions in military 
and non-military electronics, starting 
with his appointment as communica- 
tions officer, Signals winter trial team, 
Fort Churchill, Man., in 1939. Dur- 
ing World War II he served both in 
North America and Europe on com- 
munications systems. 

In 1952 Mr. O’Brien received his 
commission and rose to the rank of 
Captain before leaving the Army. 
Prior to joining EIA, Mr. O’Brien was 
second-in-command, Toronto Primary 
Tape Relay Centre of the Canadian 
Army Signal System. 


Sales engineer and 
office manager 

E.C.C, Canada Ltd. has appointed 
V. Southon, Assoc. I.E.E., to the posi- 
tion of chief inside sales engineer and 
office manager of their Toronto office. 
Mr. Southon was recently secretary- 
treasurer of Electrical Maintenance 
and Repairs Co. Prior to that he serv- 
ed with the Hydro Electric Power 
Commission of Ontario and with the 
Eastern Electricity Board in England 

(Continued on page 152) 


sion is engaged in basic research in 
solid state materials, as well as design 
and production of products utilizing 
semiconductor material. 

John D. Houlding, president of 
RCA Victor Co. Ltd. informed the 
visitors that: “There have been com- 
ments from time to time that the 
Canadian subsidiaries of United 
States corporations do not have the 
opportunity — or perhaps the initia- 
tive — to contribute to the research 
and development needed for their own 
country and industry. But here — and 
I say this with pride — RCA Victor 

(Continued on page 154) 


Research into applications of semiconductor devices is carried out in this 


section of the expanded RCA 
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Victor 


Research Laboratories in Montreal 





Accurate, remote measure- 
ment extends dramatically 
the application of bridge tech- 
niques. 


Measurement of the individual compon- 
ents of complex impedances to an 


accuracy of +0.25%, without removing m e asu ri ng 


them from circuit, coupled with facilities 


measurement, enable the Universal’ 

Bridge B.221 to be put to an almost 

limitless range of general industrial use. t t h d f : d 
The instrument will establish the charac- 7 a e€ e n oO a e a 
teristics of components and of circuits — 
further, special adaptors are available to you like 
cover the measurement of liquid conduc- 

tivity, dielectric constants of solids and 

liquids, dry joints, switch contact resist- 

ance, circuit strays, boundary layer im- 

pedance of liquids, permittivity and loss 

factor of solids and liquids—and dielec- 


for two, three and four terminal 1 F 


as long as 


tric properties of liquids in test tubes. 


Foolproof, 

direct reading dials 

The Universal Bridge B.221 has as a 
special design feature the layout of the 
controls and displays. A novel mechan- 
ism automatically inserts the cyphers, 
decimals and units of measurement in 
the dial windows. Thus, the errors 
which may be caused by large multiply- 
ing factors are obviated. This facility 
means that the instrument may be used 
efficiently even by unskilled personnel. 
This instrument and its applications are 
fully discussed in Information Service 
Publication AB221—copies available on 


request, 


THE WAYNE KERR 


LABORATORIES LIMITED os f > ‘ ' , 
Sales and Service - So Universal Bridge B221 


agg Se ' Represented in Canada by the Glendon Instrument Company Limited 
Telephone: MALden 2202 46, Crockford Boulevard, Scarborough, Ontario. 


@ wa 
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Model QM6.3-.32. Miniature Transistorized Regula- 
ted D-C Supply features regulation to +0.05% for 
combined line and load variations. This is one of more 
than 180 miniature component-type power packs 
offered by Sorensen. They include, in addition to 
highly regulated d-c supplies, dc-to-ac inverters and 
dce-to-de converters. 


Model Q12-15A. One of the 15 Sorensen Q Series 
high-precision transistorized low-voltage supplies, 
features voltage regulation to +0.05% for combined 
line or load variations. Models for 6, 12, 28 vdc out, 
with power capacities up to approximately 240 watts. 
Similar QR Series features precision regulation with 
wide output voltage adjustment range. Two models: 
0-75vde at 2 amps max and 0-36vdc at 4 amps max. 


Model 2150-5 (Control Section). This is just one of a 
tremendous variety of Sorensen high-voltage d-c sup- 
plies, high-voltage a-c and a-c/d-c testers, and elec- 
trostatic -generators. Models completely cover the 
voltage range from 1000 to 600,000 volts. Power out- 
puts range up to 60 kilowatts. 


3 out of 400 power supplies 


listed in the BIG, NEW SORENSEN “Power Supply Handbook and Catalog” 


32-pages of important specifying data on... 


e Regulated d-c supplies e Frequency changers (variable frequency power sources) 
e High-voltage products —to 600 kv e Miniature transistorized inverters and con- 
verters e Line-voltage regulators. 


More than 400 models are covered . .. plus important technical selection and 
application data. Write for your copy of the new Sorensen catalog today. Sorensen 
& Company Inc., Richards Avenue, South Norwalk, Connecticut. 0.12 


CONTROLLED 
POWER 
a cummmune 99 Gomnvane eomveen PRODUCTS 


...the widest line lets you make the wisest choice 
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HYFEN 


CONNECTORS 


with crimped, snap-locked contacts 


15 contact, multi-purpose 
connector. Mates with, or re- 
places existing solder con- 
nectors. 


Cutaway view of 
MINIATURE 
MS-type HYFEN 
with closed-entry sockets 

fomtenget Feed-thru, modular design, 
multiple insert connector. 35 
contact inserts, can be re- 
moved from frome for easy 
contact insertion or removal 
5 or 8 insert frames available. 


SNAP-LOCK contacts MATE with. HYFEN or 
into plug or receptacle equivalent solder types 


fj 
he om ee ee I UO ee 


SAVE WEIGHT, SPACE, TIME — Burndy’s HYFEN method brings added Re- 
liability and Versatility to the connector field, allowing the design of lighter AN-type HYFEN connector, 
and more compact equipment...saving space, weight and time. Pins and prt Ride Fatma 
Sockets can be bench-installed on the wire and can be snap-locked in place 


even after the Plug and Receptacle have been mounted on the equipment. HYFEN types illustrated are 
: ae ae : . typical of those already sup- 
Designed to replace or mate with virtually all existing connectors, including plied to the Industry by 


AN, MS, and other Miniature types, the HYFEN meets or exceeds MIL specs. Burndy. HYFEN connectors are 


The HYFEN method ends the high rejection rate inherent with the use of solder engineered to meet specific 
requirements. For other types 


... especially important in today’s continuing trend toward miniaturization. ond sizes, contact Burndy. 


OMATON DIVISION 


BURN DY 


HALIFAX +« MONTREAL +- TORONTO + WINNIPEG - REGINA + VANCOUVER 
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THE AGE OF INSTANT COMMUNICATIONS! 





In less literate times the most effective of the communications 
media were the graphic arts .. . with charcoal and oils each artist 
re-created, in detail, the newsworthy events of each and every era. 


An effective medium — yet limited! The delay between event and 
artist's conception was lengthy; circulation of the work restricted. 


Now the camera has replaced the canvas; graphically recording, 
in just a fraction of a second, the scenes and events which once 
required days... even weeks... to re-create! 


Today, the speed of the camera, coupled with a vast network of 
mass-media, has resulted in an audience of world-wide potential! 


As the camera has radically accelerated world news coverage, so 
has STC contributed equally to this age of ‘instant’ communications! 


Fifty-seven of the world's most progressive countries have 
established communications networks . . . telephone, telegraph, 
radio, television and microwave links . . . all designed, manufactured 
and installed by Standard Telephones and Cables. 


AMONG THE FOREMOST IN WORLD COMMUNICATIONS! 


AN ASSOCIATE OF 
ret 
STANDARD TELEPHONES & CABLES MFG. CO. (CANADA) LTD., MONTREAL. 
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Ampex 

magnetic data recorders 
for business 

science and industry 


The FR-600 is one of the most advanced 
analog recorders available. It is a versatile 
laboratory instrument for precise data acquisi- 
tion and play-back where extremely low flutter, 
extended recording time and exceptionally 
wide bandwidth are required. Frequencies to 
250 kc can be recorded at half the tape speed 
required on most recorders, effectively dou- 
bling recording time. Simplifications such as 
air-lubricated tape guiding, retracting mag- 
netic heads, pneumatic tape-tension sensing 
and solid-state circuitry sharply cut down-time. 
Low-drift FM circuitry warms up in less than 
10 minutes and maintains calibration within 
1% for more than 24 hours. 

TAPE SPEEDS: 7%, 15, 30 & 60 ips standard. Electrically 
switchable. Other ranges on special order 

TAPE SPECIFICATIONS: Handles %- or 1-in. tape 
(1.5- or 1-mil base) interchangeably on either 10%- or 
14-in. reels. 

HEADS: Interchangeable. Configurations to 14 track 
analog and 16 digital. Extra voice-monitor channel 
standard on all. 

RECORDING MODES: Direct, FM-Carrier, PDM and 
NRZ digital. 

FREQUENCY RESPONSE: Direct: 300 to 250,000 
cps +3 db, @ 60 ips. FM-Carrier: 0 to 20,000 cps 
+0.2 db @ 60 ips. 


The FR-100B is a precision, general purpose 
analog recorder for such applications as 
data telemetry, static testing, dynamic simu- 
lation, and machine tool or process control. 
Extremely low flutter characteristics .are 
achieved through an advanced transport de- 
sign that maintains al! tape guiding com- 
ponents. in‘rigid alignment. Other advanced 
design features including a short, closed- 
loop tape path and a unique electrical tape- 
tensioning system contribute to its precise 
performance and reliability. Tapes are 
machine-to-machine compatible without 
special adjustment, and compatible with all 
other Ampex analog recorders. 

TAPE SPEEDS: 1%, 3%, 7%, 15, 30 & 60 ips. Other 
ranges on special order. 

TAPE SPECIFICATIONS: Available for either %- or 
l-in. tape, 10%- or 14-in. reels. 

HEADS: Interchangeable, plug-in. Automatically ref- 
erenced by precision base plate. Configurations of 7 
or 14 analog, 8, 16 or 32 digital, or combination 7 
analog and 16 digital tracks. 

RECORDING MODES: Direct, FM-Carrier, PDM 
or NRZ Digital. 

FREQUENCY RESPONSE: Direct, 100 to 100,000 
cps +3 db @ 60 ips. FM-Carrier: 0 to 10,000 cps 
+0.5 db @ 60 ips. 


CANADIAN 











The FL-200 is a specialized analog recor- 
der that extends the usefulness of magnetic 
tape in many fields. By recording on a 
continuous loop of tape rather than from reel 
to reel, it achieves three important capabilities. 
It can repeat data cyclically for analysis or for 
repetitive control of machines and processes. 
It can provide a precise time delay of a stream 
of data for automation, communications 
memory or data handling. And, it can be used 
for continuous monitoring of random phe- 
nomena such as lightning strikes or machine 
failures, transferring significant events to a reel- 
to-reel recorder for permanent record. Variable 
loop lengths and tape speeds give cycling times 
from approximately 0.5 seconds to 8 minutes. 


TAPE SPEEDS: 1%, 3%, 7%, 
ranges on special order. 
TAPE SPECIFICATIONS: Models available for 4-, “4% 
or 1-in. tape. Loop lengths adjustable from 3’8” to 50’ 
maximum or from 6’3” to 75’ maximum. 

HEADS: Up to 14 track interleaved. 2 to 7 track inter- 
leaved or in-line. 

RECORDING MODES: Direct, FM-Carrier, or PDM. 
FREQUENCY RESPONSE: Direct: 100 to 100,000 
cps +3 db @ 60 ips. FM-Carrier: 0 to 10,000 cps 
+0.5 db @ 60 ips. 


15, 30 & GO ips. Other 
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Ampex manufactures magnetic tape recorders and accessories. This has been the company’s 


sole specialization since it was founded. The six magnetic recorders on these pages are rep- 


resentative of the well-integrated Ampex line of analog and digital recorders for every type 


of data acquisition, handling and process control. The criterion for each instrument has been 


precise performance with planned compatibility. Each offers this with the exceptional reliability 


you expect from Ampex. Descriptive brochures including detailed technical specifications 


are available on these and other Ampex products. For a complete list of Ampex sales 


and service offices consult the manufacturers’ alphabetical listing in this catalog, or write: 
AMPEX | 
Ceimnaneel 


AMPEX OF CANADA LIMITED, 607 Commonwealth Building, Ottawa, Ontario 








The FR-300 is an on-line tape handler for 
input, output and internal memory use with 
high-speed digital computers. By handling 
two 6-bit alpha-numeric characters side by 
side on one-inch tape at 150 ips with 300 
bits per second it reliably achieves 90,000 
character per second transfer rates. This 
exceptionally fast rate assures maximum 
utilization of expensive computer time. Air- 
tensioned tape buffering allows start-stop 
times of 1.5 milliseconds yet assures gentle 
tape handling. Features such as one-second 
permanent-leader tape threading, automatic 
end-of-tape sensing and power interlocks 
permit safe, simple operation by non-tech- 
nical personnel. 


TAPE SPEED: 150 ips forward and reverse. Lower 
speeds on special order. Fast forward and reverse: 
225 ips +5%. 

TAPE SPECIFICATIONS: Models available for either 
Y- or 1-in. tape, 10%-in. reels. 

START/STOP CHARACTERISTICS: Start time 1.5 
milliseconds. Start distance less than 0.125 in. Stop 
time 1.5 milliseconds maximum. Stop distance 0.145 
in. for Y4-in. tape; 0.160 in. for 1-in. tape. 


The FR-400 is a versatile dual-speed digital 
tape handler for on-line use with computers 
where extremely high tape speeds are not 
imperative, and off-line use with such auxiliary 
digital equipment as converters, data plotters, 
printers, billing and addressing machines, 
digitally programmed machine tools or proc- 
ess chains. For applications where the standard 
speeds of 75 and 37% ips are too fast, modified 
FR-400's are available. Electronic assemblies 
are the same all-solid-state modular units used 
in the FR-300. Pushbutton controls, straight- 
line threading, power interlocks and end-of- 
tape sensing simplify operation for non- 
technical personnel. 


TAPE SPEEDS: 75 or 37% ips forward or reverse. 60/30 
ips speed range optional. Fast mode time less than 4 
minutes for 3600-ft. tapes; less than 2.5 minutes for 
2400-ft. tapes. 

TAPE SPECIFICATIONS: Models available for ¥-, 
%-, or l-in. tape. 10%-in. reels. 

START/STOP CHARACTERISTICS: Start time under 
5 milliseconds. Start distance 0.31 +£0.05 in. @ 75 or 
60 ips. Stop time under 5 milliseconds. Stop distance 
0.20 +0.05 in. @ 75 or 60 ips. 





The AR-200 airborne and mobile analog re- 
corder offers the precise performance and 
versatility found in Ampex laboratory re- 
corders, in an integrated system occupying 
1.6 cubic feet and weighing 90.5 pounds. 
Ruggedized for severe environment use, it 
performs reliably from —54°C. to +95°C., at 
altitudes to 100,000 feet, and withstands 15g 
shocks or 10g vibration. Power requirement 
of the all-solid-stare AR-200 is standard air- 
craft 28-volt DC. Converters are available for 
other power sources. Accessories include servo 
speed control, remote control and test units 
The AR-200 is, of course, compatible with 
Ampex laboratory-type analog recorders. 
TAPE SPEEDS: 1%, 3%, 7%, 15, 30 & 60 ips 

TAPE SPECIFICATIONS: Models available for ¥4- or 
1-in. tape, 10%-in. reels 

HEADS: Interchangeable, plug-in. Referenced by pre- 
cision base plate. Track configurations: 7 analog or 8 


digital for Ys-in. tape. 14 analog, 16 or 32 digital or a 
combination of 7 analog and 16 digital for 1-in. tape 
RECORDING MODES: Direct, FM-Carrier, PDM and 
NRZ digital 

FREQUENCY RESPONSE: Direct: 50 to 80,000 cps 
+0.5 db; 50 to 200,000 cps +1.5 db @ 60 ips. FM-Carrier 
0 to 10,000 cps +0.5 db @ 60 ips 
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WHEN THE CIRCUIT CALLS 


OR “ORD OR : 


SPECIFY en AND SEE! 





VARIABLE TRIMMER AND L-C TUNER COMPARISON CHART 





DIELECTRIC | 
STRENGTH INSULATION TEMPERATURE 
CAPACITANCE MEASURED RESISTANCE | Q COEFFICENT 
RANGE MMF D.C FOR 5 MEASURED FACTOR OF CAPACITANCE LENGTH 
MEASURED PER |WORKING| SECONDS AFTER ONE MEASURED MEASURED AT MATERIAL (FRONT 
JFD #5177 VOLTS |AT 50% R.H MINUTE AT PER JFD 0.1 MC. 
AT ax 500 V.0.C. AND #5178 P.P.M./°C — aid 
| MIN | MAX RATED CAP 50% RH 25° to 125°C PANEL) 
| STANDARD PANEL MOUNT SERIES 
[vere 0.7 9.0 | 500 | 2500 VOC] 10° Meg. Min. —60 to +10 GLASS - INVAR 21/32 
| vce3G : 0.7 9.0 | 1500 | “ +350 to +500 GLASS - BRASS 21/32 
| ve3ct 9.0 . “ +0 to—150 GLASS - INVAR 21/32 
4G 18.0 | 1000 +350 to +450 | GLASS - BRASS 1 
vcsG 18.0 | —20 to. +40 GLASS - INVAR 1 
VC6GA mes) , +400 to +600 GLASS - BRASS 1-1/32 
VC6GC 17.0 " 3 —100 to +100 GLASS - INVAR 1-1/32 
VC6Gi 17.0 : , —100 jo +100 1-1732 
vc7G —100 to +100 a 
VClIG —30 to +40 
VCIIGRA —40 to +50 
l vC1iGRe +450 to +600 GLASS - BRASS 
VvC11IGRC +20 to +100 GLASS - INVAR 
VC13GA +225 to +375 | GLABS-PH. BRONZE 
l ve306 —10 to +50 GLASS - INVAR 
CERAMIC 
10" MEG +250 to +450] PHOSP. BRONZE 
10° MEG —40 to +40 GLASS - INVAR 
APPROX. ZERO | QUARTZ - INVAR 










































































vcsoc 
VC60G 
vc2 
vcs 

| vert 


VCIIA 2000 
| vcr2_ 1500 ; - 1-19/32 


l veoo 5000 cs ms 1- 7/32 


IMINIATURE SERIES 
| _vc20G 1500 VOC | 10®Megohms Min. | * : 716 
l-vea1e . 2 < * 5/16 
| VC22G > 2 ; 7 49/64 
vC23G : 7 ; s 1 
vC24G 1-5/8 
VC9G, VCIGW 1500 VDC = “1 * 9/16 
[ V¥C10G, VC1OGW m - . “ 21/64 
VC31G, VC31GW 3/4 
~ VE32G, VC32GW 1-1/32 
| VC42G & VC42GW rs 1./8 
|_ve43G. vc43Gw 2 ? 4 . # 1-5/8 
f MQi01, 111121 1500 VOC , QUARTZ - INVAR 5/16 
MQ103, 113 & 123 ns “ " 2 - 9/16 
~MQ106, 116 & 126 1 
| MQl09, 119 & 129 1-5/8 
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Here is your ready reference to JFD Variable Write for samples, specifications and prices or 
Trimmers and LC Tuners. complete file-size catalog. 


Detailed data sheets on any of these components tae ak ‘ p : 
selected from the extensive JFD line are yours Whether it is miniature variable trimmer piston 
capacitors ...LC Tuners... Delay Lines... 


for the asking. Our engineering staff is at your ° : i 
service for consultation on your particular appli- or Pulse Forming Networks . . . it pays to specify 
cation. JFD Filters, or Diplexers. 


Pioneers in electronics since 1929 WESTERN REGIONAL DIVISION 7311 Van Nuys Boulevard, Van Nuys, California 
ELECTRONICS CORPORATION rp CANADA LTD. 51 McCormack Street, Toronto, Ontario, Canado 


6101 Sixteenth Ave., Brooklyn 4, N. Y. JD INTERNATIONAL 15 Moore Street, New York, N. Y. 
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- $P206G vC16G 


¥ 


= $e131 





DIELECTRIC 
STRENGTH INSULATION TEMPERATURE 
CAPACITANCE MEASURED RESISTANCE Q COEFFICENT 
RANGE MMF FOR 5 MEASURED FACTOR OF CAPACITANCE 
MEASURED “PER SECONDS AFTER ONE MEASURED MEASURED AT MATERIAL 
JED #5177 AT 50% RH MINUTE AT PER JFD O.1 mC 

AT MAX 500 V.D.C. AND #5178 PPmM/*C 
MIN RATED CAP 50% RH 25° to 125°C 

















LENGTH 

(FRONT 
or 

PANEL 








MINIATURE SEALCAP SE 








$C131, 1418151 0.8 1500 VOC | 2x10" Megohms 








$C133, 143 4153 0.8 2500 VOC [10x10" Megohms 





sci34 07 





$144 8 154 0.8 





5C136, 146 & 156 0.8 





sci39 1.0 





$c149 4159 0.8 





QS171, 181 & 191 0.6 2x10" Megohms APPROX. ZERO [QUARTZ - INVAR 





Q5173, 183 4 193 0.6 10x10" Megohms 








QS176, 1862 196 06 








QS179, 189 6 199 








08 
STANDARD SPLIT-STATOR PANEL MOUNT SERIES 





(A) 0.5 : 500 1000 VOC | 10* Megohms GLASS - INVAR 





vc16es 
sat 


(8) 1.1 





(A) 0.7 





vcso QUARTZ - INVAR 





vce! 








vcs2 





vcs3 





MINIATURE SPLIT-STATOR 





SP86G, 2066 & 2166 (A) 0.8 GLASS - INVAR 
(8) 0.8 





$P87G, 2076 & 2176 (A) 0.8 
(8) 1.5 





SP88G, 208G & 2186 (A) 1.0 
(8) 2.0 








MINIATURE SPLIT-STATOR SEALCAP SERIES* 





5752266, 236G & 2466 (A) 0.8 42 750 1500 VOC 
(8) 0.8 2.0 


11/16 





$?3227G, 237G & 2476 (A) 0.8 9.0 
(8) 1.5 4.5 





SPS228G, 238G & 2486 (A) 1.0 14.0 
8) 2.0 











( 7.0 
MINIATURE DIFFERENTIAL SERIE 





VC8GA (1) 1.0 7.5 | GLASS . INVAR 





(2) 2.0 7.5 } 
a . | 


OC401, 411,421 8431 (1) 97 3.0 
(2) 2.0 3.0 





0C403, 413, 423 & 433 (1) 08 8.0 
(2) 2.5 8.5 





0C404, 414, 424 & 434 (1) 08 12.0 
(2) 3.0 12.0 








DC406, 416, 426 & 436 (1) o9 16.0 
(2) 3.0 160 





DC409, 419, 429 & 439 (1) 1.0 28.0 
(2) 40 28.0 














MINIATURE DIFFERENTIAL SEALCAP SERIES* 
D544), 451 & 461 (}) 07 3.0 500 1000 VOC 7 10° Megohms | ] Gtass INVAR 
(2) 2.0 3.0 





03443, 453 & 463 (1), 06 8.0 
(2) 2.5 8.5 





05444, 454 & 464 (1) 08 12.0 
(2) 3.0 12.0 





DS446, 456 & 466 (i) 09 16.0 
(2) 3.0 16.0 








05449, 459 & 469 (1) 1.0 28.0 
(2) 40 28.0 











[ max- — | SEALCAP SERIES * 





C601, 611 & 621 140 1000 2000 vOC ¥ > GLASS . INVAR 


29/64 





C603, 613 & 623 28.0 


11/16 





C604, 614 & 624 42.0 


29/32 





C006, 616 & 626 60.0 


1-5/32 

















900 


1.3/4 








* ; iO 
LC TUNERS SELF-RESONATING | NOMINAL INDUC] chraelance mamumes 


FREQUENCY (MC } (MICROHENRIES) 


Q v vi 
COEFFICENT 
FACTOR __| _OF CAPACITANC 





43/64 





4€303, 313, 323 & 333 450 MIN 700MAXL0314 MIN | 0357 MAX /1.5 MIN] 9.0 MAX/170.200 NOT GLASS . INVAR 


6C304, 314, 324 & 334 300 500 0419 0463 1.6 2.0 1$0.175 AVAILABLE 


57/64 








1C306, 316, 326 & 336 200 450 » 1063) 0680 1.9 67 135.170 AT THIS 


1-9/64 

















C309, 319, 329 4 339 i 200» \|o759 0774 44 25.7 145.155 PRINTING 























1.47/64 








NOTE: {A} PLATE TO BUSHING, (1) SECT 1-LUG TO UPPER BAND 
==" 1B) PLATE TO PLATE (2) SECT 2-LUG TO MIDDIE BAND U.S. Patent No. 2,922,093 


6101 Sixteenth Ave., Brooklyn 4, N. Y. TVS ONAY 


JFD ELECTRONICS CORPORATION ™s 
1¢303 





@ MINIATURE SERIES AVAILABLE IN PANEL 
MOUNT, PRINTED CKT-LUG OR 4 WIRE 


f LENGTH APPUCABLE FOR PANEL MOUNT 
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Adjustable Pawl 
FASTENERS 


eee 


ye 


ERT EEA CCAS FE 




















4 turn closes—additional turning tightens 





THREE SIZES: 
MIDGET + INTERMEDIATE + LARGE 


MOVING PAWL 


4) 











Represented in Canada by... 


METAL AND WOOD 
FASTENING DEVICES 
6302 Papineau Avenue 
Montreal 35, Quebec 


- rugged, 


BLACK BROTHERS, LTD. 


1200 Hornby Street 
Vancouver, B.C. 


Just slip the knob through a hole in 
the door (any door thickness—it 
doesn’t matter). Fasten with two 
rivets, bolts, or welds. The Southco 
Adjustable Pawl Fastener will fit 
your door frame, even when ma- 
terial gauge varies between units. 
Turn the knob. The first quarter 
turn latches the door. Now keep 
turning. You're pulling the door 
tightly against its frame. You can 
compress a gasket, form a dust or 
moisture seal, overcome vibration. 
You'll save installation time and 
satisfy your customers with these 
attractive, 
fasteners. Ideal for heavy machines, 


pre-assembled 


electronic consoles, miniaturized 
units, cabinets, missiles, slide- 
mounted modules, etc. 


WESTAIRE SALES CO. 


380 Donald Street 
Winnipeg 1, Manitoba 





ALTERNATE HEAD STYLES 


SS SQ | 
SAX SESS 

SS SPS FS 
FLUSH SCREW ~ ‘yy 
DRIVER SLOT 


T-BAR 
RECESSED Cup 











FREE! (3 
FASTENER ' 
HANDBOOK 


Send for your complete 
Southco Fastener Hand- 
book, just printed. 


SetcnenesapGntntinenaandeesesasan 


/ 
a FASTENERS 


<> 


/ 
f 
‘ 
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Proper cultivation is the secret of growth 
in plants of all kinds — industrial plants included. 
If your plant is not delivering to maximum 
capacity, if your costs appear to be high... or 
if you suspect that your plant’s performance 
could be improved by a study by specialists in 
industrial control...call in A.E.L.’s Industrial 
Division — industry’s outstanding team 
of plant cultivators. 
Plant development is important business at A.E.L. 
We specialize in all phases of industrial controls: 
the design of controls . 

supply of control components... 
and installation of control systems. 
Our Industrial Division is backed up by a 50-man 
Engineering Department comprising graduate 
engineers in mechanics, electronics, hydraulics, 
electricity, metallurgy — even physics. 
Whether you need a single unit or a complete survey — 
call on the Industrial Division of A.E.L. Whatever 
your plant produces, chances are A.E.L. can help you 
produce more of it, in shorter time, at lower cost. 


D TRIAL DIVISION OF A&: KE: E. 


AVIATION 7 ELECTRIC 


tL iMfi Te oD 


200 Laurentien Bivd., Montreal. 


a 


ww LO His 


Mii i) \ 7 | 
nl 








Eimac First for Reliability 
in Power Electron Tubes 


A prepared strip of silver-plated 
spring material, slotted and 
formed into a series of fingers 
designed to make sliding contact. 





Plate 
Dissi- 
pation 


Peak Average 
Plate Plate 
Current Current 


Peak 
Inverse 
Voltage 

Voits 


1,000 
25,000 
30,000 
30,000 
25,000 
30,000 
75,000 
60,000 
40,000 
25,000 
25,000 


11,000 
11,000 


Fila- 
ment 
Current 
Amps 


0.35 


Fila- 
ment 
Voltage 
Volts 


Single 
Edge 
CF-100 
CF-300 
CF-500 
CF-900 


ag 

o 
bed 
° 


PREFORMED 
CONTACT 
FINGER 
STOCK 


DIODES 
AND 
RECTIFIERS 


Double 
Edge 
CF-200 
CF-400 
CF-600 


MON ee 


SO PNAMSOWOKHNS 
SCO OKUUUNNMO 


8020(100R) 
2X1000A 
2X3000F 


KY21A 
RX21A 


ny 
RN NOUMoOnnuaa 


wn UAMoSouuoow 


Klystron 
Types Width 
CF-700 1%,” 
CF-800 'X,” x K,” 
Used as contact between klystrons 
and externally-tuned cavities. 
Available in 3-foot lengths only. 


ou 
SO SOMMOD05D00: 


i 











Screen 
Dissi- Filament 
Current 


Amps 


2.1 
14.0 
21.3 
17.06 


Amplifi- 
cation 
Factor 


Filament 
Voltage 
Volts 


Screen 
Current Voltage pation 
ma Volts Watts 


18,0002 ‘ 8 26.0 
35 5.0 
75 7.5 
_ 8.2 


Piate Plate 
U.S.A. Voltage 
Price Volts 


$100.00 
60.00 
145.00 
82.50 


PULSE 
MODULATORS 


20,000 
20,000 
30,000 
30,000 


4PR60A 
4PR400A 
4PR1000A 
6C21 15, 0002 





U.S.A. 
Price 


Hole 
Diameter 


TUBE 
EXTRACTOR 


A spring-steel extractor for use with the 4X150 series, 4X250 rm and 2039 
series tubes. SK-604 U.S.A. Price $ .57 





HEAT 
DISSIPATING 
CONNECTORS 


U.S.A. 
Coils Price 
12V $10.29 
24V 10.29 


U.S.A. 
Type Price 
VS-2 $23.93 
VS-4 29.00 
VS-5 38.55 
VS-6 34.25 


Single-pole double-throw switch within a high 
vacuum adaptable for high-voltage switching. 
Contact spacing .015”. Switch will handle R-F 
potentials as high as 20 Kv. In D-C switching 
will handle approximately 1.5 Amps. at 5 Kv. 


VACUUM 
SWITCHES 








100 IG 
IONIZATION 
GAUGE 


For measuring pressures from 10-* to less than 


10-* mm of mercury. 


U.S.A. Price $71.45 


HV-1 
DIFFUSION 
PUMP 


Triple-jet, air-cooled vacuum pump of the oil-diffusion 
type. Capable of reaching an ultimate vacuum of 4 x 10-’ 
mm of mercury when used with suitable forepump. 


S.A. Price $292.50 











Screen By-Pass 
Capacitor 


U.S.A. 
uuf 


Price 
$107.15 
17.65 
20.70 
11.90 


11.90 


Tube Special Characteristics 
4CX5000A; 4CW10,000A 

4-400A; 4-250A; 4-125A 
4-1000A 

4X150A; 4X150D; 4X250B; 7580; 
4CX250F; 4CX250B; 4W300B 
4X150A; 4X150U; 4X250B; 7580; 
4CX250F; 4CX250B; 4W300B 
4X150A; 4X150D; 4X250B; 7580; 
4CX250F; 4CX250B; 4W300B 
4X150A; 4X150D; 4X250B; 7580; 
4CX250F; 4CX250B; 4W300B 


none 
none 
none 
2700 


SK-300 
SK-400 
SK-500 
SK-600 
SK-602 
SK-610 


SK-620 


No terminals grounded. 

2700 No terminals grounded. 
(Special SK-600) 

Cathode terminals grounded. 


CHIMNEYS 


12.65 2700 


16.80 1100 No terminals grounded. 
Screen by-pass capacitor 
plastic sealed. 

Cathode terminals grounded. 
Screen by-pass capacitor 
plastic sealed. 


No terminals grounded. 


U.S.A. 
Price 


AIR 
SYSTEM 
SOCKETS 


4X150A; 4X150D; 4X250B; 7580; 1100 


4CX250F; 4CX250B; 4W300B 


SK-630 18.85 


4X150A; 4X150D; 4X250B; 7580; 
4CX250F; 4CX250B; 4W300B 
4X150A; 4X150D; 4X250B; 7580; 
4CX250F; 4CX250B; 4W300B 
(Screen by-pass capacitor 

for use with SK-650) 
4CX300A; 4CN15A; 4CX125C 
4CX300A; 4CN15A; 4CX125C 
4CX300A; 4CN15A; 4CX125C 
4CX300A; 4CN15A 


5.35 none 


8.60 


SK-640 


SK-650 none 


5.86 1100 Plastic sealed. 
21.45 
21.45 
9.80 
9.80 


SK-655 


1100 
1100 
none 
none 


1 heater grounded 
1 heater and cathode grounded. 
No terminals grounded 
Integral chimney. 

No terminals grounded. 
Integral chimney, 

screen terminals grounded. 
No terminals grounded 
1 heater and cathode grounded 


SK-700 
SK-710 
SK-740 
SK-760 


SK-770 
SK-800A 


SK-810 
SK-900 


none 


1500 
1500 
650 


9.80 4CX300A; 4CN15A 
4CX1000A; 4CW2000A 
4CX1000A; 4CW2000A 
4X500A 











7TV Peak-Synchronizing Level 
5 Cathode Current *Plus 2250 watts bombarder power 
*Clipper diode service only 15 Mc Bandwidth, 3 db points. 


All prices subject to change without notice 


TEL-McCULLOUGH, INC. 
N 
N 


‘Waveguide Output Fitting “Convection liquid cooled 
2Coaxial Output Fitting 


3Pulse 


s CARLO S ° CACHPSO Ee A 
Ss 


BRUNO CAa4K LP CRs ts 


f 
A 
A 








Canadian Representative: R. D. B. SHEPPARD, 2036 Prince Charles Rd., Ottawa 
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POWER 
AMPLIFIER 
KLYSTRONS 


3K2500LX 
3K2500SG 
3K3000LQ 
3K50,000LA 
3K50,000LF 
3K50,000LQ 
3KM3000LA 
3KM4000LT 
3KM50,000PA 
4K50,000LQ 
4KM3000LQ 
4KM3000LR 
4KM50,000LA 
4KM50,000LQ 
4KM50,000SG 
4KM170,000LA 
4KMP10,000LF 
6K50,000LQ 
X-626 


8,250.00 





TYPICAL OPERATION 


Output Power, Watts 
cw Pulse 


12,000? 
12,0007 
12,000” 


1,250,000 


Frequency 
Range 
Mc 
980-1200 
1700-2400 
610-985 
400-600 
570-720 
720-985 
385-585 
960-1215 
225-400 
600-985 
710-985 
610-985 
400-610 
610-985 
1700-2400 
300-500 
570-630 
720-980 
400-450 





MAXIMUM RATINGS 


Beam Beam 
Voltage Current 
Volts Amps 


7,000 
7,000 
10,000 
20,000 
20,000 
20,000 
10,000 
28,000? 
30,000 ? 
20,000 
10,000 
10,000 
20,000 
20,000 
18,000 
35,000 
70,000 ? 
20,000 
110,000? 


o 
a 
a 


ww ow 


~ 
VUNnoovvyysrsoav98 VUNG 


Ww 








REFLEX 
KLYSTRON 
OSCILLATORS 


1KO15CA? 
1K015CG' 
1K20XD' 


1K125CB' 
1K125CC' 


Resonator 
Voltage 





MAXIMUM RATINGS 

Reflector 
Cathode 
Current 


Resonator 
Dissipation 


—335 





ELECTRICAL CHARACTERISTICS 


Heater 
Current 
Amps 
0.8 


Heater 
Voltage 
Volts 


id 
w 


PHAAHHHHH 
wwwwewwewuww 
NNNK KH @OwOee 


Frequency 
Range 
Mc 

5,350 to 5,950 
5,350 to 5,950 
10,000 to 10,700 
9,200 to 10,000 
8,500 to 9,200 
4,300 + 50 
4,300 + 50 
3,700 to 4,400 
4,400 to 5,000 
4,400 to 5,000 





TETRODES 


4CW2000A 
4CW10,000A 
4CX125C 
4CX250BA 
(7580) 
4CX250B 
4CX250F 
4CX250K 
4CX250M 
4CX300A 
4CX1000A 
4CX5000A 
4W300B 
4W20,000A 
4X150A 
4X150D 
4X1506 
4X250B 
4X500A 


MAXIMUM RATINGS 
Grid 
Dissi- 
pation 


Plate 
Current 


o ~ 
ONNNNHONW NNMNNRP RPM 


~ 


Screen 
Voltage 
Volts 


Screen 
Dissi- 


- 


Filament 
Voltage 
Volts 


nN 


NR 


Lond 


ELECTRICAL CHARACTERISTICS 


Amplifi- 
cation 
Factor 


Filament 
Current 


a 
oO 


w Ne 
WwWNAONONHWUOW La) 
SCHOUSBDAUMD HAoownwo 
So o® 


oouvmoocovwoowowo oowmoCovwvooo 
La) 
~“ 


oOewo 





4E27A/5-125B $ 42.85 


w 
Oo 
~ 
uw 
oa 





TRIODES 


2C39A 
2C39WA 
3024 
3CPN10A5 
3CX100A5 
3W5000A1 
3W5000A3 
3WS5000F 1 
3W5000F3 
3X100A5 
3X2500A3 
3X2500F3 
3X3000A1 
3X3000F 1 
25T 


$ 22.50 
30.00 


450TL 
592/3-200A3 
750TL 
1000T 


1500T 
2000T 


SSS22SSuyey88SSS8888s-n5 


wWwnnr Oonnn 


882238 





3328288 


— 


ow 
SNNNONNG 6 POO MANOS ODMODODD 


SCUUMWOUW" *SCOCOSCOOWNUUwUOOwWww 


~ 


~ 





Cann wuawmw 
SD DD Be ee ee ee ee ee ee ee 


ae 

co 

iS) 

wo 
eoss 
MPM 
wn 


VUMOOCOCOUW UUNNNNOSOOSOOSCSCOOOSOOOSOOSOS 


MMM 
Wwe urn 











Frequency 
Range 


1 


450 to 1200 
600'to 1200 
400 to 1200 
200 to 1200 
700 to 2400 


: 8823583838 


= 
uc 
c 
2s 
< 
s 


Coolant 
Liquid 
Liquid 
Liquid 
Liquid 
Liquid 


RF Connector 
34” Coaxial Line 
3¥e” Coaxial Line 
3¥e” Coaxial Line 
3¥e” Coaxial Line 
RG-104/U Waveguide 
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LOW cosT 
EYELETS 





, ee ao . NEW FUNNEL FLANGE eyelets designed especially as connectors for 
Eyelets give you unlimited opportunities for savings PW boards. Solves two-sided circuitry and solder problems. Speeds 
as connectors, fasteners, terminals, bushings, contacts insertion, Are fed and set automatically on United Machines. 
for switches and hundreds of similar applications. Only 
with United Eyelets do you have such a wide choice of 
standardized sizes, special designs for cutting costs on 
unusual production problems, combined with a com- 
prehensive line of the most versatile eyelet setting ma- 
chines available. 
In no other way can you get the flexibility obtainable 
with eyelets at comparable installed costs. Call or write 
us today for more information. Our national sales and 
service organization is ready to help with your most 
challenging problem. 


NEW MINIATURIZED EYELETS osx CUT COSTS WITH SHEARED EYE- 

connectors and fasteners for low cost, LETS os stand-off terminals. Set as 

high speed insertion in components, PW mony os 3000 terminals per hour. 

boards, miniature equipment. Designed Cuts soldering time too. 

for high speed automatic feeding with 

United Machines. Copper or brass Simultaneous multiple eyeleting from either or both sides of machine. 
Typical six eyelet application illustrated. 50 yeors’ experience is your 
assurance of complete dependability. 


INDUSTRIAL SALES DIVISION 
Simplify design, purchasing, inventory, = 
and production. Decide the hole size . 
ond grip, and set the calculator to find 
the exact eyelet you need. Send for 


ol! 65 sizes 
your free copy today! 


eee ec macnn commonanom 
* i eet ees 


UNITED SHOE MACHINERY COMPANY 

NEW EYELET SELECTOR — FREE OF CANADA LIMITED 

2610 BENNETT AVENUE, MONTREAL, QUEBEC 
BRANCHES: TORONTO, QUEBEC CITY AND GALT 


For further information mark No. 14 on Readers’ Service Card 
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We take pride in our excellent line of electronic instruments and 
precision components. 

In our business, quality is a matter of “principals” . . . and we have a 
lion’s share of the finest in the field. 

Get a taste of what we mean — sink your teeth into the meat con- 
tained in the following pages... 


R-O-R ASSOCIATES LIMITED 


1470 DON MILLS ROAD 3333 CAVENDISH BLVD. 
DON MILLS, ONTARIO N.D.G. MONTREAL, QUE. 
Hickory 4-4429 Hunter 1-0700 


For further information mark No. 140 on Readers’ Service Card 
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Beckman /zerkeiey Digital Instrumentation for 


_ Division 
< Richmond 3, 
California 


2 venns & 
EPUT® Meters. These instruments count every cycle of an applied signal during a 
precise internally-generated interval called the “time base.” The process yields digital 


frequency readings with accuracies up to a few parts in 10 million. 





Other 
features 


——+ 


Count 
capacity 


Time base 
stability 


Sensi- Time 


Freq. 
tivity 


range 





Model 
“@ 7150 
) 8150 
| @ 7160 
r 2) ‘8160 | 
| @ 7170 





1 part in 
105 per day 


dc to 


5 digits 
100 Ke P 


@ Model 7170 (shown) and Models 
7150 and 7160 (similar in appearance) 
use vacuum tube circuitry proven and 
perfected by four years use in the field 


Measures }— 
period. 


100 mv, 
rms 
into 
10 MQ 











Code for 
printer. 


3 parts in 
10? per week 


secs with 
Mod B) 


dc to 


1 Mc 6 digits 





Code for 
printer 


3 parts in 7 digits 


107 per week 


100 mv 
into 1 MQ 


10 cps to 
10 Mc 








That of line Portable 


frequency 


dc to 0.25 v 4 digits 


100 Ke 








Transis- 
torized 


5 parts in 
10? per day 


100’ mv 
into 100 K2 


10 cps to 
200 Ke c " 5 digits 
@) Model 8160 (shown) and Model «py 


8150 (similar in appearance) have the 








same construction and performance 
abilities of Models 7160 and 7150 
respectively plus a large, bright red, 
in-line display. 


@® Model 5210 
is a compact, 
lightweight, 
vacuum tube 
EPUT meter 
designed with 

a carrying handle 
so that it can 

be moved 

about easily 


SSH Se. 


@® Model 5310 is fully-transistorized 
for minimum size and maximum re- 
liability. Occupies only 5%” of rack 
space. Available with self-contained, 
rechargable battery power. 


®D Model 7153 (shown) features col- 
ored panel lights that indicate whether 
measured frequency is above, within 
or below selectable limits. Model 7152 
(similar in appearance) produces only 
above or below indication 


7) Model 7161 (shown) and Model 
7151 (similar in appearance) feature 
highly-variable time bases. Proper se- 
ection of time base introduces a scale 
factor, thus producing indications in 
desired units such as rpm, psi, gals/ 
min when used with conventional 
transducers. 


® Model 5311 is a fully-transistorized 
instrument with a highly-variable time 
base like Model 7161. (See (7) above.) 


10 cps to 
100 Ke 


100 mv 
into 100 K2 


1.0, 0.1 
secs 


That of line 
frequency 


4 digits Magnetic 


circuits 





dc to 
100 Ke 


100 mv 
into 10 MQ 


1, 0.1, .01 
secs; 1, 
0.1, .01 ms 


1 part in 
105 per day 


Limit 


5 digits indication 





dc to 
100 Ke 





dc to 
1 Mc 


100 mv 
into 
10 MQ 


Variable 
in 0.1 ms 
and 1 ms 
steps 


1 part in 
105 per day 


5 digits 








3 parts in 
10° per week 


6 digits 














10 cps to 
200 Ke 


100 mv 
into 100 K2 


Variable 
in 10 wsec 


5 parts in 
10? per day 





steps 








Transis- 
torized 


5 digits 

















Time Interval Meters. These instruments measure the time between signals applied 
to the same or to separate input jacks. Measurements precise to a few tenths of a 
microsecond may be achieved. 





Model 
@ 7250 
@® 8250 
® 7260 
® 8260 
® 7270 


) 5220 








Timing 
units 


10 psec 


to 1 sec p-p 


Time Std. 
stability 


Sensi- 


Timing 
tivity 


range 








10 psec 0.3v 1 part in 
105 per day 
into 
10 MQ 











3 parts in 


1 wsec 
10? per week 


to 1 sec 


0.3 wsec 
to 10 sec 





1 part in 
10* per day 


0.1 ms 
to 1 sec 











(@) Model 5220 
is a compact, 
lightweight 
timer designed 
to be carried 
about with ease. 











Tachometer Pick-ups. 


Coupled to a rotating member these 
transducers put out an electrical fre- 
quency proportional to rotary speed. 
Will drive any Beckman counter. 


Photoelectric Pick-ups. 


A change in light intensity will cause 
these transducers to generate an elec- 
trical signal that will actuate a Beck. 
man counter or timer. Beamed light 
sources are also available. 


Digital Volt-Ohm Meter. 


Model 5350 is an all-electronic meter 
that measures dc voltage, ac voltage 
and resistance. DC ranges are lv, 10v, 
100v and 1000v with accuracy of 0.2%. 
AC ranges are lv, 10v, 100v and 500v 
rms; resistance ranges, 10K, 100K, 
1M and 10M ohms. Price $845, 


CANADIAN 


ELECTRONICS 


@® Model 7270 (shown) and Models 
7260 and 7250 (similar in appearance) 
feature selectable sensitivity and var- 
iable trigger levels to accommodate all 
signals commonly encountered. 





11) Model 8260 {shown) and Model 
8250 (similar in appearance) have the 
same advantages of 7000 Series timers 
plus a large, bright red, in-line display. 
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Measurement and Control 
R-O-R ASSOCIATES LIMITED 


1470 DON MILLS RD., DON MILLS, ONT 


Universal EPUT® and Timers. Universal instruments perform all the following 
functions: frequency counting, measuring period, measuring phase difference, meas- 
uring frequency ratio and timing the interval between signals applied to separate 
input jacks. 





Time 
base 
Stability 


Time | Count 
display |capac- 
range ity 





Freq. 
meas. 
range 
10s, 1s, 

100 ms, 10 ms, 
1 ms, 100 ys, 
10 ws 


Other 
features 


Sensi- 
tivity 


Timing 
units 


Time 
bases 


Price 1) Mode! 7370 is shown. Models 


7350, 7360, 7351 and 7361 are similar 
in appearance 


Model 
® 7350 
@® 8350 


$945, 
10 ws to 6 }—__-- 
10? sec | digits per day $1195 


— de to 

100 Ke 
freq. ee 
& timing 








Code $1245 
for 


printer 


@ 7360 10s,1 5s, 
100 ms, 10 ms, 
1 ms, 100 us, 


10 ws, 1 ws 


7 — 
digits 
Self. 


testing 


3 parts 
in 107 
per week 


$1525 


10s, 15s, 
100 ms, 10 ms, 


> 


/ 
digits | into $1975 


@® 7370 
1 Moa 


Q@3) Model 8360 (shown) and Model 
8350 (similar in appearance) display 
readings in large, bright red, in-line 


numerals 





250 mv 
into 
1 MOQ 


—_——_—__——_ 
100 ys to 4 

4 . 
® 5230 10 sec digits 14) Model 5230 isan 
nexpensive port. 
able instrument of 


moderate accuracy. 


10 ws to 
10 sec 


Times 
up to 
9,999 
cycles 
Counts 
batches 


5 100 mv 
digits | into 
10 MQ 
for freq 
& timing 


Variable in $1295 
0.1 ms & I ms 
steps to 

9.999 secs 


® 7351 
per day 


—— — 4——- 


1 ws to 
100 sec 


1 ws, 10 ws, 
100 ws, 1 ms 


1 part 
in 107 
per week 


6 
® 7361 1 Mc digits $1495 






































Digital Frequency Meters ranging to 23,000Mc 





TO 110Mc. Model 7175 combines 
a 10Mc frequency counter and a 
heterodyne converter in a single 
cabinet. Produces digital indica- 
tions of frequencies from 10cps to 
110Mc. Sensitivity is 100mv into 
1M ohms up to 10Mc; 100mv into 
100 ohms above 10Mc. Price $1895. 


Preset Counter-Controllers. These counters generate output signals as the accu- 
mulating count reaches one or two selected totals. Outputs are relay transfers, changes 
in de voltage level and pulses. 


> @68 -5 





@) 7420 Series controllers (7426 
shown) are vacuum tube instruments 
that generate output signals at each of 
two selected count totals. 


@ 7410 Series controllers (similar in 
appearance to 7426) are vacuum tube 
instruments generating an output at 
one selected total, 


TO 1000Mc. Mode! 7570 Series con- 
sists of three heterodyne con. 
verters that may be mounted si- 
multaneously in one cabinet. The 
converters progressively extend 
the measuring range of Model 
7170 or Model 7370. To 110Mc 
with one converter, to 220Mc with 
two, to 1000 Mc with three. Sen. 
sitivity and accuracy exceed that 
of counter alone. Price: $550, $800 
or $1300 with 1, 2 or 3 converters 
respectively. 


readings of almost 
unter on a paper tape. 
g plugged into out- 
t rear of ounter 





TO 23,000Mc. The Mode 
puting transfer oscillator 
Model 7370 to create a dig 
play of frequencies we 
microwave region. Bu 
puting device calculate 
number, then, gate time o 
is expanded by harmon 
create counter display 
frequency under test. Pr 


Remote In-line. 


a | 


5920 Series readouts create a large, 
bright red display of counter readings 
1%” high are formed on the 
permitting wide (150°) 

May be located up to 

unter. Stores latest 

inter takes next sam 

r 4 digits to $850 


digit 





Count 
Capac- Sensi- 
ity tivity 


put Data Converters. 





999 + 
9,999 Select- 785 ‘ > 
99,999 able Bp «\ “ 
999,999 


} ie job aah 1 | 





@ 5820 Series 
controllers 
(5825 shown) 
use magnetic 








counting circuits 
with miniature 
saturable 
reactors in the 


5,000 
counts Data converters are available to link 
per - a counter to a strip chart recorder, an 





place of vacuum 
tubes to obtain 
unprecedented 
reliability. 





sec 18M card punch or a paper tape punch. 

















Input Scanners. 





Generate output 


Equipment that will connect a counter 


signals at each 
of two selected 
count totals. 


5810 Series controllers are identical to 5820 
eries equipment except that output occurs at 
only one selected count total. 
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to successively to 30 or more input 
signals is available on special order, 
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THE 





MARK OF 
BADERSNIP @ VARIAN associates 


OF CANADA, LTD. * GEORGETOWN, ONTARIO 


KLYSTRONS 


Ku-BAND OSCILLATOR 
VA-503 
13.295 to 13.305 kMc 
@ For Doppler navigators 


@ Rugged molded base, air 
cooled, two resonator 


@ | watt cw into a matched load 





X-BAND AMPLIFIER 


VA-832 
9.79 to 9.81 kMc 
@ Light weight, air cooled 


@ 10 watts, 3 cavity 





r 


= 
: oe 


C-BAND CW AMPLIFIER 
VA-846 
4.4 to 6.0 kMc 


@ 5 kw, 44 db gain 


@ Electromagnetic focus liquid 
cooled 


STRIP CHART RECORDERS 


LIGHTWEIGHT POTENTIOMETER MEASURING CIRCUIT, 


AUTOMATIC NULL-BALANCE PRINCIPLE 


G-10 
INEXPENSIVE LABORATORY 
TYPE 


(A) Fixed-Span 100 mv 


(B) Adjustable-Span 0-100 mv 





G-11A 

PORTABLE WITH FIVE 

INTERCHANGEABLE INPUT CHASSIS 

Al-A2 Adjustable 9-100 mv d.c 

Bl With attenuator, 10 mv to 100 
volts d.c 

Fl Current type 

T2 Thermocouple 





G-22 

DUAL INDEPENDENT RECORDING 

CHANNELS 

PLUG-IN INPUT CHASSIS 

A-21 and A-22 Provide spans con 
tinuously adjustable 0-100 mv 

B-22 Fixed span steps 10 m, to 100 v 





HIGH VACUUM PUMPS 


VACION PUMPS — ELECTRONIC HIGH VACUUM 
PRESSURES AS LOW AS 10°'°mm Hg 


Vv-11400 
VACION® HIGH VACUUM PUMP 


(0.3 liter/second) 


This pump is intended for use as a perma 
nent appendage on vacuum devices such as 
smaller vacuum tubes. It has a pumping 
peed of 0.3 liter per second. 


E shown 
with 
V-11401 magnet 





V-11411 

VACION® HIGH VACUUM PUMP 

(1 liter/second) 

This pump is generally used as a permanent 
appendage on vacuum devices such as 
microwave tubes. It has a pumping speed of 
1 liter/second and is also useful in many 
industrial and laboratory applications where 
small size and portability are desirable 
Available in two standard models, the V 
11411A with 34-inch copper connecting tube 
and the V-11411B with %,-inch stainless 
steel connecting tube 





V-11402 
VACION® HIGH VACUUM PUMP 
(5 liters/second) 
This pump is suitable for processing small 
vacuum tubes, for most mass spectrometers 
and for other industrial and laboratory ap 
plications. Pumping speed for air is 5 liters/ 
second 

shown 

with 

V-11403 


magnet 


LARGER CAPACITIES TO AND EXCEEDING 10,000 LITERS/SECOND 
COMPLETE VACUUM SYSTEMS USING VACION PUMPS. 


MICROWAVE COMPONENTS 


STALO CAVITY VA-1285 

13.5 kMc +50 Mc 

@ Temperature Compensated 

@ Stabilization Factor With 
VA-92C Klystron 20 

@ Unloaded Q 35,000 

* 


Trim Tuning Adjustment 





WATER LOAD V-4022C 


(Basic Load with Waveguide Taper Section) 


7.1 to 12.4 kMc 
5 kW average 
0.3 MW peak 





ORTHOMODE X-BAND 
BALANCED MIXER 
V-8302 


@ Unusually Small Size 

@ Low Noise Figure 

@ Covers 8.5 to 9.6 kMc 
Without Adjustments 


R-0-R ASSOCIATES LIMITED 


1470 DON MILLS RD., DON MILLS, ONT. 


Western Canada—ARVA, Vancouver 
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Get the complete story on microwave tubes and com- 
ponents in these two new booklets fom BOMAC 


R-O-R ASSOCIATES LIMITED 
1470 DON MILLS RD., DON MILLS, ONT 


S are listed first 
ake it easier 
he tube you want. 
you facts and 
Ss new components 
ut together, they 
oncise picture of 
ve for 1960. 
ur copies today. 
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PRECISION SERIES 200 RECORDERS 
APPLICATIONS 


telemetry vans 
seismic exploration 
medical hospital and field analysis 
airborne data acquisition 
wind tunnel testing 
machine and process control 
data storage and transmission 
structural testing 
training devices 
radar pattern measurements 
sonar recording 


FEATURES 


completely transistorized 

magazine loading 

continuous loop magazine available 

FM, direct, and digital recording 
up to 14 channels analog, 16 digital 
front panel adjustments and testing 
no head contact, fast forward and rewind 
modular construction 
push-button function selection 

end-of-tape sensing 


SPECIFICATIONS 
TAPE SPEEDS 15/16 ips to 60 ips 
REEL SIZE 1012” NAB 
TAPE 4%", Y2”, or 1” wide 
HEADS conform to IRIG standards 


SIZE & WEIGHT 7-channel model 15%” x 
18Y%” x 10”, 65 Ibs.; 14-channel model 
16%," x 26%)” x 13%", 105 Ibs 


FM CHARACTERISTICS frequency response 

& Ya db 0-10 kc, S/N ratio 43 db, better than 
1.5% total harmonic distortion, less than 2% 
drift 40° to 120° F., linearity 1% 


DIRECT RECORDING CHARACTERISTICS re 
sponse +3 db, 50-100,000 cps 


DIGITAL ELECTRONICS (NRZ) maximum pulse 
repetition rate of Write amplifier 20,000 pps; 
maximum pulse repetition rate of Read ampli 
fier 20,00 pps 


FLUTTER & WOW well under 0.1% RMS, meas 
uring all flutter components from 0-300 cps, 
using a standard FM system. Peak-to-peak 
flutter, measuring all components from 0-300 
cps is under 0.5% at 30 ips 


POWER REQUIREMENTS 7-channel recorder 
standby 25 watts, operate 180 watts, elec- 
tronics 12 watts additional; 14-channel re- 
corder standby 30 watts, operate 220 watts, 
electronics 24 watts. 115 v AC, 48-62 cps; 
also available for 24 volt operation 


R-O-R ASSOCIATES LIMITED } 


1470 DON MILLS RD., DON MILLS, ONT 








annet 
recorder 
f 


Sipe 


al 


PRECISION 
‘instrumentation 
faat-(olal-silemr-|el—| 
ig-letelgel-Ja-) 


for space-conscious applications 


PRECISION recorders are fast becoming the 

Standard for the most critical and demanding 

applications in the age of space. Advanced me- 

chanical concepts and solid-state circuitry pro- : nie 
vide full-size performance in less than 1% the -_ 14-channel 
space required by conventional recorders. Up to P.I. recorders 
14 channels of analog or 16 channels of digital only 51” 
recording in a wide range of models for rack ot cok 
mounting or portable use. Write for detailed new space 
brochure #55A., 


require 


PRECISION INSTRUMENT COMPANY 
1011 COMMERCIAL STREET * SAN CARLOS, CALIFORNIA 
Phone: LYtell 1-4441 + TWX: SCAR BEL 30 


REPRESENTATIVES IN PRINCIPAL CITIES THROUGHOUT THE WORLD 


For further information mark No. 144 on Readers’ Service Card 
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These products reflect reliability, performance and 
competitive price advantages which are readily con- 
verted into benefits for you. Demonstrations and dis- 
cussions of these products may be arranged through 
your Canadian distributor: R-O-R Associates Ltd. 


SOurce 


FOR HIGH PERFORMANCE 
COMPONENTS & INSTRUMENTS 


ae 


SEMICONDUCTOR PRODUCTS panamctese aupuren 
Silicon DiodeseSilicon Zener ASSEMBLIES 
Regulator deseS n Rectifier ets tenn 

Dior ° . . 

DiodeseGerr 


eDilic 


PRECISION CRYSTAL 
Low Range: below € k 
Medium Range: 600 KC to 15 M : cope 

High Range: above 15 M( TONO-SCOPE T 


FILTERS INSTRUMENTS 


MEMO-SCOPE Storage Tys 


cillos 


aaa” 


; nN 
DIRECT-VIEW STORAGE TUBES , MICROWAVE TUBES 


R-0-R ASSOCIATES LIMITED 


1470 DON MILLS RD., DON MILLS, ONT 


distributor 


exclusive ' HUGHES INTERNAT 


IONAL 


DIVISION OF HUGHES AIRCRAF N A 


For further information mark No. 145 on Readers’ Service Card 
CANADIAN ELECTRONICS ENGINEERING JUNE 1960 





" JERC Military “B” Type Miniature Shields 


Meets MIL-S-9372B (USAF) 


1ERC “TR” Shields 


Meets MIL-S-19786A (NAVY), 


1ERC Subminiature Shields MIL-S-9372B (USAF), SCL-6307 /2 


SIG. CORPS 


Meets MIL-S-242A (SHIPS) 


IERC Octal / Power Shields 


IERC Heat-Dissipating Electron Tube Shields 


give maximum cooling, retention, shock protection and longest tube life! 


Make it a point to investigate IERC Heat- 
dissipating Tube Shields—immediately avail- 
able in a wide selection to meet every electronic 
equipment requirement. IERC shields are the 
only commercially available shields which 
actually meet or exceed specifications for 
military applications by providing greatest 
reduction of electron tube bulb operating tem- 
peratures, maximum vibration and shock pro- 
tection plus compatibility with all tube 
diameter tolerances. All IERC Heat-dissipating 


Tube Shields are of an exclusive, patented, 
time-proven design and are the most widely 
preferred make for new electronic equipments 
as well as for extensive equipment retrofit- 
ting programs. Design, development and engi- 
neering facilities offered by IERC are the 
most experienced, complete group available. 


manufactured by: 


5 Pe oOivisitoW 


International Electronic Research Corporation 
135 West Magnolia Boulevard « Burbank, California 


BR PATENTS 2807659, 2766020 OR PATENTS PENDING /CROSS-LICENSED WITH NORTH AMERICAN AVIATION, INC 


WRITE for FREE, Revised Edition of 


Guide. Over 1,200 electron tube and 
tube shield combinations added to 
last edition. The best guide to effec 
tive tube cooling —top reliability! 


Ss the famous IERC Tube Shield 


R-0-R ASSOCIATES LIMITED 


1470 DON MILLS RD., DON MILLS, ONT. 


Manufactured in England by Garrard Engineering and Mfg. Co., Ltd., Swindon, England 
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keep an 
accurate 


graphic 
record 


OF RESEARCH, DESIGN, 
TEST DATA 


R-O0-R ASSOCIATES LIMITED 


1470 DON MILLS RD., DON MILLS, ONT 


two channels 


For General Purpose 
DC Recording — Model 320 


For recording two variables 
simultaneously, the Model 320 
provides a versatile, 
transistorized amplifier for each 
input signal. The rugged 2- 
channel recorder assembly has 
heated stylus recording on 
two 50 mm wide rectangular 
coordinate channels, 4 
pushbutton chart speeds, and 
6 inches of visible chart. 

The Recorder can be placed 
vertically, horizontally 

or at a 20° angle. 


MODEL 320 SPECIFICATIONS 
Sensitivity: 0.5, 1, 2, 5, 10, 20 mv/mm and 
v/om 
Frequency Response: 3 db down at 125 cps, 
10 mm peak-to-peak 
Common Mode Voltage 
Common Mode Rejection: 140 db min. DC 
Calibration: 10 mv internal =1% 
Output Connectors for each channel accept ex- 
ternal monitoring ‘scope or meter 


Price: $1495 


«500 volts max 


NEW SANBORN PORTABLE DIRECT WRITING RECORDERS 
FOR IN-PLANT, LABORATORY OR FIELD RECORDING 


i\ 


—— 


Two models of this 21 lb. brief case 
size recorder are available — Model 301 
for AC strain gage recording, Model 299 
for general purpose DC recording. Both 
provide immediately visible, inkless 


\ 


/ 


\ 


¢ 


ANADIAN 


a WWW 





= 


traces by heated stylus on 40 division 
rectangular coordinate charts... 


frequency response to 100 cps... 
50 mm/sec chart speeds... 


5 and 
approx. 


1 inches of record visible in top 
panel window. 


single channel 


MODEL 301 SPECIFICATIONS 
The amplifier section of the Model 301 is an all- 
transistorized carrier type with phase sensitive 


demodulator. The power supply and internal 

oscillator circuits are also transistorized 

Sensitivity: 10 uv rms/div (from transducer 

Attenuator Ratios: 2, 5, 10, 20, 50, 100, 200 

Carrier Frequency: 2400 cps interna! 

Transducer Impedance: 100 ohms min 

Calibration: 40 uv/volt of excitation 

Output Connector: for external monitoring 
"scope or meter 

Price: $750 


MODEL 299 SPECIFICATIONS 
Combines the dependability of transistors with 
the high input impedance of vacuum tubes for 
reliable broad-band DC recording 
Sensitivity: 10, 20, 50, 100, 200, 500 mv/div 

and 1, 2, 5 and 10 v/div 
input Resistance: 5 megohms balanced each 
side to ground 
Common Mode Voltage: 
mv/div sensitivity increasing to 
max. at other sensitivities 
Common Mode Rejection: 50:i most sensitive 
range 
Calibration: 0.2 volt internal +1% 
Output Connector: for external monitoring 
"scope or meter 
Price: Mode! 299 (with zero suppression) $700 
Mode! 299A (without zero suppression) 
$650 


2.5 volts max. at 10 
«500 voits 


All prices are F.0.B. Waltham, Mass., within continental U.S.A 
and are subject to change without notice 


Contact your Sanborn Sales-Engineering representative for complete information, or write 


the main office in Waltham. Sales-Engineering representatives are located in pri ‘cipal cities 


throughout the United States, Canada ard foreign countries. 


SANBORN S@W COMPANY 


INDUSTRIAL DIVISION 


175 Wyman Street, Waltham 54, Mass. 
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Bruel & Kjaer Helipot/ 
PRECISION MEASURING Division of Beckman Instruments Inc. 
For 15 years Bruel & Kjaer has been manu- 
facturing instruments for the electrical, elec- s Vanufacturers of a broad line of precision 
tro-acoustical and electro-mechanical field. 
Their complete line includes: 
e Deviation Bridges a expanded scale meters and servometers. 
Wave Analyzers - , a 
ia Many of these products are made in Canada 
Electronic Voltmeters 
Graphic Recorders 
Precision Microphones Helipot offers the greatest selection of 
Vibration Analyzers 


potentiometers and dials, plus delay lines, 


Strain Indicators potentiometers available today! Standard pots 


. m © are yy ‘ ? > TT > | ite. 
Write for full catalog and Canadian price list are stocked at R-O-R Associates Limited 


pe sets - name adde r ‘ : 
: and ask ~¥ have Ardea idded to ou simply telephone for same-day delivery service. 
subscribers’ list to receive (without charge) ; 
“Bruel & Kjaer Technical Review”, an authori- 
tative quarterly devoted to teletechnical and 
acoustical research. 
All instruments stocked in Canada 
by R-O-R Associates Limited. 


Briiel & Kjer «225 Helipot, * 


Wy 
Division orf BECKMAN INSTRUMENTS ince 
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WANDEL & GOLTERMANN F. L. MOSELEY CO. 


Originators of the “Autograf’” X-Y Recorde 


Electronic Measuring es offer 6 models of xX.) ooops tab le ol seth 


814” x 11” or 10” x 17” graph size with 


Instruments of mount, 


accessories for 


Advanced Design point plotting 
curve following 


for Telecommunications a ae 
automatic chart advance 


and 


Decade Audio Signal Generators — 
built-in time bases 


R.F. Power Signal Generators 
plus 
Carrier Frequency Signal Generators Model 80, a completely new 10” strip chart 


Noise Generators recorder with curve follower attachment 
Selective Voltmeters and Level Meters and 

Tape and card translators for automatic 
point plotting from tape readers and 


Carrier Telephone Instrumentation 1.B.M. ecards 


Group Delay and Phase Measuring Sets 


Catalogs on complete range of 
Moseley data plotting equipment 
available from R-O-R Associates Limited. 


Ww MMOs ELEY 
WANDEL & GOLTERMANN a t t T 
G UT ol Gs R| AlF 


i an Rawat Revert hectic! | ———EEE 


We have instruments available for demonstration 
phone R-O-R Associates for complete details. 
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FAIRCHILD DIFFUSED SILICON 
TRANSISTORS AND DIODES 


Providing an unmatched combination of speed, power and reliability 
in computer switching and in RF and video amplifiers and oscillators 


Today’s widespread preference for diffused silicon transistors in high-performance, 
high-reliability applications has resulted from their unique combination of charac- 
teristics: very high gain-bandwidth product, large power dissipation, low saturation 
resistance, uniformity of parameters and outstanding reliability (300° C stabilization 
is standard Fairchild production practice). Their high performance applies over a 
very wide range of current, frequency and temperature, hence one Fairchild type 
can replace numerous earlier, more restricted types. Fairchild pioneered large-scale 
production of diffused silicon transistors and today offers the broadest line. 


—— —— ~ — 


TRANSISTORS—Fairchild Diffused Silicon Types 


i 


Vee sat | Yce sat 


Pe @ 25°C 
(Maximum) | (Maximum) 


Description Case Temp. 





13V 
13V 
13V 
13V 


1.5V 
15V 
5 Vv 
§ V 


General purpose types for switching, 2 watts 
RF and DC applications over a wide 


current range 2 watts 





High voltage types particularly suited to 2 watts 


video amplifiers and RF oscillators 2 watts 





Logic transistor for very high speed 
switching in low current saturated 
circuits 


0.6 watts 0.9V 0.6V 





VHF oscillator type 1 watt 0.9V 0.6V 





— 2 watts 

2N1132 

s 2N1252 
& 


2N1253 


PNP complements to the 2N696 and 
2N697 suitable for identical uses in 


opposite polarity 2 watts 





Low storage types optimized for high 2 watts 


current saturated switching circuitry 2 watts 



































*Oscillator efficiency 


DIODES—Fairchild Diffused Silicon Types 


Reverse 
recovery 


Description 
time 


Type 


power 
dissipation 


Capacitance 
at 


volts bias 


Reverse 
current 


Breakdown 
voltage 


at Ip=10 ma 





FD-100 Ultra-fast computer diode 4 mus 











200 mW. 





2uuf Max. 





40V Min. -100 wA 








1V Max. 





A number of additional high performance types are scheduled for announcement subsequent to date of printing this catalog. 


Specification sheets with comprehensive 
data on all types shown and on additional 
types announced subsequent to printing 

of this catalog are available. Write Dept. 





IRGHILD 


SEMICONDUCTOR CORPORATION 











545 Whisman Road « Mountain View, California « YOrkshire 8-8161 « TWX Mountain View Cal 853 
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The Philco 1N2792 is a symmetrical, 
point-contact germanium millimeter- 
wave diode. It has been designed es- 
pecially for optimum low-noise mixer 
operation at 70,000 me. It is also 
well suited for long-range space 
communications and EHF video de- 
tector applications over the 50 to 75 
kme portion of the RF spectrum. 


Specify PHILCO . . . quality transistors for every purpose 





[f you require transistors for any of these applications or categories, Philco can 
supply them—and meet your highest quality standards. 

Silicon Microwave Mixers e Germanium Microwave Mixers ¢ Infrared detectors 
e High-frequency Surface Barrier (SBT) ©@ Medium Power Alloy Junction 
e Pulse Amplifier ¢ Bilateral Switch e¢ Miniature Low Level Alloy Junction ¢ 
High Power Alloy Junction. 

The Philco 1N2792 typifies the advancements Philco is constantly making in the 
development of diodes and infrared detectors for EHF applications. 


| 4 i CoO government and 
industrial division 
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For further specifications 
and prices, write to either 
of these Philco distributors 
—or directly to Philco. 


Electro Sonic Supply Co. Ltd., 
543 Yonge St., Toronto 5, Ont. 


Canadian Electrical Supply Co. 
Lid., 
275 Craig St. W., Montreal, Que. 


PHILCO CORPORATION 
OF CANADA LIMITED, 


Don Mills, Ontario 
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BAR-RING TYPE MOVEMENTS (Exclusively Triplett) 





© Self Shielded 

® Not affected by magnetic panels or substantially 
by stray magnetic fields. 

®@ More Torque 

© Lower Terminal Resistance 

© Faster Response 

@ Exceedingly Rugged and Accurate 

© All Case Sizes 


OM CAST ONE-PIECE FRAME 
PROVIDES PERFECT ALIGNMENT 


1% EXACT ALIGNMENT. 


—For over 56 

years, a leader in the 
field of meter and test 
equipment design and 
manufacture. 





offers a complete line of: 


Panel Instruments 
Portable Instruments 


Test Equipment: Radio, TV, 
Electrical and Electronic 


Canadian Representatives: 
LEN FINKLER, 
1794 Avenue Road, Toronto 12, Ont. 


Cc. M. ROBINSON COMPANY, 
150 Erin St., Winnipeg; 
325 10th Avenue, Calgary; 
550 Beatty St., Vancouver 
For information on special application 
instruments write direct to 


Burton browne advertising 
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This Jones & Lamson Optical Comparator. . 


At Ace Electronics Associates, Inc. an alert manage- 
ment cut costs, increased production and im- 
proved product quality through speedy, precise 
inspection methods. 

At Ace Electronics Associates, Inc., Somer- 
ville, Mass., precision of manufacture is of para- 
mount importance. This young, progressive 
company, manufacturer of linear and non-linear 
potentiometers and electromechanical devices, 
including Acepot and Acetrim, insists that each 
and every product made in its plant give 100% 
reliability in the field. The aim is to not only 
meet, but to surpass its customers’ most exact- 
ing specifications. This is being done on every 
piece, every day. 

Through stringent quality control procedures 
tailored to meet unique tolerance problems, 


The wound element of the Acepot potentiometer is in- 
spected for conformity to a specific curve giving an elec- 
trical quantity at a specific angle. The Comparator also 
inspects the winding for proper spacing, and its condition 
at contact point. Inspection is 4 times more precise and 
2 times faster than alternate inspection method. 


manufacturing methods have been constantly 
improved, costs have been cut to the bone, pro- 
duction has reached new high levels, and prod- 
uct reliability is superb. 

Ace gives much of the credit for this record to 
the Jones & Lamson Optical Comparator, which 
is their most important measuring and inspect- 
ing tool. 

Shown here are a few of the ways in which 
David St. John, Ace’s Chief Inspector, uses the 
J & L PC-14 Optical Comparator. 

These actual case histories, solid proof of the 
J & L Comparator’s speed, precision, versatility 
and dependability, may suggest ways in which 
you can use a J & L in your operations. Write 
today for Catalog LO 5700, which gives detailed 
information. 


This relay component is inspected to verify the locations 
of pins to true position within .005” and perpendicularity 
within .001”. With the J & L Comparator, even though 
pins are of different heights, they can be inspected in the 
same set-up, by varying the focal point. The part is ro- 
tated 180° only once. This inspection method replaces a 
lengthy and difficult mechanical method. 


“World's oldest and largest builder of precision optical comparators” y 


/JONES & LAMSON + 


Represented In Canada By RUDEL MACHINERY CO. LTD., Vancouver * 
Edmonton * Winnipeg * Ft. William * Windsor * Toronto * St. 
Catharines * Preston * Ottawa * Montreal * Quebec, P.Q. 
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.. Paid for itself in Less than a Week! 
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This snubber spring, of half-hard 
beryllium copper, is inspected for 
13 different dimensions, with most 
tolerances within + .001” , — .000”. 
The J & L Comparator also in- 
spects this part for finish, burrs, 
sharp corners, radii, parallelism, 
and perpendicularity of dimen- 
sion surfaces to one another 


UNRETOUCHED PHOTO 
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select the 
motor 

BARBER needed for 
your 
application 


THE MARK OF QUALITY 


COLMAN 


Did you know that Barber-Colman Company makes both a-c and 
d-c motors? On these pages we have tried to tell very briefly a 
little about each of our motors. Featuring high quality at low cost, 
Barber-Colman 115 volt a-c (6-220 volt optional) shaded pole 
motors are excellent for commercial and industrial applications. 
Barber-Colman d-c precision motors are available in a variety 

of voltage ranges, styles and specifications to meet airborne and 
industrial applications. Look at the motors illustrated and 

then ask us for more literature on the one that interests you most. 


BARBER-COLMAN COMPANY 
ROCKFORD, ILLINOIS 





A-C SHADED POLE UNIDIRECTIONAL MOTORS 
FOR COMMERCIAL APPLICATIONS 


DYAB — KYAB 


Specifications: 
Rated horsepower . ..0017 to .0066 
Length ....1-5/8” to 2” plus shaft 


AYAA — DYAA — KYAA 


Specifications: 

Rated horsepower . ..0007 to .0010 

Length 1-1/8” plus shaft 

Dimensions... ..2-7/32” x 2-1/4” Dimensions 2-3/8” x 2-19/32” 

Remarks ....Exceptionally small Remarks .High starting torque 
and compact Typical applic ations — slide pro- 

Typical applications — fan blades, jector fans, hair dryers and re- 
blowers, reroll chart drives, pho- frigerators, vending machines, 
nographs, and gear trains. office machines, and rotisseries. 


AYAR — BYAR — CYAR — DYAR 


A-C SHADED POLE 
REVERSIBLE MOTORS 


AYAG — AYAE — BYAE 
Specifications: 
Rated horsepower .. ..00015 to .006 
Length 1-13/64” to 1-53/64 
plus shaft 
Dimensions ”" x 2-7/8” 
Remarks . Adaptable to 1 or 2-phase 
operation and electronic control 
Typical applications — servomech- 
anisms, remote switching and po- 
sitioning devices, and pen drives 


CYAE 


Specifications: 

Rated horsepower 0055 to .04 

Length eee ” plus shaft 

Dimensions ...3-7/8" x 3-7/8 

Remarks . Adaptable to 1 or 2-phase 
operation and electronic control 

Typical applications—servomechan- 
isms, recording instruments and 
automatic weighing machines. 





DYAF — KYAF — OYAF — CYAF 


Specifications: 

Rated horsepower .. ..0045 to .032 

Length 1-5/8” to 2-9/16” 
plus shaft 

Dimensions. . . .2-21/32” x 2-3/4” 

Remarks ....High running torque 

Typical applications — fans for 
heaters, deodorizers and elec- 
tronic equipment; blowers and 
gear trains. 


For further information mark No. 


EYAR 


Specifications: 

Rated horsepower ... ..005 to .050 

Length 1-29/32” to 3-11/32” 
plus shaft 

Dimensions. .....3-1/8” x 3-1/4” 

Remarks High start or high 
power rotors available 


Typical applications — pumps, 
humidifiers, vaporizers, combus- 


tion and industrial controls. 


A-C SHADED POLE 
SYNCHRONOUS MOTORS 


KYAJ — DYAJ 


Specifications: 

Rated horsepower . . . ..0043 to .0086 

Length . .1-3/4” to 2-1/8” plus shaft 

Dimensions .. .2-11/32” x 2-19/32” 

or 2-23/64” x 2-19/32” 

Remarks . . . Develop 30 times power 
of ordinary clock motors 

Typical applications—oscillographs, 
scoreboard timers, viscometers, 
facsimile recorders, x ray timers, 
and microfilm cameras. 
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A-C GEARED MOTORS 6-115V D-C PRECISION PERMANENT MAGNET, 
SYNCHRONOUS UNIDIRECTIONAL REVERSIBLE MOTORS FOR AIRBORNE 
REVERSIBLE ' AND INDUSTRIAL APPLICATIONS 


DOUBLE-PLATE 


BYLM FYLM 
Specifications: Specifications: 
Rated horsepower up to 0.1 Rated horsepower ..up to .055 
intermittent duty intermittent duty 
Rated speed . .5,000 to 20,000 rpm Rated speed . .5,000 to 20,000 rpm 
Power input .......7 to 155 watts Power input .2 to 70 watts 
Sate 010" Po A. ° an* 
Barber-Colman a-c geared motors Length............2.19” to 3.19 Length " : to 2.40 
provide ratios from 4:1 to excluding shaft eK Pe tad shaft 
1,333,800:1. Heavy duty gears and Diameter aed a onstant brush pressure: 
output shaft plus long life lubrica- R3 ‘bearings: 3/16" di “ shaft’ 
tion add to the reliability of these : ee » % . 
geared motors. 





A-C 400-CYCLE MOTORS 


DYLM — EYLM GYLM with Matching gearhead 


Specifications (EYLM only) Specifications: 
/ Rated horsepower up to .055 Rated horsepower .....up to .040 
i intermittent duty intermittent duty 
7 Rated speed . .5,000 to 20,000 rpm Rated speed . .2,000 to 24,000 rpm 
he Power input 7 to 155 watts Power input ..3 to 60 watts 
‘ Length..... 1.83” to 2.45 Length xi 


excluding shaft excluding shaft and gearhead 
AYLO Diameter <'s 1.38 Diameter .75” x 1.63” 
. : DYLM is a split series motor in Remarks Rectangular gearhead 
Specifications: the same envelope optional, as illustrated. 


Type . .Split-phase capacitor, squir- 
rel cage rotor BLOWERS, GEARHEADS, RIGHT-ANGLE DRIVES, 
Rated horsepower ...up to 40 mhp 
intermittent duty FILTERS 
Voltage ... aoe 115 V a-c 
Rated speed .. . .9500 to 11,000 rpm Gearheads Barber-Colman d-c motors can be 
ng 9 Of" anciuditne sate | 
—- - - -2.20° excluding shaft and adapted to a variety of uses. Sever 
Diameter ‘2 <oinaie e ee 
Brake . .400-cycle brake optional gearheads are available. Right 
angle drives and multiple-shaft 


.1.50” al sizes and styles of blowers and 


outputs can also be had for special 
A-C & D-C TACHOMETER Right-Angle applications. Radio noise filters 
GENERATORS Drives, Filters furnished if desired. 


For Commercial Installations emenszs U me CRETE SO | ARR RRA 





Type ATAS a-c D-C BATTERY-OPERATED ECONOMY MOTORS 
reversible shaded S 
pole motor acts as a ~~ . ae 
ap — a —— = Specifications: 
potato: omer f f- ~ 4 O18 AYQM Rated horsepower . .up to 0.5 watt 
able a-c tac ate r’ _ continuous F 
ka Prk mme! Voltage ..........4,5 to 30 V d-c 
‘ wiiiads Rated speed’... .1200 to 6000 rpm 
AYAE . ; (governed) 
\ Power input .........1 to 5 watts 
Length .. .1.54” to 1.69” excludin 
Precision For Military Usage P shaft . ad 
, may f Remarks . . Patented integral gov- 
te — rng hob LM ernor for battery operation. Re- 
enerators are ca- : versible. 
pable of output volt- — 
ages up to 40 volts 
pee Je? oe, SS BARBER-COLMAN COMPANY 
agh eee ayn: Freer CANADIAN REPRESENTATIVES 
Excellent for servo Rousseau Controls Ltd., 640 DeCourcelle Street, Montreal 30, Quebec, WEllington 7-352! 
rate feed back. ? John Herring & Company, Ltd., 3468 Dundas Street West, Toronto, Ontario, ROger 2-9824 
For further information mark No. 19 on Readers’ Service Card 
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Westinghouse tube engineering... 


serving the nation through imagination 


_ FREQUENCIES | 


with Westinghouse distributed amplifiers 


ter-measure circuits and for high-speed, high- 
frequency oscilloscopes. 


The new Westinghouse Match Box Tubes pro- 
vide distributed amplifiers with response to 
550 MC. 


Match Box tubes surpass conventional tubes 
in high frequency performance and resistance 


to vibration. Tubes lie flat . . . no height prob-! 


lem ... eliminates sockets, fits printed circuits. 


Westinghouse Distributed Amplifiers can be 
designed with various frequency pass bands. 
They’re especially suited for electronic coun- 


you CAN BE SURE...1F iTS \ Vestinghouse 








TYPICAL WESTINGHOUSE DISTRIBUTED AMPLIFIERS 


10 


6 
4 


2 


200 300 400 500 


For complete information write to Canadian 
Westinghouse Company, Limited, Electronic 
Tube Division Box 510, Hamilton Ontario. 
CHARACTERISTICS WX3683 
Heater 6.3 Volts 0.2 amperes 
Plate current 8 milliamperes 


Transconductance 5100 micromhos 
Plate Voltage 180 volts 


For further information mark No, 20 on Readers’ Service Card 
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Precise current ratings, odd or frac- 
tional. The number of wire turns of 
the breaker overload coil determines 
the current rating. We can wind 
any one you want between 0.010 
and 100 amps (200 on one model) 
—even way-out ratings like 4.5 or 
17.8 or 73 amps. 


Choice of time delays. Long, ium, 
short or instantaneous trip — you 
can pick the time-delay/percent 
overload curve which best matches 
the operating requirements of the 
protected equipment. The delayed 
response prevents nuisance tripping 
on safely tolerable overloads. 


Diversity of models. We have them 
from sub-miniature size on up. Most 
are available in single-, two- and 
three-pole constructions, and most 
can be furnished with a variety of 
mounting arrangements and termi- 
nal hardware styles. Special envi- 
ronmental treatments available, too. 


No other overcurrent-protection device quite equals the Heinemann circuit breaker in 


adaptability to specialized, close-tolerance protective functions. 


If you'd like to 


see for yourself, send for a copy of the Circuit Breaker Engineering Guide, Bulletin 201. 


rirnTnin f£ 
LCULIAIL L 


. 


1) 


ADANY 


imal 


e 
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PAVING BLOCK 


600d name In 

SERVO aren 
SYSTEMS : 
and 

hte 


MARSLAND 


This precision electro-mechanical-optical computer, used 
to display the geographical position of a ship and its crreerence: 
target satellites, is a current system design by Marsland. a rs 
From a statement of requirement to a design concept, to a 

working prototype and to approved production assemblies, 
Marsland engineers servo-systems meeting the most rigid 
specifications. 

Wide experience and comprehensive facilities enable 
Marsland to manufacture most of the various system 
components. 


E.W GEAR BOX RACK GEAR 


























Transistor Servo Amplifier, Mod. AM-103. Application: Single channel, 400 c. 

synchronous positioning servo loop. Up to size 18 Bu. Ord. motor, with 

built-in 400 c. power supply and feed-back damping control 

Transistor Servo Amplifier, Mod. AM-102. Application: Two channels, 400 c. 
»recision positioning servo loop, (i.e. Resolver). Up to size 18 Bu. Ord. motor, 
uilt-in 400 c. power supply, trans fer input network, feed-back damping 

and stick-off voltage controls. 

. Transistor Servo Amplifier, Mod. AM-101 (AM-104 + AM-105). Application: 
High gain, 400 c. synchronous amplifier for highest accuracy velocity 
integrating servo-loop, using up to size 18 Bu. Ord. motor/tachometer 
generator. Built-in: power supplies, null voltage suppressor, tachometer 
generator phasing network, speed adjustment and quadrature rejection 
circuit. 

- Transistor Amplifier, (Pre-Amplifier) Mod. AM-104. Class A, all transistor 
voltage and low power amplifier combined. Voltage gain between rated 
impedances is adjustable between 50 and 150 V. Built-in power supply, 400 c. 
(Power Amplifier AM-105 packages in same manner: Class B, all transistor 
synchronous power amplifier-application as positioning and integrating 
servo amplifier. ) 

Differential, Model M-134. Body and Mounting: Similar to size 18 Bu. Ord. 
motor. All ball bearings. Application: Servo mechanisms and computors. 
Speed/Torque: symmetrical mechanical differential max. speed of any shaft 
4000 r.p.m.; max. torque output 10 oz. inch. 

Magnetic Clutch, Model M-133. Body and Mounting: Similar to size 18 Bu. 
Ord. motor. All ball bearings. Max. speed 4000 r.p.m. Application: Servo 
mechanisms and computors. Energizing Power: 24 V.D.C., 3 watts. 

Min. Torque: 35 oz. inch. 


MARSLAND ENGINEERING LIMITED 


KITCHENER, ONTARIO, CANADA 
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DIODES - RECTIFIERS - TRANSISTORS 


Germanium Gold Bonded in these types: 


@ COMPUTER e HIGH RESISTANCE 
@ HIGH CONDUCTANCE e GENERAL PURPOSE 
e@ MILITARY TYPES: 


1N128 1N270 1N277 
1N198 1N276 1N281 


Basic features include high forward conductance .. . 
recovery times in millimicroseconds .. . high inverse re- 
sistance . . . ruggedized mechanical construction .. . 
exceptional uniformity of characteristics. 


CLEVITE 


Silicon Junction in the following types: 


e@ FAST SWITCHING (0.15 to 1.04 Sec) 
GERMANIUM 


DIODES e GENERAL PURPOSE e MILITARY TYPES: 


1N457 1N459 1N662 
1N458 1N643 1N663 


POWER TRANSISTORS Pr 1N658 


ty . . 
Designed to meet the most stringent commercial and 


military requirements, these diodes combine fast switching 
with high forward conductance, while protecting against 
thermal runaway at high voltages and temperatures up 
to 150°C. 


SILICON JUNCTION DIODES Germanium in the following types: 
e@ SWITCHING 5 - 15-25 amperes 


plus 3 ampere Spacesaver design 
SPACESAVER 
POWER e AMPLIFIER 2 - 4 watts 


TRANSISTORS 9 . ° 
plus 2 watt Spacesaver design 


@ MILITARY TYPES: 
2N297A 2N1011 2N1120 


Excellent for applications involving power converters, 
audio amplifiers, voltage regulated power supplies and 
high current switching circuits. 

Features include low thermal resistance low base input 
voltage, low saturation voltage and superior current gain. 





SWITCHING The 25 ampere series offers low saturation voltage 
TRANSISTORS and is available with either pin type or solder lug terminals. 


The Spacesaver design not only offers smaller size and 
lower mass but better frequency response and faster 
switching characteristics. 


These Clevite switching transistors are made to highest 
quality standards for maximum reliability in low level 
high speed service, available in the following types: 


2N395 2N396 2N397 2N404 


SILICON | | 
RECTIFIERS © 


Reliability in volume... 


CLEVITE TRANSISTOR Designed for maximum reliability under the most severe 


military and commercial applications, Clevite rectifiers 

Sar CNRS, VetNen CaS offer these advantages: High dissipation — 600 mw — 
High voltage — up to 600 volts — High temperature — 
up to 150 ma at 150°C. 


Write for latest data and prices 
For further information mark No. 23 on Readers’ Service Card 


CANADIAN ELECTRONICS ENGINEERING JUNE 1960 





when rf power must be absorbed 
or accurately measured... 


You will find dependable coaxial line instruments and accessories 
at Bird Electronic. Specialization in this field, backed by a constantly 
growing engineering staff and enlarged physical facilities, has resulted 
N No in the continuous development of new designs to meet 
oo uN, specific requirements. If you are searching for more than 
4 a standard product for field or laboratory use, turn to 
| Bird Electronic. Our years of experience in this field may 
r assist you in the solution of your problem. 
mem 


New “Termaline" RF ABSORPTION WATTMETERS 


2 - 30 me 
ce Portable . . . direct reading . . . non-radiating “load” type wattmeter . . 
elements C " adh 
cakes ith used in field or laboratory to measure and absorb power . . . accuracy = 5% 

new or existing of full scale ... VSWR 1.1 to | maximum over operating -range. 
Model 43 

° cae 
Thruline Wattmeters Freq. Sex. rnd Input 


a a Power cates onnector 
DIRECTIONAL RF WATTMETERS = — —~ —+ fs ¢ 
612 | 30-500 me sow | 0-20. 0-89 | Female N 


Direct reading .. .“thru” type ... for measuring 67 30-500 me 500W | 0-25; 0-100; | Coplanar with 
forward or reflected power in complete systems 0-500 Adapter to UG-21/U 
under operating conditions . . . inserted between 67C* | 30-500 mc | 2500W | 0-100; 0-500; | (optional) RG-17 
transmitter and antenna or load .. . full scale 0-2500 & RG-19 cable 
power and frequency range determined by plug- g24* | 30-220 me | SO00W 09-5000 pr aa 

in elements. rigid lines 















































Model | Line | Impedance] Frequency ELEMENTS Power | ©o”- *Water cooled (other available models described in specification sheets) 


43 | RG-B/U} 50 ohms} 25-60; 50-125 | 10; 25; 50; | N; C; 
= ’ 100-250; 250-500;| 100; 250; HN; COAXIAL SWI TCHES 


400-1000 me 500 W UHF ' : 
15% | 50 ohms | 200-500 5; 1.0; 1.5;| Rima Small compact design permits the “Coaxwitch” selector to be incorporated 


400-1000 me 2.5; 5.0 KW | Std. into many electronic units where repeated channel switching is required. 
460 | 3% | 50 ohms | 200-500 mc 1; 2.5; 5; 10 Flange} Finger-tip operation: pull knob, rotate and push in to make contact. 
480 | 3%, | 51.5 ohms | 400-1000 mc 25; 50 KW 


490 | 6% | 51.5 ohms | 200-500 me os eo xw | Bullet ; = 7 =~ — 
Positions Six Eight Reversing Two 


COAXIAL RF FILTERS ze “ meee MR Dik si “ 
Circuits 


Designs utilize both - Connector | Type N female connectors are standard on all 
distributed and lumped } models to receive UG-21/U series plug. Use 
adapters with other cables and connectors. 














Sleeve 



























































constant . . . insertion 


loss and VSWR are 
very low in pass band . # 
"hich adbenestian te Termaline” RF LOAD RESISTORS 
stop band... new : aang ; 
miniature filters as Reflection-free terminations for 50 ohm coaxial lines... low VSWR... 
light as 5 ounces. Will non-radiating . . . water cooled ratings 2500 W to 50 KW... air cooled 
produce in quantity to rating to 1500 W. 
Max. Freq. Max.* 


your specs. 
a P Model Power Range VSWR Connector 
he, BNC 

















Low Low Low High Band 80 Sw 0-1KMC 1.1 
Pass Pass Pass Pass Pass 80A 20W 0-500MC ; 
5311 522 | 819-1200 | 530 513) 81 SOW 0-1KMC R N Female 
160 me | 400 me | 1200 mc | 420 me | 45 mc & 818 80W 0-1KMC R 
105 me 82A 500W 0-1KMC ; Coplanar with 
180- 500- 1900- 100- 33.7- Adapter to UG-21/U 
320 me {1200 mc} 4000 me | 375 me | 39.7 me fi 883 1.2KW 0-1KMC 11 LC 
120- 888 1.5KW 0-1KMC 1.1 | 3% Flanged =| 
1000 enc *Other VSWR requirement ily be met by special selection. 
oa joow T 100w Tsaw 1 Sow aSW turn to roe er requirements can usually be met by special selecti 


Power 
Win. Sop | sou | ssan pay Bree a a ap CORP. 
& : 




































































Band Atten. 
VSWRinp.b. 1.5 | 1.5 2to1 | 25 | 1.6 Churchill 8-1280 
30303 Aurora Road, Cleveland 39, Ohio 
Western Representative: 
VAN GROOS COMPANY, Woodland Hills, Calif. 





Connec- Female 














Z 

A 

oe Female N ; Male-Female N BNC 4 a, 
Chart shows characteristics of typical Fijters —— 
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Wea of 
CONAdI1tT1ONeCc 
MICrowave 


ANDREW RADOME EQUIPPED ANTENNAS DEFY ICE...SNOW...WIND 
Andrew radomes provide excellent 2-way year-round protection 
for Andrew microwave antenna systems. First, they protect feed 
and reflecting surface against the attenuating effects of snow, ice 
and debris accumulation. Secondly, for tower mounted antennas 
they reduce the effects of wind thrust by 35%. 

All Andrew radomes are lightweight and easy to install—clip 
directly to the dish rim of existing antennas. Unheated radomes 
are suitable for all but exceptional cases. In areas where freezing 
rain occurs, heated radomes can be provided. 


\4 


XL 


i 


ali 





y/ 


Me 


SPECIFICATIONS 


STANDARD RADOMES 
: iw * 
a Contribetion “aa 
@ 6 kme (Flats), Ibs. 
10 0.4 0.02 1,990 
8 0.4 0.02 1,270 
0.4 0.02 714 
4 0.4 0.02 320 
2 0.4 0.02 75 


= 
x | a 
= 








a 














*including antenna 


HEATED RADOMES 
* 
=. = "er Power** 
@ékme. (Flats), lbs. "eam's- 

10 HRI0 0.7 0.02 1,990 3,400 wotts 
8 HRB 0.7 0.02 1,270 2,400 wotts 
6 HR6 0.7 0.02 714 1,200 wotts 
4 HR4 0.7 0.02 320 550 wotts 
2 HR2 0.7 0.02 75 150 wotts 


Dia. Type Attenuation 
Feet No. D 6kmc. db 








i 
© 














*including antenna 

**Power requirements for HR1IO and HRB ore 3 wire single phose 60 cycle 
220 volts 
2 


Power requirements for HR6, HR4 and HR2 ore single phase 60 cycle 115 v 


For further details on ANDREW Microwave Antennas, 
Radomes, Wave Guides write for new Andrew Catalog CM. 


\ 
ae, 





ANTENNAS 
ANTENNA SYSTEMS 


TRANSMISSION LINES AN TEN . a 


CORPORATION tTo. 


606 Beech Street - Whitby, Ontario 
Telephone: MOhawk 8-3348 


4 


A, 


—-~. Fi \ a f 
Vy WW \Y \\ | 
a A f\ /| \\ M\\ f Ls r 
“We have paid particular attention to antennas “We have had up to four inches 
during extremely high wind conditions of gusts of ice on the radome with prac- 
up to 40-60 m.p.h. It is very obvious that these tically no reduction of antenna Several radomes were removed and antennas 
radomes quite materially reduce the wind load- effectiveness. During high winds, inspected following a heavy snowstorm and 
ing on the parabolas—due to their shape factor.” radome reduces pressure on the no snow or ice was found in the antennas. 


(Police Broadcast) dish. (AM-TV Station) (Gas Pipeline Company) 


“Our field forces report that the radomes pro- 
duce a signal loss of less than 1 db per antenna. 
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special 
purpose 


and Why has Canadian Marconi 
power the widest range? 








tubes 





because it is Canadian representative for 
English Electric Valve Company Limited and 
Machlett Laboratories Inc., leading U.K. and U.S. 
sources of high quality camera tubes, transmitting 
tubes, rectifiers and heaters. These two great tube 
companies combine with Marconi’s own tube facilities 
to offer the widest and most complete range of special 
purpose and power tubes in Canada. 


Marconi’s own extensive experience in the manu- 
facture of electronic tubes and equipment can also 
prove invaluable to you in the selection and use of 
proper tubes and components for your requirements. 
Call on us for assistance anytime. 


ELECTRONIC TUBE AND COMPONENTS DIVISION 


CANADIAN Marconi company 


830 BAYVIEW AVENUE, TORONTO, ONTARIO 
Branches: Vancouver . Winnipeg . Montreal . Halifax 
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representing 


Hewlett-Packard Company — 
Comprehensive line of electronic test equipment DC 
through microwave. 


Dymec, Inc. — 
Electronic Instrumentation Systems 


Gertsch Products, Inc. — 
Frequency measuring equipment and ratio transformers. 


Kintel, Division of Cohu Electronics, Inc. — 
Wide range of DC instrumentation and closed circuit 
television. 


Massa, Division of Cohu Electronics, Inc. — 
High speed recording systems. 


Tel-Instrument Electronics Corp. — 
Voltage regulators and vibration calibrators, 
TV test equipment. 


Sierra Electronic Corporation — 
Transmission line test equipment 


Electro Products Laboratories, Inc. — 
Magnetic pickups and proximity controls 


Erik A. Lindgren & Associates — 
R.F. screen rooms 


Skydyne, Inc. — 
Test equipment transit cases and mobiles 


offering 


Field Application Engineering 
Watch for the Atlas Factory Qualified Maintenance 


arene San to your aren. and Calibration Facilities. 
This mobile demonstration 

laboratory features the 

latest in electronic 

instrumentation in operating ° h 

display. wit 


Extensive Stock For 
Immediate Delivery, 


& 


Factory Warranty Service. 


ATLAS INSTRUMENT CORPORATION LTD. 


50 Wingold Avenue, Toronto 19, Canada 
BRANCHES IN: MONTREAL * OTTAWA + VANCOUVER 


For further information mark No. 27 on Readers’ Service Card 


CANADIAN ELECTRONICS ENGINEERING JUNE 1960 





BREAKTHROUGH! IN THERMISTOR DESIGN 


Fenwal Electronics’ new “‘identical’’ therm- 
istors permit complete interchangeability! 

What do you need from a thermistor in the a 

way of performance? Reliability? Extreme eBsPar THER MISTORS 
stability? High shock resistance? Long life? "DEGREES Fe OHMS. 
Fenwal Electronics can supply it. But Fenwal 
Electronics’ thermistors provide an addition- 
al important characteristic all their own: 


they can be supplied with identical resist- 


E 


ance temperature curves. 
That means that now, for the first time, you 


RESISTANCE IN OHMS 


can have complete interchangeability. It 
means you can rely absolutely on consist- 
ently accurate resistance changes versus 
temperature of Fenwal Electronics’ thermis- 
tors. It means also you can-now achieve 
accurate, multi-point temperature indication 


or control through a single system without : 


100 150 200 250 
TEMPERATURE IN DEGREES FARENHEIT 


having to calibrate out each individual sensor. 


THERMISTORS 


| GLASS PROBES & BEADS) "| WASHERS... ya PROBE Assemblies... E-I Matched pairs 


| 
| | 
| ) : 
| 4 ) ZA F 
¢ | 
| 
| | 
| | 


—Thermistor beads 
matched to voltage cur- 
rent characteristics and 
mounted on special her- 
metically sealed stems, 
designed for use in 


— Built to your specific 
— 0.053” to 0.173” di- requirements,* enclosed 
ameter. Resistance —0.1” to 1” diameter. — .75"" diameter. Re- ameter varying lengths and mounted in indi- 
values: 500 ohms to Resistance values: sistance values: 5 ohms Resistance values: 500 vidual housings or “pack- thermal conductivity gas 
100 megohms ohms to 1,000 ohms to 3000 ohms ohms to 500,000 ohms ages” and ready to install analysis instruments. 


— 0.006” to 0.100’ di- 


© Thermistor Experimental Kit 4 « New Thermistor “Computer” 

—to — 5” X 8” “computer” re- 

* Complete thermistor en- operations bread duces lengthy computations 

ineering service backed by board stage. Just $19.95 at to single “slide rule” setting. 
years field experience electronics jobbers Yours for the asking 


e New Probe and Housing 
© New Thermistor Catalog Brochure — Gives _ selection 
EMC-3 of probe designs 


For complete information, or the name of the Fenwal Repre- Ten ‘i ES 
sentative in your area, write: a es 2 a 
° they can be supplied with identical 


resistance-temperature characteristics. 


33 MELLEN STREET, FRAMINGHAM, MASSACHUSETTS 33H 
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NOW sullt INTO EVERY 
G-E PICTURE TUBE... 


PAO Am | (@) 3d = 
BRIGHTNESS 


SHARPER 
FOCUS 


BETTER 


RESOLUTION - 


INCREASED 
CONTRAST 


Television set manufacturers are constantly striving new GE picture tubes set new standards for picture 
to obtain even better video performance from their tube performance. 

sets. One way this can now be done is to install new, 
improved GE picture tubes. At C.G.E., engineers 
have developed a new screen manufacturing process ceivers, specify new 20% brighter GE picture tubes. 
that produces 20% greater brightness and 


increased contrast on every GE picture tube. Y 
In addition, sharper focus and better resolu- Election 
tion result because usual brightness levels are rs U 6&3 fon a 


obtained with lower beam current. These 


For best video performance from your television re- 


Electronic Tube Section 


CANADIAN GENERAL ELECTRIC COMPANY LIMITED 
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Ba b/wV Om Lol lt-tel—) 
aa-reoleir-tirela 


Constant Voltage 
Transformers 


These static-magnetic units auto- 
matically and continuously regulate 
line voltage within +1% under input 
voltage fluctuations of as much as 
+15% for all types of electrical and 
electronic equipment. 

There are no manual adjustments, 
no moving or renewable parts, no 
routine maintenance. Sola voltage 
regulators are compact, simple, trou- 
ble-free. They are available in step- 
up and step-down ratios and with 
variable voltage outputs. 

Type CVS regulators (illustrated 
above) have less than 3% total rms 
harmonic content in their output 
wave, making them ideal for use with 
rectifiers and other harmonics-sensi- 
tive components. 


Bs 


Type CVN units (illustrated here 
in end bell construction with sepa- 
rate capacitor) have about 14% total 
rms harmonic content. They provide 
a reliable voltage source for fila- 
ments, relays, solenoids, a-c trans- 
formers, and similar loads. This 
series includes designs suitable for 
use as components. 

Sola regulators are available in 67 
stock models in capacities from 15 va 
to 10,000 va. Custom designs can be 
delivered in production quantities. 


Write for Bulletin CV 


‘SOLA |, 


OTs Moy meine) s 
at 1000% inrush 


Hews UPY 


Hevi-Duty 
Industrial Control 
Transformers 


These dependable dry-type control- 
circuit transformers are designed, 
constructed, and tested to give you 
exceptionally long service even un- 
der severe operating conditions. 
Type SZO (illustrated above) fea- 
tures layer-wound coils and new, 
improved proportions, which reduce 
voltage drop caused by peak inrush 
currents. In fact, at 1000% inrush 
current, the drop below rated voltage 
is only 5%. 


This extra capacity enables you 
to specify transformer size according 
to your sealed volt-amperes, and 
thus save on both initial cost and 
panel space since in most cases you 
will be able to use a smaller unit. 


A high insulation level is provided 
by folded insulating papers between 
layers, varnished cambric between 
windings, a pre-formed coil base, and 
heavy insulating channels between 
core and coil. 


In addition, Hevi-Duty Trans- 
formers feature firmly anchored 
screw-type terminals, slotted mount- 
ing feet for easy installation, and a 
wiring diagram on the nameplate to 
eliminate installation errors. 


Each transformer is given tests for 
turns ratio, polarity, and high-volt- 
age breakdown. Units meet or ex- 
ceed NEMA and ASA standards. 
They are available in 50 or 60 cycles, 
50 va to 5,000 va. 


Write for Bulletin DWC 


a b/e DI OM fell t-tel- 
aa-teoleir-tirela) 


Sola 
Regulated DC 
Power Supplies 


These compact, light-weight d-c 
power supplies handle intermittent 
and pulse loads in the “ampere” 
range. They exhibit 1% (or less) 
ripple voltage, output regulation of 
+1% or less under +10% line volt- 
age variations, self protection against 
high short-time overloads, and ex- 
tremely low output impedance. 


These small, economical fixed d-c 
supplies require no maintenance. 
They are widely used as components 
in equipment with relays, solenoids, 
or high amperage requirements. 


This is the Solavolt adjustable d-c 
power supply. It provides a reg- 
ulated source of variable d-c voltages 
for testing, research and design de- 
velopment. 


The D-C Solavolt gives you all of 
the basic characteristics and advan- 
tages of the fixed design first de- 
scribed, plus selection of desired 
voltage by turning a dial. It can be 
relay-rack mounted on a standard 
19” frame, or is portable and self- 
stacking if desired. 


The unit is 7” high by 1214” deep 
and, like the fixed design, is avail- 
able in six stock models. 


Write for Bulletin DC 


Consult your Sola/Hevi-Duty representative 
P for complete information on these products. 


SOLA-BASIC PRODUCTS LTD. Cc # An Affiliate of Basic Products Corporation 
377 Evans Ave., Toronto 18, Ont., Clifford 1-1147 + In U.S.A., Sola Electric Co., 4633 W. 16th St. Chicago 50, Ill. 
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“crystal A 
Tr Eyes PLUGS 


by A D VA NC Fo. for every purpose! 


| , the NEW 
ae aaPurtion CANNON “MORPHO”™ 


features ASSUre Hermaphrodite connector 
exceptional reliability: 


Positive sealing. Advance’s use of induction 
heating cuts rejects from faulty soldering to a 
negligible figure. Soldering is accomplished at 
high speed, hence damage to the relay due to 
heat transfer is eliminated. 


RADIFLO testing for leakage is used to detect 
leaks as small as 10-5 cc /sec. All relays that pass 
this test will function after long shelf life. 


RIQAP program approval. Under RIQAP, the 


Signal Corps constantly checks Advance’s qual- 
ity control and inspection, to insure military 
standards of reliability werd all Advance rv* 
ers, both military and ir 


cRYSTAL CAN RELAY my 1038 


. ments $ OF 


An unusual new development, the 
Cannon Morpho series MH meets 
many industrial and military re- 
quirements inexpensively. It fea- 
tures snap-in removable crimp- 
type contacts, module insulators 
designed for alternate positioning 
—and hermaphrodite design—con- 
tacts and insulators can be used 
in either plug or receptacle. A 
variety of layouts is possible within 
Write today for 


Coil resistance: Available in 7 values, from 30 
to 10,000 ohms. 

Shock: 50 G’s for 11 milliseconds. 

Vibration: 10 to 34 cycles per second at 
maximum excursions of .4”. 
34 to 2000 cps 20 G's acceler- each shell style. 
ation. catalogue MH-1. 


Operating power: Pull in power 250 milliwatts In Canada and throughout the free 
at 25°C. world, Cannon Plugs are answer- 


Contact rating: 2 amps resistive at 32 VDC or ing the specialized problems of 
115 VAC. industry and defence. 

Life: 100,000 operations minimum 
at rated current. 

Weight: 0.45 ounce. 

Size: fy" high x 5'44” wide x 23/44 
deep. 


‘rite . ) > information on the complete line of 
Write today for catalogue informat ’ ple “TRADE 


Advance Relays stocked and sold in Canada exclusively by 
NAME 


CANNON ELECTRIC CANADA LIMITED inaell 


160 BARTLEY DRIVE, TORONTO 16, ONTARIO 
MONTREAL, Montrea! Airport, Dorval, P.Q 
OTTAWA, 1168 Gertrude Street 


PENDING 
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The new concept resi 
ratcusnesete equipment 


mEbiiicleatine 


A new philosophy 
Made for everyday use 
Wide range available 
Modern techniques 
Flow production 


Automatic inspection 


% Easy servicing 


GM 5606 
Low-frequency Oscilloscope 
Cathode-ray tube: DN 10-78 : 
flat faced 10 cm tube, EHT 1.9 kV 
Vertical amplifier: 
0-200 kc/s (-3 + 1/2 dB) 
Sensitivity 10 mV/cm 
Calibration accuracy 3° 
Time base: 2.5 pv sec/cm-1 sec/cm 
x rhe new electronic tools for industry and research produced Calibration accuracy 3° 
by Philips Satisfy the most exacting demands of the Horizontal magnification max. 5 times 
true craftsman because these tools are robust and reliable in Triggerd or free-running 
day-to-day use; and because the latest design techniques 
employed ensure réady accessibility of all parts. 
Furthermore, these instruments use standard components 
for which replacements are always available throughout the world. 


Dependable Bb 4 ILI get, tools 5 


for the electronic industry 
Sold and serviced by Philips Organizations all over the world 





Further information will gladly be supplied by 


Philips Electronics Industries Ltd., 
Leaside, Toronto 17, Ont. - Montreal: 8525 Decarie Bivd. Quality, reasonably priced 
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RUSH 


another shipment of 
QUALITY ELECTRONIC 
COMPONENTS from 
RAILWAY & POWER 


Nationwide sales and service 
for these leading principals 


ADEL PRECISION PRODUCTS—MS and AN Cushioned 
and Bonded Cable Clips. 


ANTI-CORROSIVE METAL PRODUCTS CO. INC. — 


Stainless and Nylon Fasteners 

HOMER D. BRONSON CO.—Hinges and Butts 

DZUS FASTENER CO., INC.—Quarter-Turn Fasteners 
LORD MANUFACTURING CO.—Vibration Isolators 
OLYMPIC SCREW & RIVET CORP.—Blind Rivets 
PARKER SEAL COMPANY—O-Rings 


RIGIDIZED METALS CORPORATION — Rigidtex De 
sign-Strenathened Metals 


SHUR-LOK CORPORATION Rack Clamps, Clinch 
Nuts, Spacers 


WAVEGUIDE, INC. — Waveguides 


WINCHESTER ELECTRONICS, INC. — _ Electrical 
Connectors 


Contact your Railway & Power salesman today 
EXPERIENCE e SERVICE 


. 
WEW GLASGOW « QUEBEC - MONTREAL + NORANDA + NORTH BAY + OTTAWA + TORONTO « HAMILTON » WINDSOR » SAULT STE. MARIE + WINNIPEG » CALGARY » EDMONTON » VANCOUVE® 
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TELEPHONE SWITCHING APPARATUS 
for INDUSTRY 


To Serve You Better With - - BRIEF LIST OF 
SWITCHING PRODUCTS 


Superior Apparatus Relays 


Ratchet Uniselectors 
Motor Uniselectors 
Miniature Uniselectors 


Engineering [Experience 


Resistors 


Service for [Industry Capacitors 


Mountings 


B.P.O. 600, 3000 Type ; Dials 
High Speed etc. Relays. ’ ‘ . Terminal Strips 
Ask for Publication 570. , Jia Jacks 


Fast Service Prototypes = Plugs 
for new developments. a , Lamps 


Relays designed for all Fuses 


switching needs. git = ee ee Keys 
ay > " Protectors 
Winding facilities and Soul 
piece parts held _ in ¥ ; ords 
Winnipeg. } Wires 
Cables 


Long Life “Comb” Maintenance Tools 


Relay 


Left: 


Miniature Uniselector. 


Plugs in to single OTHER PRODUCTS 


relay space. 
Public and Private 

Telephone Systems 
Ask for Publication 5338 Dial Telephones 
Transmission Equipment 
Electro Medical 

Equipment 
Equipment supplied and installed from East to West, serving Electronic Indicators 
many thousands of telephone users. Power Cables 


Services of expert staff available for assistance on switching 
problems, design and production of wired panels. 


Stocks and workshop available for rapid supply of wired racks, Ebonite 
panels and apparatus items. PTFE 





REPRESENTATION ACROSS CANADA TELEPHONE NOS. 


HEAD OFFICE: 419 Notre Dame Avenue WINNIPEG Whitehall 2-7221 
DISTRICT OFFICES: 34-10330 104th Street EDMONTON GArden 2-7370 
766 King Street West TORONTO EMpire 8-2807 

98 Hollis Street HALIFAX — 2-5817 

Also through AEl (Canada) Offices at VANCOUVER MUtual 3-8108 
and MONTREAL Riverside 7-0677 


—_—_ 


CAE‘) SIEMENS EDISON SWAN (CANADA) LIMITED | *)\. 


“ee 
An AEI Company ———— 
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save time! save money! 
call your parts distributor for 


P2B @) RELAYS 


These important savings are yours when you order—from your Electronic Parts 
Distributor—P«B relays listed with Underwriters’ Laboratories, Inc. and Canadian 
Standards Association: 


SAVE TIME. You get fast, off-the-shelf delivery. Usually your order : Series 
is shipped the day after it is received. And no waiting for U/L or CSA clearance 

. this has been done for you. Thus you get your project—and your product — 
off to a fast start! “i Contact ia Contact 
Arrangement* Arrangement* 


: —e PRIAY SPST-NO PRSAY SPDT 
SAVE MONEY. You save the cost of getting relays listed with U/L = PRsAy = SpoT.NO-DM = PRZAY.——«DPST-NO 
or CSA ...and you need have no big investment in shelf inventory, either. PRIIAY DPOT 
R he . . ° 2% 9 These relays ore available in any of the following ating 
emember, you pay no premium over factory prices in quantities to 249. voltages: 6, 12, 24, 115, 230 volts 50/60 cycles AC. 
. ‘ ‘ , Contocts ore rated at: 25 amps, 115/230 V. AC | phase. 
More than 40 different standard P&B relays in 450 different coil voltages and con- 1 hp for 115/230 volt AC motors | phase. 
tact arrangements are available from the leading Electronic Part Distributors in “ood: NO sermefly epen, NC normally dosed, O8 double 


your area. For special applications, call your nearest P&B sales engineer. U/L File £22575 CSA File 15734 


Pa — —iGe z 


y Ss SA > 
$5 KA Series \ = hat KB Series ‘ — : S, 


AB Series ABC Series 


aw 


U/L File £29244 \—~ CSA File 15734 U/L File £29244 theg CSA File 15734 U/L File E29244 mJ by File 15734 U/L File £29244 CSA File 15734 
For appliance and general purpose operations Medium duty power relay in dust cover. For Small, low cost, generol purpose relay for Compact lotch relay ideal for memory work 
requiring long life and quiet operation. Quick small motors, industrial controls and similor handling automation work, small motors, sole- and overload applications. Operates on 
connect terminals. Screw terminal adapters applications. Contact arrangement: DPDT. noids, other relays. Contact arr tory impulse to either coil. Contoct 
also furnished with each relay. Contact Rated at 10 amps, 115 V., 5 amps, 230 AC SPDT, DPDT and 3PDT. Rated ot 5 o =P. ot arrangements: 4PDT ond 6PDT. Rated ot 5 
arrangement: DPDT. Rated at 10 amps, 115 V., non-inductive by U/L and CSA. 115 V., AC non-inductive by U/L and CSA amps ot 115 V., AC non-inductive by U/L 
5 amps, 230 AC non-inductive by U/L and CSA. and CSA, 


POTTER & BRUMFIELD Canapa Lrp. 


GUELPH, ONTARIO 
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THE MOST COMPLETE 
LINE OF STANDARD 
& SPECIAL COAXIAL 
COMPONENTS! 


FROM 





LOW PASS FILTERS 
100 to 10,000 mc 
1.2 max. VSWR 
10 and 500 watts 
Sharp cut-off 


FIXED ATTENUATORS 
DC to 12,000 mc 
0 to 80 db 
1.2 max. VSWR 
2 and 15 watts 








IMMEDIATE 
DELIVERY 


STOCK! 


TURRET ATTENUATORS 
DC to 2500 mc 
0 to 30 db 
1.25 max. VSWR 
2%" overall 





HIGH PASS FILTERS 
200 to 6000 mc 
1.6 max. VSWR 
10 and 50 watts 
Sharp cut-off 





COAXIAL 
TERMINATIONS 
DC to 13,000 mc 
1.1 max. VSWR 
2, 10, 150 watts 
Fixed and sliding 


POWER DIVIDERS 
DC to 13,000 mc 
2 to 6 outputs 
Resistive—wide band 
Reactive—min. loss 





CRYSTAL MOUNTS 
DC to 13,000 mc 
Untuned, Fixed tuned; 
Padded; Tripolar 
High Sensitivity 


STUB TUNERS 
250 to 10,000 mc 
Single stub 
Double stub 
Triple stub 





DOUBLE SLUG TUNERS 
300 to 5000 mc 
100 watts 
Minimum size 
Constant impedance 


LINE STRETCHERS 
DC to 5000 mc 
1.2 max. VSWR 
Constant impedance 
Locking clamp ; 





MONITOR TEES 


Used to separate DC or 
video currents from an 
RF signal. Indispensable 
for monitoring helix inter- 
cept current in traveling 
wave tubes. 


SIGNAL SAMPLERS 
Used to monitor signals 
present in coaxial sys- 
tems. Permits small sig- 
nal to be taken from sys- 
tem without adding dis- 
continuity. Coupling con- 
tinuously adjustable. 





DC SHORTS 
Sections of constant im- 
pedance transmission 
line with built-in DC by- 
pass, to ground low fre- 
quencies while allowing 
RF to pass unattenuated. 


DC BLOCKS 


Uniform lengths of con- 
stant impedance trans- 
mission line with DC 
biocking condenser in 
series with center con- 
ductor. 





COAXIAL CONNECTORS 
Now Available! 

A Complete Line of UG 

and Special Coaxial Con- 

nectors. 





e All MICROLAB products are available FROM 
STOCK with Type N, C, HN, BNC or TNC 
male or female connectors. 


1 + 








NEW CATALOGS 
AVAILABLE 

Coaxial Filters. 
Catalog No. 9C. 
Coaxial Terminations. 
Catalog No. 9A. 
Coaxial Attenuators. 
Catalog No. 9B. 





e Special . c 
and other special design features at same 
low cost and quick delivery. 


e Prototype or production quantities at 
lowest cost. 


Livingston, New Jersey WYman 2-5700 
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CRONAFLEX* DRAFTING FILM ...BEST SURFACE YOU CAN USE 
































“Best surface” is a broad statement. But you can prove it 
to yourself by mailing the coupon below; we'll send you a 
sample of CRONAFLEX Drafting Film for testing. 

It’s best for several reasons: it’s the only drafting film 
that’s made by one manufacturer—Du Pont—from start to 
finish. This means that CRONAFLEX Drafting Film is con- 
sistently superior, because we control every manufacturing 
step. CRONAFLEX Drafting Film is an exclusive combination 
of an outstanding surface on Du Pont’s tried and proven 
CRONAR* polyester film base. 

The surface: ideal for pencil . . . erases easily . . . smear- 
resistant ... clearer than cloth... you get faster print- 
through speed with greater uniformity ... accepts recom- 
mended inks. 

The base: holds size .. . flexible . . . unexcelled strength 
.». moisture-resistant ... easy to handle (.004” thickness) 
»». lies flat. 


CANADA 
Better Things for Better Living 
..» through Chemistry 


2 tehgee PRODUCTS 

















& capacitor 





CRONAFLEX Drafting Film is available matted one or two 
sides, in rolls or sheets. 

Find out for yourself how good this new product really 
is. Just mail the coupon, and we'll send you some literature 
and a test sample. 


Du Pont Photo Products 

85 Eglinton Ave. East 

Toronto 12, Ontario 

Please send me more information about CRONAFLEX DRAFTING FILM, 


and a test sample 


NAME 





COMPANY 


STREET 


cco 


CRONAR* 
CRONAFLEX* 
CRONAPAQUE* 


*Registered trademarks of E. 1, du Pont de Nemours & Co. (Inc.) 
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LEADS THE WORLD 


IN ELECTRONICS 


ewww wee ee eee eeeneeaeeeeeannanene= 


_SESENENs) Yj 1 kW V.H.F. Transmitter 


: 
tg 


The Pye PTC 3600 1 kW V.H.F. 
Transmitter is a medium power 
communications equipment. It is 
very suitable for long range en- 
route ground-to-air operation 
and also for airport ground-to-air 
control, teleprinter and V.F. 
point-to-point links. Compre- 
hensive metering facilities are 
included. 


: 
k 
{ 
- 
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Brief Specification 


Service A3 Radiotelephony—Amplitude modulation. 
Frequency Range 118—138 Mc/s. Continuously covered 
in one band. 
Modulation Capability 100% 


PYE CANADA LIMITED + 84 NORTHLINE ROAD + TORONTO 16 ONTARIO 
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‘GUARDIAN 
CONTROLS 


he Sey, 


SERIES 1005 


RATCHET and INTERLOCK 


U/t Approved as a % H. P. in- 
dustrial Magnetic Motor Starter — 


SERIES 1200/1200 


4 


APPROVED 
AIRCRAFT SOLENOID CONTACTORS 


For control of 230 V., A. C. loads up 
to 3 H. P. Motors and 8400 watt 
Heater Loads 

recta terace 200 AMPERE 


¥ Plunger actuated to combine 
relay and solenoid functions. 


APPROVED 
AIRCRAFT RELAYS 


AN 3303 SERIES 2005 SERIES 3205 


ws A y 7, 


GUARDIAN W ELECTRIC 
MANUFACTURING COMPANY 
ee 1S74 W. CARROLL AVENUE, CHICAGO 7. ILLINOIS 
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Quality 


RELAYS OF ALL TYPES... 
“OFF-THE-SHELF” DELIVERIES 
AT FACTORY PRICES 


HERMETICALLY SEALED 
PLUG-IN DUST COVERED ee 
MINIATURE 

SUB-MINIATURE 
MICRO-MINIATURE 
ANTENNA CHANGEOVER 
RF-KEYING 

MOTOR STARTING 

PHOTO ELECTRIC manta? ype 
PLATE CIRCUIT 
POLAR 

POWER SENSITIVE 
TELEPHONE 


CANADIAN STOCK 
OTTAWA ann TORONTO 





# 26S20—HEAVY DUTY POWER 
25 AMP.—DPDT 








3 CK-FIND” 
NDY qui 
RELAY SPEC. CHART 
write for your copy today 





‘ SERIES KX—MICRO-MINIATURE 


Kurman, one of the ploneers KURMAN shies ite of o 


in relay manufacturing, has 
been designing and manu- 


facturing relays for industry 240 WEST 17th ST. * NEW YORK 11, N.Y., U.S.A. 
and governmental agencies ron Cable: TRILRUSH 
AN 


Subsidiary of Crescent Petroleum Corp 


since 1928. 


Canadian Representative 
WHITTAKER ELECTRONICS, LTD. 
2137 NIAGARA DRIVE « OTTAWA, CANADA 


Kurman relays have been 
engineered to the highest 
standards, featuring top 
quality, rugged , depend Distributed by 
ability, and long life. THE RADIO CENTRE 

1425 BOIS FRANC RD. «© MONTREAL, CANADA 
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REFERENCE 
BULLETIN NO. 4 


EC157 Disk Sealed Triode guaranteed for 6000 hours 


The EC157 triode serves as an amplifier tube in beam 
transmitter relay stations for the transmission of TV and 
telephony link broadband signals at 4000 mc/s. Station 
breakdowns in microwave communications are costly in time 
and money. The EC157, with a guaranteed life of 6000 
hours, assures against early breakdowns, saves time and 
money. Its longer life means a more reasonable operating 
cost — not more than 2.3¢ per hour of service. 

The EC157 triodes offer many desirable features — peak 
performance, dependable service and outstanding uniformity 
from tube to «8G 


TECHNICAL DATA 


HEATER 


nom. 
180 V 
60 mA 


nom. min, max. 


1is0 -—- — 


TYPICAL CHARACTERISTICS 


Anode voltage 


Anode current 

Grid voltage 
Mutual conductance 
Amplification factor 


OPERATING CONDITIONS 


AS GROUNDED GRID AMPLIFIER £ 
Anode supply voltage Vine 
Vig 


Grid supply voltage 
Cathode bias resistor R, 
Anode current I, 
Bandwidth (0.1 dB down) B 
Output power at 8 dB power gain 

(V, = 6.3 V) W, 


30 - — 
—2.8 —4.0 —1.8/-1.6 V 
1713.5 — 
43 33 52/438 


T 4000 Mc/s 
200 V 
+20 V 
= max. 500 2 
60 mA 
50 Mc/s 


= 1.8 W (min. 1.5 W) 


19 mA/V 


10000 rexsez . 
\£C 157 2-6-'S6 
| : 
(mw)}} 
$000} 
} 


MAXIMUM RATINGS (absolute maxima) 


Anode voltage at zero anode current V,, = 500 V 
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Anode voltage Y= 
Anode dissipation W, 
Cathode current 
Grid current 
Driving power (grounded grid) 
Direct grid voltage (positive) 
Direct grid voltage (negative) 
Heater to cathode voltage 
External resistance between 

cathode and heater 
External resistance between grid 

and cathode 
Anode seal temperature 
Grid seal temperature 
Cathode seal temperature 

> 


| 


Ho a wd 


I 


This reference sheet is one of a series from 
Rogers to keep you fully informed of electronic 
developments, A specially designed file folder for 


these bulletins is available from Rogers on request. 


300 V 
10 W 
70 mA 
10 mA 
1W 
OV 
50 V 
50 V 


| 





a a ae) 500 
20 ko Wer (mw 
Output power (W,) of the ECI57 as a 


function of the driving power (W,,) with 
lines of constant power gain (G); ({ 3900 
Mc/s. By; az = 50 Mc/s, V, = 180 V, I, 
60 mA). 


You are invited to 
make full use of 
Rogers Applica- 
tion Engineering 
Service at any 
mn on any prob- 
em. Just phone or ¥ 

‘am, Justproneor electronic tubes & components 
A DIVISION OF PHILIPS ELECTRONICS INDUSTRIES LTD 
116 VANDERHOOF AVE., TORONTO 17, ONTARIO 
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THE WATIONAL SCENE 





“YOUR NEXT POLYESTER COMPONENT: 


mold it or machine it?’’ 


Get an unbiased answer from National because we work either way 


Giving the designer facts to help make the right design 
decision faster is perhaps our best ‘‘product.”’ Offering the 
broadest line of plastic materials and services permits us to 
give impartial help. Take polyester glass mat. 

If the facts about configuration, volume, performance, 
operating conditions and cost point to a molded polyester 
shape, we'll work from scratch—or from your drawings—and 
deliver 100% usable parts. 

If the same facts point to a machined part, we'll work the same 
way ...and with the same results. In this case National can 
furnish four standard grades from which to select the one best 
material. GP-9100-A is our general purpose, medium cost 
sheet with good electrical and mechanical properties. GP-9104 
is also general purpose, but lower cost. GP-9202 is our flame 
resistant grade and best electrical grade except for arc resist- 
ance. GP-9204 is both flame and arc resistant, UL-approved for 
sole support of current carrying parts at temperatures up to 
150°C, 

One more point. The problems inherent in machining poly- 
ester glass laminates have had a tendency to discourage some 
designers from considering it. We suggest that you bounce 
this headache out of your production facilities and into ours. 


You see, we are interested in both your design and machining 
problems. Your component will be skillfully machined at one 
of our four complete, ‘‘service-located”’ fabricating facilities. 


Send for our Polyester Technical Bulletin 1164. We'll be 
happy to include, also, data on the full line of National 
materials—over 100 grades. Write to National Vulcanized 
Fibre Co., Dept. U-5, Wilmington 99, Delaware. 


i waATIONAL 


¥ABRE COMPANY OF CANADA, LTD. 
ATLANTIC & HANNA AVENUES, TORONTO 
1405 BISHOP STREET, MONTREAL 


For further information mark No. 42 on Readers’ Service Card 
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In the modern laboratories of Northern Electric, new concepts in com- 
munications are constantly taking shape. Each project is approached with 
vigour, as a new and challenging venture, by a skilled research and devel- 
opment team — a group of men who keep their minds poised and eager to 
pioneer new techniques and improve established products — transistors, 
electronics, microwaves, carriers, video and audio. 


At Northern Electric, research and development are setting the pace in 
the science of communications. 


Research and Development Laboratories 
Northern Flectric 


COMPANY LIMITED 


SERVES YOU BEST 


0660-12 
For further information mark No. 43 on Readers’ Service Card 
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REINFORCED 
PLASTICS 


Over a decade has passed since 
Brunswick of Canada pioneered 


Our crowning achievement in design, strength . . 

and precision—the reinforced plastic nose cone the challenging world of reinforced 
and fin tip for the Avro Arrow 

plastics. In that time our skill in 


the application of this revolution- 
ary material has been tested and 
proven in a wide variety of com- 
ponents and products. Now, with 
expanded facilities as flexible and 
dependable as plastic itself, we 
are ready for fresh challenges. 


The famous Brunswick stacking chair ° . 
used in schools across Canada. An- If there is anything you want to 


other practical application of durable, 
I I rei i ° ° 
en ee ee know about reinforced plastics, 
contact Brunswick. Let us help you 
decide if plastics can improve your 


products. 


Facility brochure 
available on request. 


A perfect combination of safety, speed and beavty — Brunswick-Winner 
Fibreglas Boats. 


BRUNSWICK 


BRUNSWICK OF CANADA REINFORCED PLASTICS DIVISION 
P.O. Box 60, Dixie, Ontario 


VANCOUVER CALGARY * WINNIPEG - TORONTO MONTREAL 
For further information mark No. 44 on Readers’ Service Card 
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1960-61 


COMPONENTS 


and 


EQUIPMENT 
DIRECTORY 


for 


MEL SALES LID. 


P.O. Box 1352, 
Station “O"’, 
Montreal, Que. 


1969 Avenue Rd., 
Toronto 12, Ont. 


REPRESENTING 


Boonton Electronics Corporation 


Communication Measurements 
Laboratory Inc. 


Digitran, Division Endevco 
Corporation 


Endevco Corporation 

Erie-Pacific, Division Erie 
Resistor Corporation 

Frequency Standards Incorporated 


Instrument Development Laboratories 
Incorporated 


Kay Electric Company 


Krohn-Hite Export Corporation 

Ling Electronics, Division Altec 
Lansing Corporation 

Narda Microwave Corporation 

Polarad Electronics Corporation 

Reflectone Electronics Incorporated 

Sanders Associates Incorporated 


Sensitive Research Instrument 
Corporation 


Technology Instrument Corporation 
Trad Electronics Corporation 


Tenney Engineering Incorporated 


See advertisers’ index for key numbers 
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300 nVOLTS 300 nVOLTS 300 nVOLTS 
HVOLTS 300 nVOLTS 300 nVOLTS 300 
300 VOLTS 300 yj/OLTS 300 wVOLTS 
B\TS 300 
/ANOLTS 
TS 300 
uVOLTS 
TS 300 
VOLTS 
TS 300 
/mVOLTS 
LTS 300 


THE LEADER 


in RE Voltage Meaeuremente | 
at low level 
from 10 KC to 600 MC 


MODEL 91-C 
1000 microvolts to 3 volts 
Price: $395 


MODEL 91-CA 
300 microvolts to 3 volts 
Price: $495 


ALSO MANUFACTURERS OF THE FOLLOWING INSTRUMENTS. 


(2s Sod 
©8Go66 al 


Inductance Bridge Capacitance Bridge UNF Grid Dip Meter 


Boonton ELECTRONICS Tr 


Morris Plains, N. J. ¢ JEferson 9-421 





MODEL S6-A = PRICE $395 


HIGH VOLTAGE SENSITIVITY (90 Sei aivisice 
HIGH INPUT IMPEDANCE |° meron 


es 


HIGH POWER SENSITIVITY 0: ~ 


FAST METER RESPONSE ue prospered 


ALSO MANUFACTURERS OF THESE FINE INSTRUMENTS 


Gat pS) 


Inductance Bri RF Distortion Meter 


Rennie ELECTRONICS én 


Morris Plains, N.J. © Phone: JEfferson 9-4210 





| Digitran, Div. 








MEL SALES LTD. 
1960-61 
COMPONENTS and 
EQUIPMENT DIRECTORY 





COMPANIES and PRODUCTS 


Boonton Electronics Corp. 
Bridge, Capacitance, 100 Kc. 
Bridge, Capacitance, 1 Mc. 
Capacitance, Standard. 
Distortion Meter, Radio Frequency. 
Bridge, Inductance. 
Grid Dip Meter, U.H.F. 
Voltmeter, 
band. 
Voltmeter, D.C. 10 uv to 1000 volts. 
Voltmeter, D.C. Differential. 
Null Detector, D.C 
Null Detector, A.C. 
Communication Measurements 
Laboratory, Inc. 
Automatic Production Line 
Electronic Power Generators, 
Frequency. 
Megohm Meters. 
Stroboscope, 72,000 R.P.M. 
Vacuum Tube Voltmeter, A.C. 
Endevco Corp. 
Digital Readout Devices. 
Digital Totalizers. 
Stepping Motors, 
Switches, Digital. 
Endevco Corp. 
Accelerometers, Piezo-Electric. 
Amplifiers, Sub-Miniature. 
Force Gauges. 
Turbulence Gauges. 
Pressure Pickups, High Temperature. 
Erie-Pacific, Div. Erie Resistor Corp. 
Counter-Timer, 100 Ke. 
Counter, Frequency, Flow, R.P.M. 
Digital Timer. Electronic Gate. 
Frequency Counter, Transistorized. 
Interval Timers, Miniature Digital, to 
JAN Spec. 
Monitors, Precision, 
Preset Counters. 
Preset Counters, Modular. 
Frequency Standards, Inc. 
Filters, Low Pass. 
Filters, High Pass. 
Filters, Tunable Band Pass. 
Frequency Meters, Precision 
Microwave Cavities. 
Instrument Development 
Laboratories, Inc. 
Colorimeter, Colour Difference Meter. 
Computer, Delta E, Colour Tolerance. 
Spectrophotometer, Colour, Abridged. 
Converters, Shaft Angle. 
Switches, Rotary, High Speed. 
Telemetering Commutators. 
Kay Electric Co. 
Attenuators. 
Generators, 
Generators, Noise. 
Generators, Pulse and Pulsed Carrier. 
Generators, Sweep. 
Generators, TV Sound-Picture. 
Sound and Vibration Analysis Equip- 
ment. 
Spectrum Analyzers, 
Smith Charts. 
Sweeping Oscillators, All 
Transistor Testers. 


Q Meters. 
See advertisers’ index for key numbers 
CANADIAN 


Tester. 
Variable 


High Speed. 


Low Frequency. 


Marker. 


Low Frequency. 


Types. 


R.F. Ultra Sensitive Broad- 





ELECTRONIC 
GENERATORS 


6 WATTS TO 80,000 WATTS 
Single and Three Phase 





MODEL 1432-US 


Wherever the need for a stable 
source of power exists, CML is 
prepared to deliver an Elec- 
tronic Generator to meet your 
most stringent requirements. 


CML _ Electronic Generators 
range in size from 6 Watts to 
80,000 Watts. Single, two or 
three phase output is available. 
These units may be fixed or 
variable in frequency’ with 
frequency stabilities ranging 
from .0OOI% to .25%. On 
standard models, the output 
voltage is regulated to within 
1%. 
This versatility in equipment, 
and the wide range of units 
available, makes CML an im- 
portant part of your plans — 
whether in the development of 
equipment for in the air, on the 
ground or under the sea. What- 
ever your requirements, contact 
CML's engineering staff for the 
answers. No obligation. 


COMMUNICATION 
MEASUREMENTS 
LABORATORY INC. 


350 Leland Ave. 
Plainfield, New Jersey 
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Krohn-Hite 


Quality Electronic 


TRIMMERS 


Instruments 


POWER AMPLIFIERS 





MODEL 


OuTPuT FREQUENCY RANGE 
warts 


DISTORTION 


Load 
(OHMS) 





DCA-10 


10 dc to 1 me 


0.1% 


600 or 1000 





DCA-SO 


$0 de to 500 ke 


02% 


300 








UF-101A 50 20 cps to 20 ke 























OSCILLATORS 





Frequency Rance | (ReQuency 


y [OUTPUT AND WAVEFORM 





009 cps to 2.1 ke 


25 mw/10v 


VL 





009 cps to 1.1 ke 


B00 mw/10v 


Vo 





02 cps to 20 ke 


10 mw/Sv 


Vb 





-35 cps to 52 ke 


25 mw/10v 


VL 





-35 cps to 52 ke 


100 mw/10v 


Vb 





4.6 cps to 520 ke 


50 mw/10v 


N 





“001 cps to 100 ke 


2.00 mw/10v 


“UL fines 








1 cps to 1 ke 








(00 mw/10v 





Vv 





1/10% 














FILTERS 





TYPE FREQUENCY RANGE 


FREQUENCY 
ACCURACY 





Band Pass 20 cps to 200 ke 





Band Pass 02 cps to 2 ke 





Band Pass 0.2 cps to 20 ke 





Servo 0.01 to 100 cps 





Rejection 02 cps to 2 ke 














Rejection 20 cps to 200 ke 

















POWER SUPPLIES 





Main OC OUTPUT 


OTWER OUTPUTS 





max | OC ac 


REGU 
VOLTS | mA ums | LATION 


Bas 


EATERS 


PRICE 





0-500 


0.01 | 0.1 0.001% 


0-150v, 
Sma 


6.3v ac, Sa 
6.3 ac, Sa 


$425.00 





40 S00 


0.02 | 0.1 | 0.002% | 100.0 |—— 


(2) 6.3v ac, Sa 


$325.00 





UHR-216 


10.02 | 0.1 (0.001%. | 100.v 


(2) 6.3v ac, Sa 


$350 00 





UHR-240 


Or 


(2) 6.3v ac, 10a 
5-13v dc, 25a 


9675.00 





UHR-245 


0.05 | 0.002% | 100.v 


oy 


(2) 6.3v ac, 10a 


$495 00 





UHR-211 

UHR-230R 
UHR-235R 
UHR.236R 

















130-500 | 1 


200 
200 
100 
0-500 | 500 /0.005/ 0.05 | 0.001% | 100.” 
$00 
000 


0.01 | 0.03 | 0.004% | 200.¥ 





(2) 6.3v ac, 10a 


$850 00 








Dua! Power Supply 
= — Supply consists o 








consists ¢ two — UHR-220 sack mounted 


ft UHR-225 rack mounted 
Power Supply consists by two Models re 216 rack mounted 





386700 
$660 00 
$710 00 








Prices shown are F.0.B. Cambridge, Mass. 
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Krohn-Hit 


CORPORATION 


Krohn-Hite Corporation 


580 Mass. 


Ave. 


Cambridge 39, Mass 


| Krohn-Hite Corp. 
Amplifiers, Wide-Band, Power. 
Amplifiers, Ultra-Low Distortion, 
Power. 
Filters, Band-Pass Variable. 
Filters, Rejection. 
Filters, Servo Design. 


Oscillators, Ultra-Low Frequency, to 


520 Ke. 
Oscillators, Precision Push Button. 
Power Supplies, Ultra-High 
Regulation. 
Ling Electronics, Div. Altec Lansing 
| Corp. 
Amplifiers, High Power, Audio. 
Acoustical Chambers. 
Audio Generation, High Intensity. 
Shakers, Electro-Dynamic. 
Transmitters, Low Frequency, High 
Power. 
Vibration Slip Tables. 
Vibration Testing Systems. 
Narda Microwave Corp. 
Adapters, Flange. 
Adapters, Waveguide to Coaxial. 
Attenuators, Coaxial. 
Attenuators, Fixed. 
Attenuators, Turret. 
Attenuators, Precision Calibrated. 
Attenuators, Shielded. 
Attenuators, Variable. 
Amplifiers, Bolometer. 
Amplifiers, VSWR. 
Bolometers. 
Echo Boxes. 
Horn, Standard Gain. 
Meters, Power. 
Millimeter Components. 
Modulators, Microwave. 
Power Supplies, Klystron. 
Pre-Amplifier, Tuned, Transistorized. 
Ridged Waveguide Test Equipment. 
Waveguide Components, All Types. 
Laboratory Training Set. 
Polarad Electronics Corp. 
Antennas, Test. 
Antennas, Calibrated. 
Cavities, Grid Pulsed. 
Cavities, Plate Pulsed. 
Filters, Band Pass. 
Generator, Coded, Multi-Pulse. 
Generator, Noise. 
Power Supplies, Klystron. 
Pulse Jitter Tester. 
Receiver, Microwave. 
Receiver, Calibrated Field Intensity 
Servo Analyzer. 
Signal Generators, Microwave. 
Signal Sources, Microwave. 
Signal Generators, Code Modulated. 
Spectrum Analyzers, With Synchro- 
scope. 
Spectrum Analyzers, Wide Dispersion. 
Spectrum Analyzers, Multi-Band. 
Spectrum Analyzers, General Purpose. 
Spectrum Selector, Multi-Pulse. 
Sweep Generators, Microwave. 
Ratio Scope, Rapid Scan. 
Tube Tester, Microwave. 
Tubes, Ceramic, Klystron. 


| Reflectone Electronics Inc. 


Simulators, (Training Aids), All Types. 
Transistor Testers. 
Power Supplies. 
Integrators, Ball and Disc. 

Sanders Associates Inc. 
Flexprint, (Printed Wiring, Cables). 
Blowers, Subminiature. 
Tri-Plate, Microwave Strip Transmis- 

sion Line Components. 

Servo-Valves, Electro-Hydraulic. 
Comparators, Phase. 


See advertisers’ index for key numbers 
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Subminiature in size, wirewound 
and metifiln resistances, single turn 
rotary and multiturn box type re- 
sistance ranges from 10 ohms to 
225 k ohms. Temperature ranges 
from —55°C to +225°C. A trim- 
mer to suit every need. Mountings 
— threaded bushing type, flexible 
wire leads, tinned leads, printed 
circuit pins or eyelets. 


PANEL CONTROLS 


For accurate manual adjustment or 
by calibrated drive—P Series size 42” 
to 2” dia. rotary single turn wirewound 
pots for panel mounting. MTF Series 
multiturn metallic film resistance with 
infinite revolution P Series low cost 
single turn for commercial use. 


SERVO POTENTIOMETERS 


PVR Series — seven angle-turn wire- 
wound types with diam. 4%” to 3” 
High precision low-torque multi-tap 
units for use in automatic control and 
servo systems. 


MULTITURNS — five highly reliable 
multiturn types with diameters of 7%” 
or 1%”. Used in military equipment 
servo systems. 


UNITIZED SERIES — 2 types 194” and 
2” diameter — special . for 
assembly or disassembly multiganged 
units. 


METALLIC FILM SERIES — patented 
capsule contact, infinite resolutions, 
long-life, ultra-reliable. 


NEW PACKAGED PRECISION DUAL 
SPEED DRIVES — Compact, High Posi- 
tional Accuracy Indicator and Vernier 
Types. 


MINIATURE PRECISION 
COUPLINGS — no backlash, compact 
and lightweight, accommodate lateral 
and angular misalignment. 


ADJUSTABLE SLIP CLUTCHES — friction 
type protects against shock loads. Ad- 
justable over wide torque range. 


FOR COMPLETE DETAILS 
WRITE, WIRE OR CALL 


TECHNOLOGY 
INSTRUMENT CORPORATION 


ACTON, MASSACHUSETTS 








Sensitive Research Instrument Corp. 
DIFFERENTIAL INSTRUMENTS, 


D.C. 

DYNAMOMETER TYPE METERS 

ELECTROSTATIC VOLTMETERS, 
A.C. and D.C. 

LABORATORY STANDARDS. 
Microammeters, D.C. 
Incremeters, D.C. 

Milliammeters, D.C. 
Ammeters, D.C. 
Millivoltmeters, D.C. 
Voltmeters, D.C. 
Milliammeters, A.C. 





MICROWAVE COMPONENTS 
BY 


FREQUENCY STANDARDS | 


Standard Ganged Tuned 
Preselectors; 2, 3, and 4 
Cavity Units from L to X 
Band. 

Precision Cavity Wavemeters, 
Direct Reading and Micro- 
meter tuned from 250 mc to 


18 kme. 


Low and High Pass Filter 


UHF to X Band. 


Broad Band Absorption 
Wavemeters; 1-2, 2-4, 4-8, 
7-10, 8-12.4 kme. 

Coaxial Ring Hybrids 
Low Noise Balanced Mixers 
Diplexing Networks 
Microwave Discriminators 
Video Detectors 

Oscillator Cavities 
Specialists in Component 
Design for Systems Applica- 
tion. 


For Catalogs and Technical 
Information write: 
P.O. Box 504 
Asbury Park, N. J. 
PRospect 6 








Ammeters, A.C. 
Voltmeters, A.C. 
Wattmeters, A.C. 
Laboratory Standardizing Test Sets, 
A.C. & D.C. 
Voltage Calibrators, Radio Fre- 
quency. 
Standard Voltage, Electronic (Equiv. 
to Unsaturated Cell). 
MAGNETIC TESTING INSTRU- 
MENTS 
METER ACCESSORIES 
Meter Shunts. 
Voltage Multipliers. 
Thermocouples, Vacuum. 
PANEL INSTRUMENTS 
POLYRANGERS. 
Polyrangers for D.C. and A.C. 
measurements. 
PORTABLE D.C. METERS 
Ammeters. 
Milliammeters. 
Microammeters. 
Voltmeters. 
Millivoltmeters. 
PORTABLE A.C. SOFT IRON 
METERS. 
Voltmeters. 
Ammeters. 
Milliammeters. 
POWER SUPPLIES. 
Meter. 
RATIO METER, D.C. 
REFERENCE STANDARDS, D.C. 
Microammeters. 
Milliammeters. 
Ammeters. 
Millivoltmeters. 
Voltmeters. 
Kilovoltmeters. 
UNIVERSAL TEST SETS, 
A.C. and D.C. 
WATTMETERS, D.C. and A.C. 


Trad Electronics Corp. 


Signal Generators, H.F. and V.H.F./- 
U.H.F. (AN/URM25D & AWN/- 
URM26B),. 

Oscilloscopes, Pulse. (AN/USM-38). 

Test Sets, Receiver-Transmitter. 
(AN/TRM-1). 

Attenuators, Step, to 1000 Mc. 

Switches, R.F. Coaxial, to 1000 Mc. 

Detector Mounts, Crystal. 


Technology Instrument Corp. 


Potentiometers, Trimmer, (Box Type). 

Potentiometers, Trimmer, (Rotary). 

Potentiometers, Panel Control, (High 
Torque). 

Potentiometers, Precision, Servo Type. 

Potentiometers, Metlfilm, Translatory. 

Potentiometers, Sub-Miniature Types. 

Potentiometers, Multi-Turn. 

Unitized Clutch Modules. 

Magnetic Clutch Modules. 

Spring Return Modules. 

Commutator Switch Modules. 


Tenney Engineering, Inc. 


Environmental Chambers, All Types. 
Space Chambers. 








A New Approach 
to Better Wiring 
at Lower Cost! 


SANDERS 


FLEXPRINT 
PRINTED CIRCUITRY 


Simplifies complex wiring layouts 
Shortens assembly and inspection time 
Increases equipment reliability 
Assures uniform production 
Eliminates wiring and coupling errors 
Saves assembly weight and bulk 

Has excellent dielectric strength 
Provides environmental protection 


Reduces parts inventory 


Sanders Associates, Inc. 
95 CANAL STREET 
NASHUA, NEW HAMPSHIRE 











MODEL 246 


NOTE > 


Liquid Cooled! 


Force Rating — 7000 pounds vector 
Frequency Range — 5-3000 cps 


Designed for operation inside an environmental chamber 


for combined pressure, temperature and humidity testing. 


LING ELECTRONICS INC. 


120 Cross St. 


In LING Shakers, the armature resonances are 


Winchester, Mass. 


not temperature sensitive 
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THE Yeu 
MODEL ‘‘N”’ 


A new series of AC and DC portable 
electrical indicating instruments—that 
can also be panel mounted. 





REFLECTONE , 


COMPONENTS and EQUIPMENT | 
A 





CANADIAN 


Leader 

in the Design 
and Manufacture 
of Training 
Devices and 
Simulators, 
Procedure 
Trainers and 
Special Purpose 
Computers 

for Military and 
Industrial 
Purposes. 


Power Supplies 
Permanent Magnet Motors 
Integrators 


Magnetic Amplifiers 


REFLECTONE 
ELECTRONICS, 


INC. 


STAMFORD, CONNECTICUT 
U.S.A. 
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Accelerometers 
Endevco 
Technology Instrument 
Acoustical Chambers 
Ling-Altec 


Adapters—Flange, Waveguide-to-Coaxial 


Narda Microwave 
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in accuracy, resolution, 
and stability 


A Yeu LOW 


in cost 


In short, the SRIC Model “N” 
series probably has just the instru- 
ment for which you've been look- 
ing HIGH and LOW. The Model 
“N” is a true “secondary standard” 
because it is engineered and manu 
factured by “standards people.” 


GENERAL SPECIFICATIONS: 


Accuracy: .5% of full scale 

Scale: Hand-drawn and mirrored 

Scale length: 6”. 

Resolution: 100 to 150 division 

Ranges: DC from 50 ua. to SOA 
and 20 mv. to 1000 v. full scale 
AC from 10 ma. to 10 A. and 

7.5 v. to 750 v. full scale 

Availability: 1 to 8 ranges com 
pletely switch-controlled and self 
contained. 

Construction: DC—double pivoted 
permanent magnet type. AC 
moving iron vane from RMS 
measurements and germanium 
rectifier type for average read- 
ing measurements. 

Shielding: Magnetic and electro- 
static. 

Pivots and Jewels: High carbon 
steel pivots and shock mounted 
sapphire jewels. (Diamond piv- 
ots available on special order) 

Case: Black moulded bakelite with 
leather carrying handle. Size 
7M" x 6%" x 3%" 


SENSITIVE RESEARCH 


INSTRUMENT CORPORATION 


New Rochelle, New York 








MICROWAVE SPECTRUM 
ANALYZERS 


10-—44,000 MC 


—— 








Model TSA 

A highly sensitive instrument to measure the spec- 
trum of an R-F pulse, frequency § differences, 
attenuation, r-f leakage, radiation and interference 
signals, and es a sensitive indicator for VSWR. 


SPECIFICATIONS 
Dispersion: 400 kc to 25 mc 
Resolution: 25 kc 
Internal Marker: + 14 mc 
Sweep Rate: | to 30 cps 
Frequency Dispension: Electronically controlled 
Attenuation: R-F: internal 100 db _ continuously 
variable (STU-1, STU-2A, STU-3A) 
IF: 50 db continuously variable 





Frequency Range 


Model No. Equipment 


DU Spectrum Display 
and Power Unit 
R-F Tuning Unit 
R-F Tuning Unit 
R-F Tuning Unit 
R-F Tuning Unit 
R-F Tuning Unit 


10 to 1,000 mc 
910 to 4,560 mc 
4,370 to 22,000 mc 
21,000 to 33,000 mc 
33,000 to 44,000 


STU-1 
STU-2A 
STU-3A 
STU-4 
STU-5 





Model TSA-S 

A Synchroscope-Spectrum Analyzer that provides a 
cathode-ray tube display of the amplitude as a 
function of time in synchroscope operation, and of 
frequency in spectrum analyzer operation 


SPECIFICATIONS 

Dispersion: 400 kc to 25 mc 

Bandwidth: 5 kc, 50 kc, 500 kc and 5 mc 

Internal Marker: + 14 mc 

Sweep Rate Synchroscope: 1, 10, 
10,000, 100,000 psec. per screen 

Spectrum Analyzer Sweep Rate: 1 to 30 cps 


100, 1,000, 


diameter 





Model TSA-W 

A spectrum analyzer with extended 
range and dual resolution to permit 
of extremely narrow and wide pulses. 


dispersion 
the analysis 


SPECIFICATIONS 

Dispersion: 100 kc to 70 mc (2 ranges) 
Resolution: 7 kc and 50 kc 

Internal Marker: + 40 mc 

Sweep Rate: 1 to 30 cps 


Screen Display: Linear or log 


POLARAD 
ELECTRONICS 
CORPORATION 


43 - 20 34th Street, 
Long Island City 1, New York 
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ELECTRONICS 


Working 
from 

18,000 to 
90,000 mc? 


Don’t settle for 
less than narda 
precision 
Impedence Meters! 


Just because you’re working in milli- 
meter bands is no reason to “make 
do” with lesser specs than you get 
from L to KU Bands. It’s true that it’s 
more difficult to maintain top specs at 
90,000 mc than at X Band, for ex- 
ample, but in most cases Narda does 
it! And especially, in our slotted lines. 





Precision instruments in every way, 
Narda millimeter Impedance Meters 
give you these important benefits: 
Smooth, stable carriage travel, ab- 
solutely parallel to the transmission 
line axis, with complete freedom from 
backlash. Imperceptible slope (0.01 
max.), thanks to precision milling of 
tellurium copper main transmission 
line, followed by a silver plate of 
molecular thickness and a rhodium 
flash. 


Residual VSWR is under 1.01 for 
K and V Bands; 1.02 for Q, M and 
E. Position of the built-in probe is 
measured with a precision dial indi- 
cator having a least count of 0.001”. 
And as an added advantage, the probe 
is usable with any waveguide detector. 

All in all, an exceptionally fine in- 
strument — and yet, typical of all 
Narda millimeter products. For com- 
plete information on the entire line, 
write for a free catalog. Address: 


Dept. CEE-8. 


Rely on narda for 


precision millimeter products: 


Direct Reading VARIABLE ATTENUATORS 
HARMONIC GENERATORS 
High-Directivity DIRECTIONAL COUPLERS 
FREQUENCY METERS 


@e=» .,. narda 


microwave corporat ion 


118-160 HERRICKS ROAD, MINEOLA, L. |. N.Y. - PIONEER 6.4656 
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TENNEY 


PUSH-BUTTON 
ENVIRONMENTS 


Picture a test chamber as large as a 
house; imagine another as small as a 
typewriter; then think of the range of 
sizes between these extremes. Now 
you have an idea of the tremendous 
size-range of environmental chambers 
that Tenney has produced for com- 
panies all over the world. 
The range of uses is just as wide! 
Altitude, temperature, humidity, alone 
or in combinations, as well as explo- 
sion, sand, dust, fog and any other 
possible environment, can and have 
been accurately simulated in Tenney 
chambers. No wonder Tenney pro- 
duces more chambers than any other 
company in the field! 
Write for a descriptive catalog 
and complete information on 
Tenney's research and develop- 
ment, engineering consultation, 
and design services. 


TENNEY 


ENGINEERING, 


WORLD LEADER IN ENVIRON- 
MENTAL TEST EQUIPMENT 


1090 Springfield Road, Union, N.J. 














RING-SHAPE 
ACCELEROMETER 


Model 2221 


® sensitivity of 5 pk-mv/pk-g 

© frequency response from 2 cps to 
4,000 cps 

¢ temperoture range of —40°F to 


® electrically isolated 


ENDEVCO CORPORATION 
161 E. CALIFORNIA BLVD. 
PASADENA, CALIFORNIA 








A NEW 


FREQUENCY COUNTER 


TRANSISTORIZED FOR RELIABILITY, 
COMPACTNESS, LIGHTNESS, PORTABILITY 
features . 

IN-LINE (NIXIE) READOUT 
BEAM SWITCHING TUBES 
CRYSTAL-CONTROLLED TIME BASE 
with DIGITAL DIVISION (COUNT DOWN) 
PLUG-IN DECADES & INDICATORS 


PLUG-IN ETCHED-CIRCUIT CARDS 
for Time-Base and 
Logic Circuits 
WIDE INPUT RANGE 


ERIE-PACIFIC 


Hawthorne, Calif. 





DIVISION OF ERIE RESISTOR CORP., ERIE, PA. 
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New 3 Pole PDM High 
Level-Low Level Switch 


3 POLES 

#1 Pole 45 BBM contacts, 83% duty cycle (nomi 
nal) high level dota 

#2 Pole 45 MBB (10 channels on pins) 15 micro 
seconds shorting time, low level data poles 

#3 Pole 45 MBB (10 channels on pins) 15 micro 
seconds shorting time, low level data poles 

Pole #1 is phased to poles #2 and #3 within 
100 microseconds (nominal) 


STANDARDS 

MILITARY: MIL-E-5272A, MIL-1-61818 
Environmental Design Goals 

Storage —55°C to +-100°C 
Continuous operation 
—20°C to +85°C 
Altitude . S.L. to 100,000 feet 
Sheck .... -. 30g—46 directions 
Vibration 12.5g 15-2000 cps, 3 major 
planes—operationol 

20g 15-2000 cps, 3 major 
planes—non-operational 
300 hours minimum without 
service 

2000 hours with factory 
servicing 

95% operating (rating of 
connectors) 


ELECTRICAL SPECIFICATIONS 

115 Volts 400 cycle hyster 
esis synchronous type motor, 
power consumption 12 watts 
Less than 0.5 ohms with a 
maximum voriation of 0.2 
ohm over switch life 

100 megohms ot 500 V. d.c 
500 V, 60 cycle, 1 minute 
each lead to ground 


INSTRUMENT DEVELOPMENT LABORATORIES, 
INC. 


Attleboro, Mossochusetts 
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. CS-200 SERIES 
=; Ligna-Sweep COAXIAL SWITCHES 


piGtsw tT 
mr MODEL SKV 
He O10 CAT. NO. 935-A 1 Ff ; 
aed . >” A P 
oe © Sweep widths from 20 KC to 12 MC ’ 
at variable center frequencies from 
10 KC to 12 MC 
® Sweep widths from 2 KC to 20 KC 
on 8 customer-selected crystal-con- 
a, . . trolled fixed frequency bands 4 
New Miniature-in-Line @ Sweep repetition rates from 0.2 to p> + x 
Decade Switch 69 CPS iy Xt 
Model 7110 DIGISWITCH is a 3 or 5 decade © 9 high frequency, wide, sweep bands . : Byes 
switch featuring single and double pole, as covering from 10 MC to 220 MC. For all types of coaxial switching. 
well as binary-coded switch configurations for ® Linear and logarithmic sweeps Positions up to 
each decade. DIGISWITCH allows operator to @ RF output of 1 volt RMS at 70 Nominal Impedance: 5 ohms 
read only the numbers thot are visible — re OHMS 1t.5 DB over widest sweep VSWR: 1.2 up to 500 MC, 1.3 up to 
placing ordinary switches with orrow indicators width 1000 MC on 
or standard indicator dials. (See Photo). DIGI- ® Audio sweep 200 CPS to 20,000 CPS. Cross-talk for 12 Position: greater than 
SWITCH reduces costly panel space, increases 75 db down at 1000 MC 
reading ease, reduces switch setting errors 
THE DIGITRAN COMPANY KAY ELECTRIC COMPANY TRAD eectronics corPorATiON 
45 West Union St., Pasadena, Calif PINE BROOK, N.J. 1001 First Ave., Asbury Park, N.J. 


MEL SALES LID. 
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Mel Sales Ltd., P.O. Box 1352, 
1969 Avenue Rd., Station “O”’, 
Toronto 12, Ont. Montreal, Que. 
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MOUNTING 
SYSTEMS 
FOR 
GROUND 
SUPPORT 
EQUIPMENT 


ANNA cs: sfyity err || 


Engineers responsible for the reliability of 

ground support equipment will find Lorp a highly 
qualified source for resilient mounting systems. 
Here’s what Lorp offers: 

Optimum performance—assured by custom 
engineering on overall systems basis, and complete 
familiarity with vehicular environment. 


Advanced techniques—resulting from unceasing 
research and Lorp’s 35-year background in 
vibration/shock/noise control. 

Economy—made possible by proved designs, 
qualified components and extensive facilities for 
engineering, production and testing. 

Minimum design time—capable field engineering 
personnel can be your “right arm” on vibration 
and shock problems. Close teamwork with your 
engineers moves your project to final design faster. 


Contact the mr sales office of 


* radar and infra-red 
* instrumentation 


* ret orders 
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TEMPERATURE 'F 


Low-temperature protection is a vital advantage offered 
by Lord mounting systems. Exclusive Lord BTR® Mount- 


ings 


shock and vibration to 


HAmuways ea non Lonel 


retain flexibility despite extreme cold, control 


65° F. 
— 


epee 


NEW GLASGOW * QUEBEC * MONTREAL * NORANDA 

NORTH BAY * OTTAWA * TORONTO * HAMILTON 

WINDSOR * SAULT STE. MARIE * WINNIPEG 
CALGARY * EDMONTON * VANCOUVER 
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Company owners, executives and 
accountants should find it worthwhile 
to consider the accounting facilities 
available at the IBM Service Bureau. 


Payroll, invoicing, inventory, sales 
analyses . . . practically any form of 
accounting and statistical work . . . can 
MOST COM PANIES be done with speed, accuracy and econ- 
omy. The job can be large or small. . . 
on a regular basis, at peak load times or 


CAN USE THIS SE RVICE when something special is needed. 


All work is done at the IBM Service 

TO ADVANTAGE Bureau, so customers have the use of 
7a s IBM Data Processing Equipment with 

no capital outlay, no staff training and 


they pay only for the work done for 
them. 





SERVICE BUREAU More than likely, IBM Service Bureau 

can help your company. If you would 
like to investigate the possibilities, an 
IBM representative will give you a 
confidential report. Please telephone 


TORONTO 6, ONT./Hickory 4-2511 and say when he may call. 


DON MILLS ROAD 


Branches in principal cities 


For further information mark No. 16 on Readers’ Service Card 
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the new generation of 
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Canada Wire is making all types, so Canada Wire 
is best equipped to advise you. Call your nearest 
Canada Wire sales office and discuss your problem. 
The result could be profitable for you. 


It could be that there is a better type of magnet 
wire available for your use today, than the type 
now being used. Modern technology has created an 
impressive number of new types of magnet wires. 


FORMEL 


The best general purpose 
magnet wire now being manu- 
factured. It is a vinyl acetal 
coated wire that has many out- 
standing properties for use in 
equipment functioning at tem- 
peratures not exceeding 105°C. 


BONDEL 


A Formel insulated wire with a 
thermoplastic cement overcoat. 
This overcoat softens when ex- 
posed to heat (275°F.) or solvent 
(alcohol). Will bond the wires in 
a desired shape on cooling. 


PLAIN ENAMEL C-90 


Insulated with an oil resin 
varnish film. Provides outstand- 
ing electrical properties in very 
thin film build-ups. 


Pe 


Fan Motor Stator Winding 


NYLON 

A polamide coating wire 
characterized by excellent wind- 
ability and ability to solder in 
dip operations at temperatures 
of 650°F. to 750°F. without prior 
removal of coating. 


Fluorescent Lamp Ballast Transformer Coil 


Electronic IF Transformer Coil 


POLYSOL 


A modified isocyanate coated 
wire characterized by its excel- 
lent electrical properties (par- 
ticularly at high frequencies) and 
its ability to solder in dip opera- 
tions without prior removal of 
the insulation. 


POLYSOL-N 


Polysol insulated with a nylon 
overcoat. Combines the excel- 
lent windability and solvent 
resistance of nylon with the out- 
standing electrical characteristics 
of polysol. For soldering in dip 
operations without prior removal 
of coating. 


Oil Burner Ignition Coil Automotive Generator Armature 


QUALITY CABLE IS LOW COST CABLE 


Canada Wire and Cable Company Limited 
MAGNET WIRE DIVISION — SIMCOE, ONTARIO 
A Canadian Company Manufacturing and Selling Coast to Coast 


REGISTERED 


For further information mark No. 17 on Readers’ Service Card 





CAPACITY 
Twelve 25-point, eight 50-point 
bank levels 
OPERATING VOLTAGE 
any d-c voltage up to 110, or 115 
volts, 60 cycles a-c, with rectifier 


DRIVING MECHANISM 


Pawl and ratchet type, spring driven. 


OPERATING SPEEDS 
Self-interrupted, 60 steps per 


second or more. 


Type 45 Stepping Switch—built to last more than 250 million operations. 


is required 


The Type 45 high-speed rotary 
stepping switch, by Automatic 
Electric, has exceptional capacity 
and can be used for a tremendous 
variety of applications. Ruggedly 
built and capable of performing 
more than 250 million operations 

with complete reliability—it 
will function at speeds of 60 steps 
per second, or even more. The 
contact bank is built up on a one- 
piece frame, to provide up to 
twelve 25-point bank levels or 
eight 50-point bank levels, with 
no alteration in base construc- 
tion, and with no decrease in 
structural strength. 

The switch is spring driven, 


Subsidiar y of 


GENERAL TELEPHO 


AN ORGANIZATION SERVING CANADIAN INDUSTRIES WITH COMMUNICATION, 


For further information mark No. 18 on Readers’ Service Card 


CANADIAN ELEC 


and either self-interrupted or im- 
pulse controlled. A specially de- 
signed armature steps the wiper 
assembly from one position to the 
next, and automatically locks the 
rotor in position. This is a unique 
feature that eliminates wiper 
overthrow completely. 

The Type 45 is the finest, most 
reliable switch of its kind on the 
market—the switch used and 
proven in telephone exchange 
equipment everywhere in the 
world. 

If you would like further in- 
formation, call or write any 
Automatic Electric office, today. 


NE & ELECTRONICS 


TIME AND CONTROL SYSTEMS 
6035 
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Section 1 Products and Services 


This section lists the manufacturers of a wide range 
of electronic and allied components and equipment. 

Products are listed alphabetically by generic names, 
followed by descriptive names where necessary, as 
ABSORBERS-Microwave. The only exceptions are 
HARDWARE & FINDINGS and INSULATION 
MATERIALS & PARTS. Products in these groups 
are arranged alphabetically under the two headings, at 
the end of the main product listings. An index of the 
product headings starts below and is continued on the 
next two pages. 

In many cases, the large number of types available 
of a particular product have led to the use of a numeri- 
cal coding system. The meaning of the numbers after 


Product Index 


a manufacturer’s name is given at the beginning of the 
listing for each coded product. 

A listing of the companies that provide SERVICES 
such as Computing, Encapsulation, or Technical Writ- 
ing also appears at the end of the product listings. This 
is followed by a brief directory of Associations and 
Professional Societies. 

Canadian manufacturers are listed first under each 
product heading, followed by U. S., U. K. and other 
manufacturers. Company names, addresses and tele- 
phone numbers may be found in Sections 2 and 3, to- 
gether with names of Canadian sales representatives, 
if any. Section 4 comprises a cross-reference index of 
Canadian sales representatives and distributors. 


ABSORBERS—Microwave 

ACCELERATORS—Particle 

ACCELEROMETERS 

AIR CLEANERS—Electronic ... 

AMMETERS (See METERS p. 88) 

AMPLIFIERS 

ANALYZERS 

ANNUNCIATORS (See INTER- 
COMMUNICATION SYSTEMS 


p. 86) 
ANTENNA ACCESSORIES 
ANTENNAS 
ATTENUATORS 


AUDIOMETERS (See METERS p. e) 


BAFFLES—Speaker 
BASES 


BEACONS (See "RECEIVERS p.9 
and TRANSMITTERS p. 100) 


BEARINGS 

BENDS—Waveguide 

BLOCKS (See TERMINAL 
BLOCKS p. 98) 

BLOWERS—Small 

BOARDS — Capacitor or Resistor 
(not Printed Wiring) 

BOARDS—Plotting 

BOARDS—Plug 

BOARDS—Strip Type (See TERM- 
INAL Boards p. 98) 

BOBBINS—Coil or Transformer .. 

BOLOMETERS 

BOOSTERS—tTelevision (See PRE- 
AMPLIFIERS p. 92) 

BRACKETS—Antenna (See AN- 
TENNA ACCESSORIES p. 75) 

BRAKES—Magnetic 

BREADBOARD KITS 
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BREAKERS—Circuit 
BRIDGES 
BROADCAST INPUT CONTROL 
EQUIPMENT 
BUSHINGS 
CABINETS 
CABLE ASSEMBLIES 
CABLE 
CALIBRATORS 
CALORIMETERS 
Power 
CAMERAS—Photographic 
CAMERAS — Television 
CAPACITORS — Fixed 
CAPACITORS — Variable 
CARTRIDGES (See PICKUPS p. 
91 and TAPES p. 98) 
CASES — Diode & Transistor ... 
CASES — Portable & Transit ... 





Product Index—continued 


CAVITIES — Microwave 

CELLS — Photoelectric 

CELLS — Standard 

CHAMBERS 
CHANGERS—Phonograph Record 
CHARGERS — Battery 
CHASSIS — Metal 

CHECKERS (See TESTERS p. 99) 
CHOPPERS (See VIBRATORS p. 


102) 

CHRONOGRAPHS & CHRONO- 
SCOPES (See INDICATORS p. 
86, RECORDERS p. 93 and 
TIMERS p. 99) 

CIRCUITS — Packaged (Incl. pot- 
ted, plug-in, computer types, etc.) 

CIRCUITS — Printed 

CLAMPS 


CLEANERS—Ultrasonic (See ULTRA- 


SONIC EQUIPMENT p. 101) 


CLIPS 


COLORIMETERS — Photoelectric 

COMMUNICATION SYSTEMS .. 

COMMUTATORS & DECOMMU- 
TATORS 

COMPARATORS 

COMPASSES — Gyro, Electronic 

COMPUTERS 

CONES — Speaker 

CONNECTORS 

CONTACTORS 

CONTACTS — Electrical 

CONTROLS 

CONVERTERS 

COOKERS — Electronic 

COOLING UNITS 


COUNTERS 

COUPLERS — Directional 
COUPLINGS — Microwave 

a ANALYSIS EQUIP- 


CRYSTAL MOUNTS (See HOLD- 
ERS p. 85) 
CRYSTAL MIXERS (See DIODES 


83) 
CRYSTALS 
CRYSTAL UNITS 


DATA RECORDING’ EQUIP- 
MENT (See RECORDERS p. 93) 

DECADE BOXES (See CAPACI- 
TORS—Variable p. 78, INDUC- 
TORS—Variable p. 86 and RE- 
SISTORS—Variable p. 95) 

DEHUMIDIFIERS & DEHYDRA- 
TORS (See OVENS p. 91) 

DELAY LINES 

DEMODULATORS 

DENSITOMETERS—Electronic 

DEPTH SOUNDERS 

DETECTORS (See also GAUGES, 
INDICATORS, METERS) ... 

DIAGNOSTIC EQUIPMENT 
Computer 

DIALS — Instrument 

DIFFERENTIALS 

DIODES 

DIPLEXERS — Microwave 

DIRECTION FINDERS (See RE- 
CEIVERS p. 93 and TRANS- 
MITTERS p. 100) 

DISCS — Recording 

DIVIDERS 

DOSIMETERS 

DRIVERS — Speaker 

DRIVES — Small Electric Drive 
Mechanisms 

DRYERS (See OVENS p. 91) 

DUCTS — Wiring 

DUPLEXERS — Microwave .... 

DYNAMOMETERS 

DYNAMOTORS 
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ELECTROCARDIOGRAPHS, ETC. 


(See MEDICAL ELECTRONIC 
EQUIPMENT p. 88) 
ELECTRODES — High Frequency 
ELECTROMAGNETOMETERS 
ELECTROMETERS 
ELEMENTS — Heating 
ESCUTCHEONS 


FACSIMILE EQUIPMENT 
FANS (See BLOWERS p. 76) 
FILTERS 

FLANGES — Waveguide 

FLUOROMETERS, FLUXMET- 
ERS (See METERS p. 88) 

FORKS — Tuning, Electrically 
Driven 

FORMS (Without flanges) (See also 
BOBBINS) 

FURNACES (For Electronic com- 
ponent production) (See 
OVENS) 

FUSES 

GALVANOMETERS 

GASES—Nitrogen & Rare 

GAUGES (See also DETECTORS, 
INDICATORS, METERS) ne 

GEARS — Precision 

GENERATORS — Power 

GENERATORS — Signal 

GEOPHYSICAL APPARATUS .. 

GYROSCOPES 

HARDWARE & FINDINGS .... 

HARNESSES — Wire 

HEADERS 

HEADPHONES & HEADSETS .. 

HEADS — Recording 

HEARING AIDS 

HEATERS — Electronic 

HOLDERS 

HORNS — Speaker Projector .... 

HORNS — Waveguide 

HOUSINGS (See ANTENNA AC- 
CESSORIES p. 75, CABINETS 
p. 77 and CASES p. 78) 

— JUNCTIONS — Micro- 


HYDROPHONE S 
IGNITION SYSTEMS—Electronic 
INDICATORS (See also DETEC- 
TORS, GAUGES, METERS) . 
INDUCTORS — Variable 
INSTRUMENT PARTS—Precision 
INSTRUMENTS (See DETEC- 
TORS p. 82, GAUGES p. 84, 
INDICATORS p. 86, METERS 
p. 88, RECORDERS p. 93, etc.) 
INSULATION MATERIALS & 
PARTS 
INSULATORS (See also ANTEN- 
NA ACCESSORIES) 
INTEGRATORS — Electronic ... 
INTERCOMMUNICATION _SYS- 
TEMS 
INVENTORYING SYSTEMS .. 
INVERTERS (See CONVERTERS 


p. 81) 
ION TRAPS (See MAGNETS p. 
IRONS — Soldering (See TOOLS 
p. 99) 
ISOLATORS — Ferrite 
ISOTOPES 
JACK PANEL ASSEMBLIES (See 
PANELS p. 91) 
JACKS 
JOINTS — Rotary, Microwave ... 
JUMPERS — Bonding ... 
KEYERS — Frequency Shift .... 
KEYS & CODING EQUIPMENT 
KNOBS 
LAMINATES (See INSULATION 
MATERIALS & PARTS p. 104) 
LAMINATIONS — Transformer 
LAMP ASSEMBLIES—Dial, Pilot, 


86 
86 


86 
87 
88) 


87 
87 


87 
87 


87 
87 
87 
87 


LEADS — Test 

LENSES (See also ANTENNA 
ACCESSORIES) 

LIE DETECTORS—Electronic ... 

LIMITERS — Surge 

LINES — Slotted 

LOCATORS—Cable & Line Fault 

LOCKS 

LOUVRES — Ventilating 


pp 


MAGNETOMETERS 

MAGNETIC MATERIALS 

MAGNETS—Permanent (Incl. ion 
traps, etc.) 

we — Frequency, Micro- 


MARKERS — Wire 

MASKS — Television 

MEDICAL ELECTRONIC 
EQUIPMENT 

MEGAPHONES — Electronic ... 

MEMORIES — Computer 

METEOROLOGICAL 
MENT — Electronic 

METERS (See also ANALYSERS, 
BRIDGES, DETECTORS, GAU- 
GES, INDICATORS, etc.) 

MICROMETERS (See GAUGES 


p. 84) 

MICROPHONES 

MICROSCOPES — Electron 

MIRRORS — Special Purpose ... 

MISMATCHES — Microwave ... 

MIXERS — Microwave (See DI- 
ODES p. 83) 

MODULATORS 

MONITORS 

MOTOR — GENERATOR SETS 

MOTORS 

MOUNTINGS—Vibration & Shock 

MOUNTS—Antenna (See ANTEN- 
NA ACCESSORIES p. 75) 

MOUNTS 

MULTIMETERS (See METERS p. 

MULTIPLEX SYSTEMS — Fre- 
quency or Time Division .... 

MULTIPLIERS 

MUSIC SYSTEMS (See SOUND 
SYSTEMS p. 96) 

NEEDLES (See STYLI p. 97) 

NETWORKS (See also FILTERS) 

OHMMETERS (See METERS p. 

OPTICAL EQUIPMENT & SPE- 
CIALTIES 

OSCILLATORS (See also GENER- 
ATORS — Signal) 

mak: eer pen — Direct Writ- 


OSCILL OSCOPES — Cathode Ray 
OVENS—Component or Crystal .. 
OVENS—Heating 


PAGING SYSTEMS (See INTERCOM. 


SYSTEMS p. 86) 

PAINTS 

PANELS 

PAPER (See also INSULATION 
MATERIALS & PARTS) . 

PERFORATORS — Tape 

PHONOGRAPHS 

PHOTOFLASH EQUIPMENT — 
Electronic 

PICKUP ARMS 

PICKUPS — Audio 

PILOT LIGHTS (See LAMPS, 
LAMP ASSEMBLIES p. 87) 

PLUGS (See also CONNECTORS, 
TERMINALS) 

POINTERS — Dial 

POSTS — Binding 

POTENTIOMETERS (See RESIS- 
TORS — Variable p. 95) 

POTS — Soldering 
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POWER SUPPLIES (See _ also 
CONVERTERS, GENERATORS 
—Power) 

PREAMPLIFIERS 

PRESELECTORS 

ee UNITS—Air- 


born 

PRINTERS 

PROBES 

PUBLIC ADDRESS SYSTEMS 
(See also SOUND SYSTEMS) 


RACKS—Mounting & Relay .... 

RADAR SYSTEMS 

RADIOMETERS 

RADIOSONDES 

RADOMES 

REACTORS — Saturable (see IN- 
DUCTORS—Variable p. 86) 

READERS 

RECEIVERS 

RECEIVERS — Home 

RECORDERS 

RECTIFIERS (See also DIODES, 
POWER SUPPLIES, TUBES) .. 

REELS—Magnetic Tape 

REFLECTORS — Passive 

REFRIGERATION UNITS 
COOLING UNITS p. 81) 

REGISTERS — Shift 

REGULATORS 

RELAYS ; 

RELIEFS — Strain 

REMOTE CONTROL SYSTEMS 

RESISTORS — Fixed 

RESISTORS — Variable 

RESOLVERS 

RHEOSTATS (See RESISTORS— 
Variable p. 95) 

RUBBER (See also — 
MATERIALS & PAR 


SCALES — Oscilloscope 

SCANNERS — Reflected or Trans- 
mitted Light 

SCRAMBLERS — Speech 


ATUS 
SERVICES 
SERVOMECHANISMS & SERVO- 
SYSTEMS 
SHIELDING 
SHIELDS 
SHIFTERS — Phase 
SHUNTS — Meter 
SINKS — Heat, Transistor 
SLIDES — Chassis 
SLIP RING ASSEMBLIES 


SOLENOIDS 

SONAR SYSTEMS 

SOUND SYSTEMS — Complete 
(See also PUBLIC ADDRESS 
SYSTEMS) 

SPEAKERS 

SPECTOGRAPHS & SPECTRO- 

METERS 
at aurea 
UNIT. 


SPLICERS-_Magaetic Tape 

SPRINGS 

STANDARDS 

STANDS 

STETHOSCOPES — Amplifying .. 

STRAIGHTENERS—Tube Pir. .. 

STRAIN vk (See RELIEFS 
—Strain 95) 

STRIP TRANSMISSION LINES.. 

STRIPS—Mounting (See TERMI- 
NAL Strips p. 98) 

Shes 


SWITCHES 
SYNCHROS 
SYNCHROSCOPES 


TACHOMETERS 


TAPE MECHANISMS (Decks) . 

TAPES — Magnetic 

TEES — Microwave 

TELEMETERING SYSTEMS 

TELEPHONES — Handsets 

TELEVISION SYSTEMS — Closed 
Circuit 

TENSIONS — Coil Winding .... 

TERMINAL BOARDS, ETC. 

TERMINALS 

TERMINATIONS 

TEST EQUIPMENT — Environ- 
mental (See CHAMBERS p. 78) 

TESTERS (See also ANALYZERS, 
METERS, ETC.) 

THERMISTORS (See BOLOMET- 
ERS p. 76) 

THERMOCOUPLES 

THERMOMETERS — Resistance 

THERMOPILES 

——— 

TIM 


TOOLS 
T i — Curve, Transistor or 


TRANSCEIVERS 

TRANSDUCERS 

TRANSFORMERS 

TRANSISTORS 

TRANSMISSION 
CABLE p. 77) 

TRANSMITTERS 

TRAPS — Wave 

TUBES 

TUNERS 

TUNING DEVICES—Mechanical 

TURNTABLES — Recording & 
Transcription 

ULTRASONIC EQUIPMENT — 
Analyzers, Cleaners, Drills, etc. 

VACUUM INDICATING, _ RE- 
CORDING & CONTROL 
EQUIPMENT 

VACUUM PUMPS 

VALVES—Servo or Solenoid .... 

VARISTORS 

VIBRATION ANALYSIS EQUIP- 


MENT 
VIBRATION EXCITING EQUIP- 
MENT 
VIBRATORS (CHOPPERS) (See 
also CONVERTERS, POWER 
SUPPLIES) 
VOLTMETERS (See METERS p. 


WATTMETERS (See METERS p. 
WAVEGUIDE DISSIPATIVE 
STRIPS 


WAVEGUIDES 
WAVEMETERS (See METERS p. 
WELDERS—Spot 

WINDOWS 

WIRE 

WIRE STRIPPERS 


a DIFFRACTION EQUIP- 


ENT 
X- RAY EQUIPMENT 
YOKES—Deflection 


HARDWARE & FINDINGS 





eons Plastic or Water- 


CANS 

CASTINGS — Precision 
CEMENTS — Radio 
CHEMICALS 
CLOTHS—Speaker Grille 
CLOTHS—Woven Wire 
COATINGS 
COMPOUNDS — Cleaning 
COMPOUNDS — Potting 
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CORDS & CABLES—Dial 
CORDS — Lacing 

COUPLINGS — Shaft 
DECALCOMANIAS 
DIAPHRAGMS 
DOLLIES—Laboratory & "Scope. . 
EYELETS 


CES 
FELT & FELT PARTS 
FINISHES — Luminous 
FLOCK & FLOCKED PAPER .. 
FLUORESCENT COMPOUNDS . 
FLUX — Brazing or Soldering .... 
GASKETS 


INKS — Marking 
LABELS — Pressure Sensitive ... 
LUBRICANTS 1 
METAL PARTS 
METAL TUBING 
NUTS — Self Locking 
PINS — Tubular 
RINGS — Retaining 


HAFTS 

SILICONE GREASES & OILS .. 
SOLVENTS 1 
STAMPS — Marking 
TAPES — Lacing 
WASHERS — Lock 


INSULATION MATERIALS & PARTS 





ALUMINUM OXIDE 
ASBESTOS 

ASPHALT & PITCH 
BEAD PARTS 104 
oe : CERAMIC PARTS Lo 


GLASS BONDED MICA 
GLASS FIBRE 


IMPREGNATING COMPOUNDS 104 
104 


LACQUER 

MICA & MICA PARTS 

NYLON & NYLON PARTS 
PAPER & PAPER PARTS 
PLASTIC PARTS 

PLASTICS 

QUARTZ — Fused 

RESINS 

RUBBER & RUBBER PARTS ... 
SILICONE COMPOUNDS 
SLEEVING 

TAPES 5 
TEFLON & TEFLON PARTS ... 
VARNISH 105 
WASHERS — Insulating 


SERVICES 


CALIBRATION 
COMPUTING 
ELECTROPLATING 
ENCAPSULATION 


ENGRAVING & PROFILING ... os 


HEAT TREATING 


LABORATORIES—Testing, Envir- _ 


onmental 


LABORATORIES—Testing, Other 105 


a —Electronic Equip- 


REPAIR & OVERHAUL 

SEALING — Hermetic 

SILK SCREEN PROCESSING ... 

TECHNICAL WRITING, CATA- 
pe tne & ILLUSTRATING 
—Elec 

TOWER TSERVICE__Erectors, 
stallers & Maintainers 

.- “y — Fungus & Moisture 





Products and Services 


A 


ABSORBERS—Microwave 
Neosid Canada Ltd 


Bogart Mfg Corp 
Chemalloy Tupateoaten Corp 
— Antenna & Microwave 
Seen & Cuming Inc 
Empire Devices Prods Corp 
General Electric Co Ltd The 
Goodrich B F 

Kearfott Co Inc 

Power Sources Inc 

Radar Design Corp 
Waveline Inc 


ACCELERATORS—Particle 


Brown Boveri Canada Ltd 
Viditon Corp Ltd 


High Voltage Engrg Corp 
Mullard Overseas Ltd 


ACCELEROMETERS 


Amalgamated Electric Corp Ltd 
Aviation Electric Ltd 
Ferranti-Packard Electric Ltd 
Philips Electronics Industries Ltd 
Plessey Co of Canada Ltd The 
Smith S & Sons Canada Ltd 
Viditon Corp Ltd 


Bendix Aviation Corp CDC 
Cambridge Instrument Co Ltd 
Donner Scientific Co 
Electro Mechanisms Ltd 
Endevco Corp 

Fairchild Controls Corp 
Garrett Corp The 

Genisco Inc 

Globe Industries Inc 

Kistler Instruments Co Inc 
Ling Electronics Corp 

Norden Div United , Corp 
Statham Instruments Inc 
Thompson J Langham Ltd 


AIR CLEANERS— 
Electronic 


Cas Westinghouse Co Sturtevant 
v 


1 
Templates Unlimited 


AMMETERS—(See 
METERS) 


AMPLIFIERS 


Audio 

Frequency 

Audio Input 

Systems 

Audio Sub- Limiting 

miniature 18. Photocell 
. eel 19. Power 


. Pul 
Decade Radar 
Differential 22. Recording 
. 23. RF 


24. Serv 
25. 25. Strain Gauge 


3. Telemeter- 
ing 


28. Ultrasonic 
29. Vibration 
Pick-Up 
30. Video 
Addison Industries Ltd 1-19 
——, Appliances & Equipment 


d 
Ashman Electronics Ltd 1 
Audio Vox Intercom Inc 1 
Aviation Electric Ltd 
11-16-17-19-24 
Bailey Meter Co Ltd 5-22-27 
Barvic Engrg Ltd 1-2-19 
Beaconing Opt & Prec Mat Co 
Ltd 1-2-18-24 
Beama Engrg Ltd 1-8-30 
Benco Television Associates Ltd 8 
Bepco Canada Ltd 11 
ome Co of Canada Ltd The 


Can General Electric Co Ltd 
EE&TD 1-2-3-4-11-17-19-21-22-23 

Can General Elec Co Elec Tube 
Sect 1 

Canadian Motorola Electronics 
Ltd 8-13-21 

Canadian Resconh Institute 

1-5-12-16-18-19-28-29 

Can Westinghouse Co Ltd Elec 

Div 13 


Central Dyanmics Ltd 24-30 
Centralab Canada Ltd 3 
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Collins Radio Co of Canada Ltd 
11-13-19-23-24 
Daystrom Ltd 1-2-4-5-15-16-18-23-26 
De Havilland Aircraft of Canada 
Ltd 11-18 
EMI-Cossor Electronics Ltd 1-4-30 
EV of Canada Ltd 1 
Edo Canada Ltd 1-2-13-15-20-23-24 
Electric Products Co Ltd 11 
Electronic Associates Ltd 18 
Electronic Controls Ltd 11 
Electronic Enterprises Ltd 14 
Electronic Research & Dev Co Ltd 
1-2-23 
Electro Vox Intercom Inc 1-2 
Ponen 3 Electronics of Canada Ltd 
Ferranti-Packard Electric Ltd 20 
Garett Mfg Ltd 1-3-5-11-15-16-17- 
General Precision Industries Ltd 8 
Gomard Electronics Ltd 1-28 
Honeywell Controls Ltd 4-5 
~~ Electronics Canada Ltd 


Kitchener Electronic Industries Ltd 


Leeds & Northrup Canada Ltd 5-6 

Lenkurt Electric Co of Canada 
Ltd 1-2-3-13-15-17-19 

Marsland Engrg Co Ltd 24 

McCurdy Radio Industries Ltd 
1-2-17-19-22-30 


Measurement Engrg Ltd 


1-2-5-12-18-24-25-27 

Milltronics Ltd 5-15 

Monarch Radio Mfg Co 

National Sound Services Ltd 1-2-19 

Northern Electric Co Ltd 1-2-5-19 

Northern Radio Mfg Co Ltd 
1-3-10-27 

Philips Electronics Industries Ltd 
2-5-12-19-21-24-25-29 

Plessey Co of Canada Ltd The 
1-2-8-9 


Powertronic Equipment Ltd § 

Presentey Engrg Prods Ltd 
1-2-5-6-7. 7-19-23 

Pritchard X-Ray Mfg Ltd 1-2-19 

Pylon Electronic Development Co 
Ltd 1-2-3 

RCA Victor Co Ltd 1-2-8-13-19-23- 
26-27-30 


Regency Electronics Ltd 3-22 
Servomechanisms Canada Ltd 24 
Sharpe Instruments Ltd 1 

— S & Sons Canada Ltd 


-29 

Soundmaster Ltd i-2-12-14-15-18- 
19-22-28-29 

TMC Canada Ltd 19-23 

be ee Leslie Min & Engrg Corp 


Theme Electric Canada Ltd 
22-24 


Sanden Products Ltd 1-19 
— Instruments Canada Ltd 


1 

Topping F V Electronics Ltd 
1-2-3-8-9-10-23 

Triad Instruments & Controls Ltd 


Varian Associates of Canada Ltd 


1 

Vector Labs Inc 1-5-7-9-12-15-16- 
18-19-22-24-25-29 

Viditon Corp Ltd 1-15-18-22-29 


Acoustical Mfg Co Ltd 1-2-19-22 
Acromag Inc 11-25 

Adler Electronics Inc 13 
Advance Components Ltd 6 
Airborne Instrument Lab Inc 13 
a Docreaics Inc 


Allied Radio Corp 1-14 

Ampex Hy de -19 

Amplivox ports Ltd 1-3 

Andersen Labs Inc 9-20-24 

Antlab Inc 15 

Applied Research Inc 23 

Arenberg Ultrasonic Lab Inc 28 

Arkay International Inc 1 

Arnold Magnetics Corp 11 

Associated Electrical Ind Ltd 
1-11-12-18 

Atchley Raymond Inc 24 

Atlantic Research Corp 29 

Avien Inc § 

Avo Ltd 5 

Beam Echo Ltd 1 

Beckman Insts Inc Systems Div 5-7 

Bendix Aviation Corp CDC 24 

Biophysical Electronics Inc 12 

Blonder Tongue Labs Inc 1-18 

Bogen Presto 22 

Boulevard Electronics Inc 1 

Bristol Co The 22-27 

British Physical Labs 20 

Bruel & Kjaer A/S 25-29 

Brush Instruments 22-25 

Budd tencomeate Div 16-25 


Burr Brown Research Corp 
1-4-5-6-7-24-25 


Chadwick Helmuth Co 29 

Chapman C T Reproducers Ltd 1-2 

Cinema snes Div of Aerovox 
Corp 1 

Coil Winders Inc 11 

Community Engrg Corp 23 

Control Div of Magnetics Inc 

Cossor Instruments Ltd 1-30 

Crosby Electronics 1 

Datran Div Automation Industries 


ne 25 
Decca Radar Ltd 9-21 
or For Industry Inc 
'~15-23-27 

Di-An Controls Inc 24 

Disa Electronik 12 

Dobbie-McInnes Electronics Ltd 1 

Donner Scientific Co 4 

Dukane Corp 1-2-8 

Dumont Allen B Labs Inc 13 
13-27 


Dynastron Radio Ltd 20 

EH Research Labs Inc 20 

EMI Electronics Ltd 5-12-13-14-20- 
26-28-29-30 


Ekco Electronics Ltd 4 
Electro Development Corp 5-24 
Electro Mechanical Research Inc 


27 

Electro Mechanisms Ltd 25-29 

Electrodyne Corp 1 

Electronic Associates Inc 4-5 

Electronic Instrument Co Inc 1-19 

Electronics International Co 19 

Endevco Corp 1-29 

Entron Inc 8 

Epsco Inc 4-7 

Epsco Worcester 5-22-25 

Feedback Controls Inc 24 

Felten & Guilleaume Fernmeldean- 
lagen GmbH 13 

Ferrotran Electronics Co Inc 
1-2-3-9-24 

Fidelity Instrument Corp 11 

Fielden Electronics Ltd 5 

Fisher Radio Corp 1-2-19 

Forbes and Wagner Inc 11 

Freed Transformer Co Inc 
11-16-24 

Garrett Corp The 1-3-5-11-15-16- 
17-20-24 

General Electric Co Ltd The 13 

General Magnetics Inc 11 

General Precision Lab, Inc 30 

Cue Radio Co 1-5-9-16-19-20- 


26-2: 
Genisco Inc 1-19-22-29 
Gilmore Industries Ltd 25 : 
Gonset Div Young Spring & Wire 
Corp 23 
Gulton Industries Inc 6-11-12-28-29 
Gyra Electronics Corp 20 
Harman Kardon Inc 19 
Hartmann & Braun A G 5-16-18 
Hemet Seal Transformer Co 


Hewlett Packard Co §-7-13-20-23-30 

Holt Instrument Co 

Houston Instrument cow 5 

Hughes Aircraft Co 13 

Industrial Control Co 5-11-16-24-25 

Industrial Test Equipment Co 
16-19-24 


Instruments For Industry Inc 9 

Jerrold Electronics Corp 8-23 

Kay Electric Co 20- 

Kearfott Co Inc 13 

Keithley Instrument Inc 
1-5-6-7-12-16-18-25-29 

Ketioes Switchboard & Supply Co 


Keystone Products Co 11 

Keyswitch Co The 18 

Kin Tel 5-25 

Knight Electronics Corp 1 

Koss Inc 1 

Hrohn Hite Export Corp 1 

Lagier Etablissements 1 

Lake Mfg Co Inc 1 

Lawrence Inc 1 

Leak HJ & CoLtd!1 

Lear Inc 19-24 

Ling Electronics Corp 1 

MB Electronics Div of Textron 
1-19-29 

MF Electronics Co 1-3 

Macson Inc 1 

Magnasync Mfg Co 22 

Magnetic Instruments Co Inc 5 

Marconis Wireless oy Co 
Ltd 1-2-3-13-17-19-21 

Massa 5-7- 

Matsushita Bese Corp of 
America 1-14-19-23 

Max Egon Becker 1-19 

Maxson W L Co Langevin 
Amplifier Div 1-22 

McIntosh Lab Inc 1 

Menlo Park Engrg 13 
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Mervyn Instruments 20 
Microwave Associates Inc 13-23 
Millen James Mfg Co Inc 23-26 
Millivac Instruments 5-12-15 
Moog Servocontrols Inc 24 
Muirhead & Co Ltd 24-29 
Narda Microwave Corp 13 
Narda Ultrasonics Corp 28 
Neill R W Co Inc 1-2 

Nems Clarke Co 8-23-27 
Neocon Div United Aircraft Corp 


24 
Offner Electronics 5-12-17-22-25 © 
Paco Electronics Co Inc 1 
Peebles Bruce & Co Ltd 4-5 
Peekel Lab For Electronics 25 
Penn East Engrg Corp 1-9-11-20 
Philbrick G A Research Inc 5-19 
Pilot Radio Corp 1 
Polarad Electronics Corp 13 
Precision reo" Inc 1-19 
Quan Tech Labs 6 
Radiation Counter Labs Inc 4-20 
Radiation Inc 
Radiation Instrument Dev Lab 20 
Radio Frequency Labs Inc 1-19 
Rank Cintel Ltd 4-5-6-11-13-18-20- 
22-24-27 
Rek O Kut Co 22 
Rochar S A Electronique 4-6 
Rohde & Schwartz 1-7-17-30 
Rutherford Electronics Co 20 
IKKL Instruments 
Sanborn Co 5-7-12-25 
Savage & Parsons Ltd 5-25 
Security Devices Lab 1-15-27 
Servomex Controls Ltd 4-5-24 
Sherwood Electronics Labs Inc 1 
Silvers Lab 13-16-21- 
Solartron Electronic Group Ltd 
The 1-4-5-6-20-22-24-29 
Spivey James S Inc 2 
Shomer Carlson Co 1-2-3-14- 


Talk A Phone Co 1-2-19 

Technical Measurement Corp 20 

Tektronix Inc 5-7-12-20-21-30 

Tel instrument Electronic Corp 30 

Telechrome Mfg Sore | en 

Telecomputiang Corp 

Telectro Industries < Corp 1-2-5-7- 
11-19-20-24-29 

Telectrosonic Corp 1-19-22 

Television Utilities Corp 30 

Terminal Radio Intl Ltd 1-3-4-5-14 

Texas Instruments Inc Indus Inst 


Div 24 
Titan Intl Corp 21 
Torotel Inc 11 
Unholtz Ty Corp 
Varo Mfg Co Inc 1 5 4-5-6-7-8-9- 
11-13-15-16-17-19-20-21-24-25-27 
Vesmee Electronics Ltd 1-2-3-6-18- 


Viking of Minneapolis Inc 22 

Walkirt Co The 

Wandel & Goltermann 6-7-9-15-16- 
23-30 


Warren Jay L Inc 2 
Waveline Inc 13 

Wayne Kerr Labs Ltd 1-21 
Webster Electric Co 1-2-8 
Westrex Corp 1 

White Instrument Labs 15 


. Isotope 
11. Multichannel 
13. Noise 
14. Pulse Height 
15. Radar 


16. 
17. 


21. Wave 


5 
6 
7. 
8. 
9 


Bailey Meter Co Ltd 6 
Can General Electric Co Ltd 
EE&TD 


Canadian Marconi Co Comm 
Prods Div 4-9-21 
Canadian Research Institute 1 
Conguaes Devices of Canada 
t 


Daystrom Ltd 1-7-8-9 
Electronics Ltd 


Fanon Electronics of ~T Ltd! 
Fisher Scientific Co Ltd 6 

Martin Engrg Inc 19 

— Electronics Industries Ltd 


RCA Victor Co Ltd 3-4-5-7-9-12 
13-20-21 

Raytheon Canada Ltd 18 

Thermovolt Instruments Ltd 6 

Viditon Corp Ltd 3-6-10-14-18 


Anton Electronics 6 


1960 





Associated Electrical Ind Ltd 
5-7-21 


Atlas Werke AG 6 
man Inst Inc Process Inst 6 
Beckman Inst Inc Scientific Inst 6 
Boonton Electronics Corp 4 
Borg Warner Controls Div 
Warner 2-14 
= Kjaer A/S 1-4-5-7-9-13-18- 


Budd” Reena Div 10 

Cambridge Instrument Co Ltd 6 

Century Electronics & Instruments 
12-18-19-2 

Chadwick Helmuth Co 19 

Cossor Instruments Ltd 
1-4-5-8-13-19 

Donner Scientific Co 21 

Dynastron Radio Ltd 14 

EH Research Labs Inc 2 

EMI Electronics Ltd 1-4-8-10-13- 

Electronic Measurements Corp 1 

Empire — Prods Corp 


Flow Corp 21 

General Communications Co 15 
General Radio Co 1-4-5-13-19-21 
Gow Mac Instrument Co 6 
Gyra Electronics Corp 3 
Hallikainen Instruments 6 
Hartmann & Braun A G 6-11-18 
Hewlett Packard Co 4-7-13-21 
Industrial Control Co 17 
Industrial Instruments Inc 6 
Infra Red Development Co Ltd 


The 6 

Kay Electric Co 5-7-12-15-18-21 

Kistler Instruments Co Inc 19 

Lange Dr 

Lavoie Labs Inc 18 

Lord Mfg Co 19 

MB Electronics Div of Textron 
1-7-13-18-1 

Matsushita Electric Corp of 
America 4-13 

Mervyn Instrume: 

Muirhead & Co Lid $-4-5-7-13-17- 


NRC 7 — Corp 6 
Natl Instrument Labs Inc 6 
Norden Div United Aircraft Co 
Nuclear Corp of America Inc 1 
Nuclear Measurements Corp 10-14 
Offner Electronics 5 
Packard Bell Computer Corp 22 
Polarad Electronics Corp 
§-14-17- 
Proctor Electric Co 16 
Radiation Counter Labs Inc 12-14 
Radiometer 
Railway Communications Inc 21 
Rohde & Schwarz 4-5-13-18-19 
Sanborn Co 12-17 
Schomandl K G 5-18 
Scott H H Inc 13 
Scott James and Co Ltd 
13-15-18-21 


Servomex Controls Ltd 6-17 

Shallcross Mfg Co 11-16 

Siemens & Halske A G 4-13 

Solartron Electronic Group Ltd 
The 2-3-17 

Segeewerom Industrial Electronics 


Spivey James S Inc 18 

Stelma Inc 4-13 

Technical Measurement Corp 
2-12-14 

Tel Instrument Electronic Corp 19 

Telechrome Mfg —? 20 

Terminal Radio Intl Ltd 1-12 

Unholtz Dickie Corp 1 

Victoreen Instrument Co The 12-14 

Wandel & Goltermann 1-4-5-7-9- 
13-18-20-21 

Waters Corp The 6 

Wayne Kerr Labs Ltd geeeeee 


Winston Electronics 1-4-2 
Winston Electronics Ltd 18 


ANNUNCIATORS (See 
INTERCOMMUNICA- 
TION SYSTEMS) 


ANTENNA ACCESSORIES 
9. Insulators, 
Other 
10. Links 
Hy Mounts 


Pedestals 
13. Reflectors & 
Lenses 
14. Rotators 
15. Towers & 


§ 
16. Tuning Units 

















Amphenol Canada Ltd 2 
Andrew Antenna Corp Ltd 


2-3-6-13-16 
Aviation Electric Ltd 12-15 


Bayly Engrg Ltd 2-4 
Beama Engr, et a Ltd 1-2-3-5-6-7-8-9- 
10-11-12-15-16 


Beatty Bros Ltd 15 
eo Associates Ltd 


Brown Boveri Canada Ltd 
2-3-4-6-13-16 


Canadian Bridge Works 15 
Canadian Motorola Electronics 


Ltd 3 
Coliben Mfg Co Ltd 1-9-15 
er Radio Co of Canada Ltd 


16 

Dethi Metal Products Ltd 15 
a Aluminum Fabricating 

t 
Edo Canada Ltd 12-13 
Fleet Mfg Ltd 11-12-13-14-15 
Found Bros Aviation Ltd 14 
a Electronic Industries 

t 


1 
McCarter Radio & Television Ltd 
1-9-11-13-15-16 
Measurement Engrg Ltd 16 
Micro Tower Ltd 
Millard Electric Ltd 15 
National Fibre Co of Canada Ltd 


5-9 
Newark Tool & Machine Co 11 
~~ a Saas & Contracting Co 
t 


Phillips Electrical Co Ltd 1-15 
Presentey Engrg Prods Ltd 2-16 
RCA Victor eS — pyr 13-16 
Sinclair Radio La d 1-2-3-4-5- 
6-7-8-9-1 Went -t2. 13-14 15-16 
Standard Telephones & Cables 
Mfg Co 16 
TMC Canada Ltd 2-3-9 
Telequipment Mfg Co Ltd 1-9-11 
Toe hed F V Electronics Ltd 
1 


Valeriote Electronics Guelph Ltd 
3-8-15 


Varian Associates of Canada Ltd 4 
Wind Turbine Co of Canada Ltd 
The 4-5-6-9-11-13-14-15-16 


Aeronautical Communications 
Eqpt Inc 

Airborne poneoment Lab Inc 14 

Alford Mfg Co 2 

All Ve aaa Co 2 -3-8-9-11-12- 


aoe Electronics Co 14 
Antlab Inc 11-12-14-1 

Belling & Lee Ltd 1-9-15 
Bird ue Corp 4 
Bogart Mfg >. 2-4-6-14 
Charles Engrg Inc 

ov mee ad Co Inc 


1-8-11 
Cc + re Wire & Associated 


Cos 
con Dubilier Electric Corp 14 
Crown Controls Co Inc 14 
Diamond Antenna & ares 
Corp 2-3-4-6-11-13-16 
Dielectric —e Engrg Co Inc 
1-2-3-6-8-13-16 


EMI Electronics Ltd 4 
Electro Products Inc 2 
Emerson & Cuming Inc 6-13 
Empire Devices Prods Corp 4 
English Glass Co Ltd The 13 
Garrett Corp The 11-12-14 
General Radio Co 4 
Hewlett Packard Co 4 
Jerrold Electronics Corp 2-3 
Johnston Herrick L Inc 15 
Jones Electronics Co Inc M C 2-4 
Kennedy D S & Co 6-11- ” a 
ey Insulator Co Inc 9 

Electronics Div of Textron 11 
Marconis Wireless Telegraph Co 

Ltd 6-15 

Maury & Assoc Inc 2-4 
Meridian Metalcraft Inc 3-6 
Millen James Mfg Co Inc 9 
Moran Prods Co 14 
Motorola Overseas vay 6-13-15 
rages Dodge Copper Prods Corp 


Polarad Electronics Corp 13-16 
Portchester Instrument I ome 2-6-10 
Premax Prods 1-7-8-9-11 
Premier Instrument Corp 2-6-10 
Radar Design Co 
Saxton P; Inc 
Sivers Le 2-4-6-10-11-12-14-16 

Co 15 


aul 
+ one BY ndustries Corp 4-13 
Tufnol Lad © + 
eure ae 
inschel Engrg 44 Mig Corp 4 


ANTENNAS 
1. 
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12. Raliroad 
13. Rotary 
Beam 


14. Telescopic 
15. Vehicular 

ie 16. VHF 
* ‘Television . 


Addison Industries Ltd 15 

Airtron Canada Ltd 7-8 

Amphenol Canada Ltd 
1-6-8-10-11- 

Andrew Antenna Corp Ltd 
2-3-4-5-7-12-14-15 

Antiference Canada Ltd 10-11 

Automatic Coil Mfg Lid 9 

Aviation Electric Ltd 6-8 

Beama Engrg Ltd 9-10-11-16 

Bristol Aero Industries Ltd 7-8 

Brown Boveri Canada Ltd 
2-3-5-7-16 

Burndy Canada Ltd 15 

Campbell Mfg Co Ltd 15 

Can General Electric Co Ltd 
EE&TD 2-3-4-5-8-15 

Canadian Motorola Electronics 
Ltd 5-7-10-12-16 

Collben Mfg Co Ltd 10-11 

Collins Radio Co of Canada Ltd 
1-3-5-7-8-13-15-16 

Delhi Metal Products Ltd 10-11 

ark} Aluminum Fabricating 

td 


Edo Canada Ltd 6 
Fleet Mfg Ltd 7-8 
General Precision Industries Ltd 


somes Electronics Canada Ltd 

a, Electric Co of Canada 

ms Antenna & Spec Prods 
Ltd 3-4-11 


McCarter Radio & Television Ltd 
5-6-7-9-10-11-13-16 

Measurement Engrs Ltd 5 

Micro Tower 

Millard Blectric Ltd 2-5 

Par Tex Engrg & Contracting Co 


Ltd 
RCA Victor Co Ltd 1-4-5-7-9-10- 
11-15-16 


Radio Components Ltd 15 

Sinclair Radio Labs Ltd 1-2-3-4-5-6- 
7-8-9-10-11-12-13-14-15-16 

Standard Telephones & Cables 


fg Col 
TMC Canada Ltd 5-6-9 
Telequipment Mfg Co Ltd 10-11 
Tenatronics Ltd 14-15 
Topping F V Electronics Ltd 6-15 
Veleseoes Electronics Guelph Ltd 


Wind Turbine Co of Canada Ltd 
The 2-3-4-5-6-7-8-9-10-13 


Aircraft Radio Corp 1 

Alford Mfg Co 7 

All Products Co 5-11-13-15 

American Electronics Co 9-13 

Antenna Specialists Co The 
5-9-10-12-14-15 

Belling & Lee Ltd 2-9 

Bogart Mfg Corp 7-8 

Communication Prods Co Inc 5-15 

Consolidated Wire & Associated 


os 

Danbury Knudsen Co 5-15 

Decca Radar Ltd 8 

Diamond Antenna & Microwave 
Corp 

Dielectric Prods Pages Co Inc 
1-3-4-5-6-7-10-12-1 

Dukane Corp 9-10 

EMI Electronics Ltd 4-7 

= Specialties Mfg Corp 

1 


Ferroxcube Corp of America 2 

Finney Co The il 

GC Electrocraft Co 5-9-10-11-14-15 

Cnet ) meee Div Gabriel 

) 

General Electric Co Ltd ae By 

Grundig Verkaufs GmbH 1 

Hy Gain Antenna Prods 5-13 

JFD Electronics 1-9-11-15-16 

Kearfott Co Inc 7 

Kennedy D S & Co 7-8 

Lear Inc 1 

Leitch Huard Corp 15 

Marconis Wireless Telegraph Co 
Ltd 1-2-3-4-5-6-7-8-16 

Mark Products Inc 5-7-15 

Matsushita Electric Corp of 
America 9-10-11 


Norden Div United Aircraft Corp 


» 
Peerless Prods Industries 11 
Polarad Electronics Corp 7 
Premax Prods 1-5-6-14-15 
Prodelin Inc 5-7-16 
Racal Engrg Ltd 5-14 


Radio Industries Inc 2-9 

Radio Merchandise Sales Inc 4-14 
ee rd, & Schwarz 4-5-6-9-10-11-13- 
S&A Siectesuies eas 

Sanders Assoc Inc 7 

Savoy Electronics Inc 6-15 


Sioux Radio Products 17 

Sivers Lab 7-8-13 

States Co The 3 

Technical . <1 Corp 
1-5-7-8-9-10-11 

Telectro industries 3 Comp 1-2-3-5-7-8 

Telrex Labs 5-9- 

Titan Intl ag isis 

Trio Mfg Co Il 

Underwood Canoga 1-7-8 

Ward Prods Co 

Waveline Inc 7. 


ATTENUATORS 
1. Audio 4, Microwave, 
2. ariable 


- Decade 
3. en 5. RF & I-F 
Fi 


Airtron Canada Ltd 3-4 

Allen Bradley Canada Ltd 1 
Avionics Ltd 

Bayly Engrg Ltd 1 

=] tn Opt & Prec Mat Co 


Benco Television Associates Ltd 5 
Canadian Marconi Co Comm 
Prods Div 1 
Canadian Research Institute 1-2 
Electro Vox Intercom Inc 1 
Ferranti-Packard Electric Ltd 4 
Jerrold Electronics Canada Ltd 2-5 
— Electric Co of Canada 
t 
Muirhead Instruments Ltd 1-2 
National Sound Services Ltd 1-2 
Polytronics Co 2 
Presentey Engrg Prods Ltd 1-2 
7 en Development Co 
t 
RCA Victor Co Ltd 1-3-4-5 
Sinclair Radio Labs Ltd 3-4-5 
Standard Telephones & Cables 
Mfg Co 2 
Vector Labs Inc 1-2 


Advance Components Lid 2-3-4-5 
Airborne Instrument Lab Inc § 
Andersen Labs Inc 5 

Applied Research Inc § 
Arenberg Ultrasonic Lab Inc § 
Bird Electronic Corp 

Blonder Tongue Labs Inc § 
Bogart Mfg Co: 
British Physical Labs 5 
Cinema Engrg Div of Aerovox 


orp 

Consolidated Resistance Co of 
Am Inc 2 

Cossor Instruments Ltd § 

Croydon Precision Instrument Co 


2 
Danbridge A/S 2 
Daven Co The 1-5 
Decca Radar Ltd 3-5 
De Mornay Bonardi 3 
Diamond Antenna & Microwave 


Dymec Inc 4 

Electrodyne fay & 

Empire Devices Prods Corp 3-4 
Entron Inc 5 

FXR Inc 3-4 

Filmohm Corp 3 

General Radio Co 1-2-3-4-5 
Gertsch Prods Inc 5 
Goodrich B F 3-4 

Hatfield Instruments Ltd 6 
Hewlett Packard Co 


Maury & Assoc Inc 3-4 
= --| seme Div McGraw Edison 


o5 
Meridian Metalcraft Inc 3-4 


Microwave Development Labs Inc 


3 
Muirhead & Co Ltd 1-2 
Narda Microwave 


ics Corp 
Portchester instrument Ry Age 
a ey Instrument 

adar Design 
Radar Measurements Corp 3-4-5 


Sanders Assoc 
Shallcross Mfg Co 1 





Products and Services 


Siemens & Halske A G 1-2-3-4-5 
Sivers 34 
Solartron Electronic Group Ltd 


The 1- 
— Aircraft Radio Co Inc 


Stromberg Carlson Co 1 

Sullivan H W Ltd 2 

Talk A Phone Co 1 

Tech Laboratories Inc 1-2-4-5 

Telectro Industries Corp 5 

qesoceonens Corp aoe s 
‘elonic Enginee: rp 

Telonic indesteles bes 5 

Terminal Radio Intl Ltd 1 

Trad Electronics Corp 6 

Wandel & Goltermann 1-4 

Waveline Inc 

Wayne Kerr Labs Ltd 1-2-5 

Weinschel Engrg & Mfg Corp 3-4 


AUDIOMETERS (See 
METERS) 


BAFFLES—Speaker 


Addison Industries Ltd 

Bishop Sons & Co Ltd 

EMI-Cossor Electronics Ltd 

Electronic Research & Dev Co Ltd 

Electro Vox Intercom Inc 

Fanon Electronics of Canada Ltd 

Jensen Speakers Div Renfrew 
Electric ‘ 

Kitchener Electronic Industries Ltd 

McCurdy Radio Industries Ltd 

National Sound Services Ltd 

Northern Electric Co Ltd 

Peffer Sound Systems Ltd 

Premier Metal Housings Ltd 

Ronnie Leather Goods Ltd 

Woodcraft Service 

Allied Radio xP 

Argos Prods Co Inc 

Arkay International Inc 

Atlas Sound Corp 

Audax Div of Rek O Kut Inc 

Beam Echo Ltd 

Bozak Sales Co 

Dukane Corp 

Electro Products Inc 

Fourjay Industries 

Lansing James B Sound Inc 

Lowell Mfg Co 

Matsushita Electric Corp of 
America 

Neill R W_Co Inc 

RJ Audio Prods Inc 

Saxton Prods Inc 

Soundolier Inc 

Stromberg Carlson Co 

Talk A Phone Co 

Wharfedale Wireless Works Ltd 


BASES 
1. Diode 
2. Relay 

Amphenol Canada Ltd 2 

Struthers Dunn Relays Div 
Renfrew 2 


3. Transistor 


Augat Bros Inc 1-2-3 

Matsushita Electric Corp of 
America 1-3 

McMurdo Instrument Co The 1-2-3 

Millen James Mfg Co Inc 1-2 


BATTERIES 
1. Dry 
2. Mercury 
3. Nickel- 
Cadimium 
Amalgamated Electric Corp Ltd 6 
Burgess Battery Co 1-2-3 
CLM Industries 6 
Canadian Fairbanks Morse Co 
Ltd The 1-6 
nan ee Div Elec Stor Battery 


Co 

Globelite Batteries Ltd 6 

Gould National Batteries of Can 
Ltd 3-6 


Hart Battery Co Ltd 6 

Mallory Battery Co of Canada 
Ltd 1-2 

National Carbon Co 1-2-3 

RCA Victor Co Ltd 1-2 

Radelin Ltd 4 

Ray O Vac Canada Ltd 1 

Silvercel of Canada Ltd 5-6 


Associated Electrical Ind Ltd 1 
Cihoaias Electrical Storage Co 


t 
Cook Batteries 5-6 
Gill Electric Mfg Corp 1-6 
Mallory P R & Co Inc 2 


4. Nuclear 
5. Silver 
6. Storage 


76 


Matsushita Electric Corp of 
America 1- 

Reading Batteries 6 

Saft Accumulateurs 3-6 

Sonotone Corp 3 

Standard Electric Time Co 3 

Stromberg Carlson Co 1-2 

Telectro Industries Corp 3-5-6 


BEACONS (See 
RECEIVERS and 
TRANSMITTERS) 


BEARINGS 
1. Antenna, 
or 
Roller 
. Glass 
3. Jewel 
Avionics Ltd 3 


Fischer Bearings Canada Ltd 4 
R&M Bearings Canada Ltd 1-4-5 


Barden Corp The 1-4 

English Glass Co Ltd The 2 
Golay Buchel 3 

Hartford Steel Ball Co Inc 3 
Landis & Gyr Inc 4-5 

Miniature Precision Bearings Inc 


4. Miniature 
Ball 

5. Miniature 
Needle 


3-4- 
New Hampshire Ball Bearings Inc 4 
Norma Hoffman Bearings Corp 1 
Pic Design Corp 4 . 
Roller Bearing Co of America 


e 
Sivers Lab 1 
Vactric Control Equipment Ltd 4 


BENDS—Waveguide 


Airtron Canada Ltd 
Collins Radio Co of Canada Ltd 
Raytheon Canada Ltd 


Alford Mfg Co 

Diamond Antenna & Microwave 
corp 

FXR Inc 

Meridian Metalcraft Inc 

Narda Microwave Corp 

Portchester Instrument Corp 

Premier Instrument Corp 

Sivers Lab 

Telerad Mfg Corp 

Uniwave Inc 

Waveguide Inc 

Waveline Inc 


BLOCKS (See TERMINAL 
BLOCKS) 


BLOWERS—Small 


Canadian Armature Works Inc 
Can General Electric Co Ltd 


EE&TD 
Can Westinghouse Co Sturtevant 


Div 

Hoover Co Ltd The 

Joy mrp hoe Canada Ltd 

Leland Electric Co Ltd 

Robbias & Myers Co of Canada 
Ltd Th 


t ie 
Seabreeze Mfg Ltd 
Torrington Mig Co of Canada 
Ltd The 


Amco Engrg Co 

Garrett Corp The 

Globe Industries Inc 

IMC Magnetics Corp 

Matsushita Electric Corp of 
America 

McLean Engrg Labs 

Preis H P Engraving Machine Co 

Ripley Co Inc 

Rotating Components Inc 

Rotron Mfg Co 

Sanders Assoc Inc 


BOARDS—Capacitor or 
Resistor (not Printed 
Wiring) 

ae ai Opt & Préc Mat Co 


Ce Thermionic of Canada 
t 


Cyanamid of Canada Ltd 
Lenkurt Electric Co of Canada 


Ltd 
Oki & Willadsen Ltd 
United Carr Fastener Co of Can 


Aerolite Electronics Corp 

Bulgin A F & Co Ltd 

Harwin Engineers Ltd 

Litton Industries Components Div 
Natl Tel Tronics Corp 

Precision Metal Prods Co 
Stromberg Carlson Co 


BOARDS—Plotting 


Ferranti-Packard Electric Ltd 
Oki & Willadsen Ltd 


BOARDS—Plug 


Cyanamid of Canada Ltd 
International Bus Machines Co 


Ltd 
Lenkurt Electric Co of Canada 
t 
Oki & Willadsen Ltd 


Aerolite Electronics Corp 
Consolidated Resistance Co of 


Am Inc 
GC Electrocraft Co 
Natl Tel Tronics Corp 
Vecior Electronic Co Inc 


BOARDS—Strip Type (See 
TERMINAL Boards) 


BOBBINS—Coil or 
Transformer 


1. Ceramic 
2. Paper 
Cambridge Thermionic of Canada 

Ltd 1-2-3 
Cyanamid of Canada Ltd 3 
os eee Fibre Co of Canada Ltd 


Oki & Willadsen Ltd 3 

Osborne Electric Co Ltd 1-2-3 

Paisley Prods of Canada Ltd 1-2-3 

Spaulding Fibre of Canada Ltd 3 

Struthers Dunn Relays Div 
Renfrew 2-3 


3. Plastic 


Alite Div US Stoneware Co 1 
Automatic Coil Co Inc 1-2-3 
Bray George & Co Ltd 1 
Millen James Mfg Co Inc 1-3 
Sparta Mfg Co 3 

Synthane Corp 3 


BOLOMETERS 


1, Infrared 
2. Microwave 


os” nee Electric Corp Ltd 


3. Thermal 


Daystrom Ltd 2 
Rogers Electronic Tubes & 
Components 3 


Aero Research Instrument Co Inc 


Aerolux Light Corp 1 
Barnes Engineering 1 

FXR Inc 2 

Fenwal Electronics Inc 3 
Ferroxcube Corp of America 3 
Hewlett Packard Co 2 
Hughes Aircraft Co 1 
Microwave Associates Inc 2 
Narda Microwave Corp 2-3 
Nucleonic Products Co Inc 3 
Polarad Electronics Corp 2 
Radar Measurements Corp 4 
Rosemount Engrg Co 3 
Siemens & Halske A G 3 
Waveline Inc 2 


‘ BOOSTERS—Television 


(See PREAMPLIFIERS 


BRACKETS—Antenna 
(See ANTENNA 
ACCESSORIES) 


BRAKES—Magnetic 
Dupar Canada Ltd 


Autotronics Inc 

Dynamic Instrument Corp 
Lear Inc 

Sterling Precision Corp 


BREADBOARD KITS 
1. Electronic 2. Servo 
rt Marine Prods of Canada 
t 


Helipot Div Beckman Instruments 
Inc 2 


Philco Corp of Canada Ltd 1 
Stark Electronic Instruments Ltd 1 


Apt Electronic Industries Ltd 1-1 

Allied Radio Corp 1 

Arkay International Inc 1 

Consolidated Resistance Co of 
Am Inc 

Di-An Controls Inc 1 

Dumont Allen B Labs Inc 1 

Dynamic Gear Co Inc 2 


Industrial Control Co 2 

PIC Design Corp 

Reeves Instrument Corp 2 
Rimak Inc 

Science Electronics Inc 1 
Specific Products Co. 1 

Vactric Control Equipment Ltd 2 
Vector Electronic Co Inc 1 


BREAKERS—Circuit 
ss Electric Prods Co Canada 
t 


Canadian Cutler Hammer Ltd 
Dominion Auto Accessories Ltd 
Federal Pacific Electric of Canada 
Pioneer Electric Brandon Ltd 


Airpax Electronics Inc 
Electric Construction Co The 
| neyo & Poensgen GmbH 
Ellison George Ltd 

Heinemann 
Littelfuse Inc 
Nalder Bros & Thompson Ltd 
SKL Instruments 

Titan Intl Corp 


lectric Co 


BRIDGES 
1. Admittance 
2. Capacitance 
3. Deviation 
4. Impedance 
Canadian Marconi Co Comm 
Prods Div 2-4-5-6 
Canadian Research Institute 
2-4-5-6-7 


5. Inductance 
6. Resistance 
7. Temperature 


Daystrom Ltd 4 

Leeds & Northrup Canada Ltd 6-7 
Muirhead Instruments Ltd 2 
= Electronics Industries Ltd 


Powertronic Equipment Ltd 4 
Thermovolt Instruments Ltd 2-6-7 
a. pustnenents Canada Ltd 


Vector Labs Inc 7 
Viditon Corp Ltd 2-6 


Advance Components Ltd 4 
Allied Radio Corp 2-6 

Amos Exeter Ltd 2-4-5-6 

Audio Instruments Co Ltd 4 
Avien Inc 2 

Avo Ltd 1-2-3-4-5-6-7 

Barnes Development Co 2-3-6 
Boonton Electronics Corp 2-5 
British Physical Labs 2-3-4 

Bruel & Kjaer A/S 3 

Budd Instruments Div 6 
Cambridge Instrument Co Ltd 2-6 
Clough Brengle Co 2-5 

Cornell Dubilier Electric Corp 2-6 
Croydon Precision Instrument Co 


Danbridge A/S 2-4-5-6 

ee oer Automation Industries 
nc 

Dytronics Co 3 

EMI Electronics Ltd 2 

Electro Scientific Industries Inc 

Electronic Instrument Co Inc 2-6 

Electronic Instruments Ltd 6 

Electronic Measurements Corp 2 

Freed Transformer Co Inc 2-5 

Garrett Corp The 2-4-6 

General Radio Co 1-2-3-4-5-6 

Gilmore Industries Ltd 6 

Hartmann & Braun A G 2-4-5-6-7 

Hewlett Packard Co 4 

Industrial Control Co 2 

Industrial Development Labs Inc 


Industrial Instruments Inc 2-4-5-6 

Industrial Test Equipment Co 3-4 

Jensen Condenser Prods Co Ltd 2 

Keithley Instrument Inc 6 

Measurements Div McGraw 
Edison Co 6 

Metronix Inc 3 

Mid Eastern Electronics Inc 6 

Millivac Instruments 6 

Muirhead & Co Ltd 2-4-5-6 

Nash and Thompson Ltd 2-6 

Norma 

Paco Electronics Co Inc 2-6 

Radiometer 2- 

Rank Cintel Ltd 1-2-3-4-5-6 

Rochar S A Electronique 4 

Rohde & Schwarz 1-2-4-5-6 

Ruhstradt 2-6-7 

Sargent E H & Co 6 

Shallcross Mfg Co 2-6 

Siemens & Halske A G 2-4-6 

sy aeeannens Industrial Electronics 


Spivey James S Inc 4 

Sullivan H W Ltd 1-2-4-5-6 
Telectro Industries Corp 2-4-5-6 
Wayne Kerr Labs Ltd 1-2-4-5-6 
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BROADCAST INPUT 
CONTROL EQUIPMENT 

Can General Electric Co Ltd 
EE&TD 


Collins Radio Co of Canada Ltd 
McCurdy Radio Industries Ltd 
Northern Electric Co Ltd 

RCA Victor Co Ltd 


EMI Electronics Ltd 
Nems Clarke Co 
Stromberg Carlson Co 
Telectro Industries Corp 
Telectrosonic Corp 


BUSHINGS 


1. Hermetically 2. Metallic 
Sealed 3. Nonmetallic 

Cyanamid of Canada Ltd 3 

Oki & Willadsen Ltd 3 

Paisley Prods of Canada Ltd 1-3 


Alite Div US Stoneware Co 1-3 

Belling & Lee Ltd 1 

Corning Glass Works Electrical 
Prods 


r 
Heldor Mfg Co Inc 1 
Sealectro Corp 3 
Smith Herman H Inc 2-3 
Sparta Mfg Co 3 
Tufnol Ltd 4 


Cc 


CABINETS 


1. Metal 
2. Plastic 
Addison Industries Ltd 3 
Amalgamated Electric Corp Ltd 1 
Ashman Electronics Ltd 3 
Beama Engrg Ltd 1 
Bishep Sons & Co Ltd 1 
CLM Industries 1 
Cm Cabinets & Furniture Co 


3. Wood 


Ltd 

Canadair Ltd 1-2 

Can General Electric Co Ltd 
EE&TD 1 

Central Dynamics Ltd 1 

Croname Canada Ltd 1 

Davis Automatic Controls Ltd 1 

Dominion Aluminum Fabricating 
Ltd 1 

a Electrohome Industries 


t 
EMI-Cossor Electronics Ltd 1 
EV of Canada Ltd 3 
Edo Canada Ltd 1 
Electrical Mfg Co 1 
Btectseate Research & Dev Co 
Ltd 


Electro Vox Intercom Inc 1 

Fleet Mfg Ltd 1-2-3 

Foxboro Co Ltd The 1 

General Tire & Rubber Co of 
Can Ltd 2 

Glosta Mfg Co Ltd 1 

Hammond Mfg Co Ltd 1 

Hathaway Kraemer Ltd 2 

Jensen Speakers Div Renfrew 
Electric 1-3 

Lenkurt Electric Co of Canada 
Ltdl 


Long Sault Woodcraft Ltd 2 
Measurement Engrg Ltd 1 
National Sound Services Ltd 1-3 
Northern Electric Co Ltd 1 
Powertronic Equipment Ltd 1 
Premier Metal Housings Ltd 1 
RCA Victor Co Ltd 1-3 
Research Industries Ltd 1 
Ronnie Leather Goods Ltd 3 
Royal Metal Mfg Co Ltd 1 
Strippit Tool & Machine Co 1 
Thermovolt Instruments Ltd 1 
Waterloo Metal Stampings Ltd 1 
Woodcraft Service 3 

York Woodcraft Ltd 3 


Akro Mils Inc 1-2 

Allied Radio Corp 3 

Amco Engrg Co 1 

Argos Prods Co Inc 3 

Bozak Sales Co 3 

Bud Radio Inc 1 

Budelman Electronics Corp 1 

Crosby Electronics 3 

Deuta Werke GmbH 1 

Dynastron Radio Ltd 1 

EMI Electronics Ltd 1 

Falstrom Co 1 

Heldor Mfg Co Inc 1 

Imhof Alfred Ltd 1 

Lyon Metal Prods Inc 1 

Matsushita Electric Corp of 
America 2-3 

Meridian Metalcraft Inc 1 

Neill R W Co Inc 1 

Rimak Inc 1 ; 

Rockford Special Furniture Co 3 

SKL Instruments 1-4 

Skydyne Inc 2-3 _ 

Solartron Electronic Group Ltd 
The 1 


Stromberg Carlson Co 1-2-3 
Talk A Phone Co 1-3 

Telectro Industries Corp 1 
Tenney Engineering Inc 1-3 
Tufnol Ltd 2 

United Aircraft Prods Inc 1 
Wharfedale Wireless Works Ltd 3 


CABLE ASSEMBLIES 
Sapeseing Opt & Prec Mat Co 
t 


Burndy Canada Ltd 
Can General Electric Co Ltd 


Electronic Components Ltd 

Federal Wire & Cable Co Ltd 

Fleck Mfg Ltd 

General Precision Industries Ltd 

—- Electric Co of Canada 
t 


Measurement Engrg Ltd 

National Sound Services Ltd 

Nichols R H Ltd 

Plessey Co of Canada Ltd The 

ms 7 f Gyroscope Co of Canada 
t 


All Products Co 

Audiotex Mfg Co 

CBC Electronic Prods 

Consolidated Wire & Associated 
Cos 

Electropac 

Gore & Associates Inc W L 

Hitemp Wires Inc 

Missile Systems Corp 

Phalo Plastics Corp 

Reliance Cords & Cables Ltd 

Sanders Assoc Inc 

Saxton Prods Inc 

Smith Herman H Inc 

Stromberg Carlson Co 

Vidaire Electronics Mfg Co 


4. Microphone 
5. Shielded 
6. Transmission 
ine 
3. Low 7. UHF 
Capacitance 
Amphenol Canada Ltd 1-2-3-4-5-6-7 
Andrew Antenna Corp Ltd 1-2-6-7 
Boston Insulated Wire & Cable 
Co Ltd 1-2-3-4-5-6 
Canada Wire & Cable Co Ltd 
1-2-3-4-5-6-7 
Can General Electric Co Ltd 
EE&TD 4-5-6 
Ericsson Telephone Sales of Can 
Ltd 1-2-5-6 
Federal Wire & Cable Co Ltd 
1-2-3-4-5-6-7 
Genecel Yue & Cable Co Ltd 
1-3-4-5-6 


Jerrold Electronics Canada Ltd 1 

Northern Electric Co Ltd 1-4-5 

Phillips Electrical Co Ltd 
1-2-3-4-5-6 

Pirelli Cables Conduits Ltd 5-6 

Siemens Edison Swan Canada 


Ltd 
Telecables & Wires Ltd 5 


All Products Co 1-2 
Alpha Wire Corp 1 
Ane Tube Bending Co 
1- 
Associated Electrical Ind Ltd 5 
Audiotex Mfg Co § 
Belden Mfg Co 1-2-3-4-5-6-7 
Berkshire Electric Cable Co 1-4-5 
Breeze Corporations Inc 5 
Columbia Wire and Supply Co 
1-4-5-6 
Communication Prods Co Inc 


Consolidated Wire & Associated 
Cos 1-2- ; 

Co-Operative Industries Inc 1-2-5-6 

Dielectric Prods Engrg Co Inc 
1-2-5-6-7 

Electric Auto Lite Co 5 

Endevco Corp 3 

Entron Inc 1 

Felten & Guilleaume Carlswerk 


A 2 
GC Electrocraft Co 4-5 
General Radio Co 1 
Gore & Associates Inc W L 
1-2-3-5 
Hitemp Wires Inc 1-2-3 
Inso Electronic Prods Inc 1 
Jerrold Electronics Corp 1 
Labtronics Inc 5 
Lenz Co 1-3-5 
Microdot Inc 1-2-3-5 
Missile Systems Corp 1-2-3-4-5-6-7 
Permanoid Ltd 1 7 
Phalo Plastics Corp 1-3-4-5-6-7 
a * Dodge Copper Prods Corp 


7 
Prodelin Inc 1-2-3-6-7 
Reliance Cords & Cables Ltd 
1-2-3-4-5-6 
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Rohde & Schwarz 1 
Royal Electric Corp 1-3-4-5-6-7 
Saxton Prods Inc 1-2-3-4-5-6-7 
Sealectro Corp 1 

Superior Cable Corp 1-3-4-5-6-7 
Tensolite Insulated Wire Co 1-3-5 
Times Wire & Cable Co Inc 


1-3-5-7 
Wandleside Cable Works Ltd 1-4-5 


CALIBRATORS 


1. Coveted 

. 5. Vi 

3. Meter 6. vswe’ 
Canadian Research Insti S 
Prayetrom Lid 13-5 rege 
“erranti-Packard Electric Ltd 
General Precision Industries Ltd 2 
Measurement Engrg Ltd 1 
ary Cooling Semiconductors 


4. Radar Range 


Presentey Engrg Prods L 
RCA Victor Co Ltd 12-56" 
Topping F V Electronics Ltd 1-2-3 


Advance Components - 
B&K Mfg Co 5 oe 
Baltentine Labs Inc § 

eckman Inst Inc Berkele i 
Beckman Inst Inc Syme E's 
— @ Kiser A/S 2 

onsolidated Resist. 

jae Sistance Co of 
Diamond Antenna & Microwave 


Corp 
Dumont Allen B Labs Inc 2 
Dymec Inc 4 
— je Ltd 6 
ectro Mechanical Resear 
Electro Scientific Amn ay hy 
Electronic Measurements Co Inc 5 
ye International Co § 
Exact Electronics In 
FXR Inc 6 < 
Fluke John Mfg Co Inc § 
Freeport Engrg Co 2 
General Radio Co 1-2-6 
Gertsch Prods Inc 2 
Gonset Div Young Spring & Wire 
Corp 1 
Hartmann & Braun A G 3-5 
Hathaway Instruments Inc 3-5 
Hewlett Packard Co 2-3-5-6 
~ Instrument Co 3-5 
ndustrial Test Equipmen > 
Kay Electric Co 2 “ — 
Keithley Instrument Inc § 
Kin Tel 5 
oo Labs Inc 2 
arconis Wireless Telegra 
Ltd 4 eee 
Measurements Div McGraw 
Edison Co 1 
Metronix Inc 1 
Mid Eastern Electronics Inc 3 
Missouri Research Labs Inc 4 
ae cy Bros & Thompson Ltd 
Narda Microwave Corp 6 
Pitometer Log Corp 4 
Radio Frequency Labs Inc 1-3-5 
Rochar S A Electronique 2 
Rohde & Schwarz 1-2-6 
Schomandl K G 2 
Sensitive Research Instrument Corp 


-5 
Siemens & Halske A G 2 
Sivers Lab 4-6 
Smith Florence Inc 3-5 
Southwestern Industrial Electronics 


Sullivan H W Ltd 1-2 
Tektronix Inc 2-4-5 

Telectro Industries Corp 3 
Venner Electronics Ltd 2 
Wandel & Goltermann 5-6 
Waveline Inc 6 

Wayne Kerr Labs Ltd 2 
Weinschel Engrg & Mfg Corp 7 
Westronics Inc 7 

Winston Electronics 1 


CALORIMETERS— 
Microwave Power 


Thermovolt Instruments Ltd 
Varian Associates of Canada Ltd 


Bogart Mfg Corp 

Bomac Labs Inc 

Chemalloy Electronics Corp 
Cubic Corp 

Dawe Instruments Ltd 
Hewlett Packard Co 

Jones Electronics Co Inc M C 
Kearfott Co Inc 

Levinthal Electronics Prods Inc 
Microwave Associates Inc 
Sierra Electronic Corp 


CAMERAS—Photographic 
1. Data 2. Oscilloscope 
Recording 3. X-Ray 
Bell & Howell Canada Ltd 1 
Canadian Research Institute 1 


i x Electronics Industries Ltd 


Viditon Corp Ltd 3 
X-Ray & Radium Ltd 3 


Analab Instrument Corp 2 

Bach Auricon Inc 1 

Beattie Coleman Inc 2 

Benson Lehner Corp 1 

Budd Instruments Div 4 

Chadwick Helmuth Co 2 

Dekko Cameras Ltd 1 

Dumont Allen B Labs Inc 1-2 

Edgerton Germeshausen & Grier 
Inc 1-2 

Electronic Tube Corp 1-2 

Emel Establishment 1 

Flight Research 1 

Fruengel Dr Ing Frank GmbH 1 

Hathaway Instruments Inc 2 

Hewlett Packard Co 2 

Hulcher Charles A Co Inc 1 

KLG Sparking Plugs Ltd 1 

Marconi Instruments Ltd 3 

Perkin Elmer Corp 1 

Polaroid Corp 1-2 

Red Lake Labs 1 

Savage & Parsons Ltd 1 

Sperry Products Inc 3 

Tektronix Inc 2 

Telechrome Mfg Corp 2 

Thompson J Langham Ltd 1-2 

Traid Corp 1 

Vinten Ltd 1 

Wandel & Goltermann 2 

Westinghouse Electric Intl Cup? 

Wollensak Optical Co Fastax Div 1 


CAMERAS—Television 
Can General Electric Co Ltd 
EE&TD 


EMI-Cossor Electronics Ltd 

RCA Victor Co Ltd 

Sylvania Electric Canada Ltd 
Transmission Div Pye Canada Ltd 


Dumont Allen B Labs Inc 

EMI Electronics Ltd 

General Precision Lab Inc 

Grundig Verkaufs GmbH 

Kin Tel 

os Wireless Telegraph Co 
td 

Tel Autograph Corp 

Telechrome Mfg Corp 

Thompson J Langham Ltd 


CAPACITORS—Fixed 


. Ceramic 

. Composition 
. Electrolytic 
Energy 
Storage 
Feed 


Through 

. Gas Filled 

. Glass 

High 

Voltage 

9. Metallized 

10. Mica 

11. Ol! Filled 

Aerovox Canada Ltd 
1-3-8-9-10-11-12-13-17 

Aircraft Marine Prods of Canada 
Ltd 8-16 


Allen Bradley Canada Ltd 1-5 
= ees Electric Corp Ltd 


Arrow Radio Co 5-11-12 

Automatic Coil Mfg Ltd 1-5 

CLM Industries 14 

Cambridge Thermionic of Canada 
Ltd § 

Can General Electric Co Ltd 
EE&TD 8-12-14 

Canadian Stackpole Ltd 2 

Capacitors of Canada Ltd 12-13 

Centralab Canada Ltd 1 

Daly Capacitors Ltd 3-4 

Eclipse Electronics Co 12-13 

Ericsson Telephone Sales of Can 
Ltd 3-8-9-12-14 

Erie Resistor of Canada Ltd 
1-5-8-10-13-17 

Johnson Matthey & Mallory Ltd 
3-17-18 

Leeds & Northrup Canada Ltd 


Lenkurt Electric Co of Canada 
Ltd 13 


Micarta Fabricators Ltd 1-2-3-4-5- 
7-8-9-10-1 1-12-13-14-16-17-18 
Nucleonic Electric Equip & Dev 

1 


Co 

Plessey Co of Canada Ltd The 
1-3-12-13-15-18 

Rogers Electronic Tubes & 
Components 1-3-12-14 

too i Min & Engrg Corp 
L 


td 
Telegraph Condenser Co Canada 
Ltd 3-18 


Aerovox Corp 2-3-4-8-9-10-11-12-13- 
14-17-18 
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Products and Services 


Arco Electronics 1-3-5-10-12-17 
Associated Electrical Ind Ltd 19 
Astron Corp 1-3-9-11-12-13-18 
Balco Research Labs 2-9-13 
Cambridge Instrument Co Ltd 10 
amy Corp 3 
rson Electric Mfg Corp 
erie ret a 
Cornell Dubilier Electric Corp 1-3- 
4-5-8-9-10-11- 12-13.:14-16-17-18 
Corning — Works Electrical 


Prods 7 
born Electronic Labs 
4-8-9-11-12-13-14 
Dubilier Condenser Co 1925 Ltd 
3-4-8-11-12-17 . 
Dumont-Aircraft & Marine Insts 
Inc 3-11-12-13 
Electro Capacitors Co 3 
Electron Products 8-9-12-13 
Electronic Fabricators Inc 8-13-18 
Federal Electronic Sales 13 
Film Capacitors Inc 3-8 
General Radio Co 10-15-17-18 
Good All Electric Mfg Co 
10-12-13-18 
Gulton Industries Inc 1 
Hartmann & Braun A G 6-8 
——_ Seal Ly yy Co 16 
Div Aerovox Co 
Hon ins Engrg Co 4-5- ii 12-13- 
14-16 


Hunt A H Capacitors Ltd 
1-3-5-9-10-11-12-14-17 
Illinois Condenser Co 3-12 


Jennings Radio Mfg Corp 8-19 

Jensen I S Electric 1-2-3-4-5-8-9- 
10-12-13-14-17 

Johnson Matthey & Co Ltd 17 


u Works Co Ltd 1-3-4-7-8- 


9-10-11- 12-13-14-17-18 
London Electrical Mfg Co Ltd 1-10 
Mallory P R & Co Inc 

1-3-11-12-17-18 
Matsushita Electric Corp of 

America 1-2-3-9-12-18 
Micafil Ltd 8-14 
Mucon Corp 1-5-20 
Muirhead 4 eo Ltd 10-12 
Mullard Overseas Ltd 15 
Murata Mfg Co Ltd 1-5-8 
NRC Equipment Corp 19 
New York Coil Co Inc 20 
Onondaga Electronics Div 1 
Plastic Capacitors Inc 

4-8-9-1 


Potter Co The 11-12-13 

Pyramid Electric Co 
3-9-11-12-13-18 

Radio Industries Inc 1-5 

Rutherford Electronics Co 16 

San Fernando Electric Mfg Co 
5-9-12-13 

Sangamo Electronic Component 
Sales 3-8-10-11-12-13-16-17-18 

Siemens & —y A G 3-10-17-18 

Solar Mfg Corp 1-5 

Southern Electronics Corp 13 

Stability Radio Components Ltd 
1-3-5-8-9-10-11-12-13-14-16-17 

Standard Condenser Corp 
9-11-12-13-14-19 

Stromberg Carlson & 1-12 

Suflex Ltd 13-14-16-17 

Sullivan H W Ltd 10-15-17 

te neem on Corp 1-2-5 


Telegraph Condenser Co Ltd 
15a e895. 10-11-12-13-14-16-17- 18 
Telephone Mfg Co Ltd 
10-11-12-13-14-17 
Terminal Radio Intl Ltd 
2-3-8-9-10-11-12-13-18 
bo - _— Inc Semicon 


United Electronic Mfg Corp 3 
US ng yr Prods Inc 18 


Vitramon Inc 1 
Wesco Inc F11.12-13-16 


CAPACITORS—Variable 


1. Coaxial 7. Trimmer, 
2. Decade Mica 
3. Precision 


Air 
5. Trimmer, 


Copeits Thermionic of Canada 
Canadian Geloso Electronics Ltd 
Canadian Research Institute 2 
Centralab Canada Ltd 5 
Erie Resistor of Canada Ltd 1-5 
Marsland Co Ltd 4-6 

ada Ltd The 


te 
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Rogers Electronic Tubes & 
‘Com ts 4-5 
White Radio Ltd 7 


Balco Research Labs § 

Cornell Dubilier Electric Corp 2 

Comes Glass Works Electrical 
r 

Danbridge A/S 2 

Dielectric Prods Engrg Co Inc 1 

Electro Scientific Industries Inc 


Electronic Instrument Co Inc 2 

Freed Transformer Co Inc 2 

General Radio Co 1-2-3 

Hammarlund Mfg Co Inc The 
3-4-7-9 


Hartmann & Braun A G 2-3 

Illinois Condenser Co 12 

Industrial 7 Inc 2-3 

Intl Rectifier ny 2 

JFD Electronics Inc 3-5-6-9 

Jackson Bros London Ltd 3-4-9-10 

Jennings Radio Mfg Corp 8 

Jensen I § Electric 2-5 

Johnson E F Co 4-9-10 

Matsushita Electric Corp of 
America 1 

Millen James Mfg Ce! ee 9-10 

Muirhead & Co Ltd 

Mullard Overseas Ltd ia 

Murata Mfg Co Ltd 5-6-1! 

Oxley Developments Co Ltd 4-5 

Pacific Semiconductors Inc 11 

Price Electric Corp 4- 

Rohde & Schwarz 2 

Servomex Controls Ltd 2 

Siemens & Halske A G 

a aed Radio Components Ltd 


Sullivan H W Ltd 2-3 

Telechrome Mfg Corp 4-5-6-7-8-9-10 
Telectro Industries =p 2 
Teleradio Corp 7-9 

Terminal Radio Intl Ltd 4-5-6-11 
Torotor A/S 4-7-9-10 

Transitron Electronic Corp 11 


CARTRIDGES (See 
PICKUPS & TAPES) 


CASES—Diode & Transistor 


Kahle Engrg Co 
Matsushita Electric Corp of 
America 


CASES 

1. Portable 2. Transit 
Addison Industries Ltd 1 
Bishop Sons & Co Ltd 1-2 
Measurement Engrg Ltd 1-2 
Ronnie Leather Goods Ltd 1 
Woodcraft Service 1-2 


Churchill Lighting Corp 1 
Falstrom Co 1-2 

Heldor Mfg Co Inc 1 

Robinson Technical Products Inc 2 
Skydyne Inc, 1-2 

Telectro Industries Corp 2 


CAVITIES—Microwave 


Ferranti-Packard Electric Ltd 
Varian Associates of Canada Ltd 


Bogart Mfg Corp 
Bomac Labs Inc 

De Mornay Bonardi 
Dielectric Prods Engr; 
Frequency Standards 
General Electric Co Lid The 
Kearfott Co Inc 

Meridian Metalcraft Inc 
Microwave Associates Inc 
Microwave Development Labs Inc 
Narda Microwave Corp 

Scott James and Co Ltd 
Waveline Inc 


CELLS—Photoelectric 
Can General Electric Co Ltd 
EE&TD 


Ly Inc 


Daystrom Ltd 

Ferranti-Packard Electric Ltd 

National — Ltd 

Polytronics C 

Rogers Electronic Tubes & 
Components 


Associated Electrical Ind Ltd 
Continental Electric Co 


nc 
Evans Electroselenium Ltd 
Jem Electronics Corp 
Megatron Ltd 


CELLS—Standard 


Daystrom Ltd 
Leeds & Northrup Canada Ltd 


a id Battery Co of Canada 


t 
Polytronics Co 
Tinsley Instruments Canada Ltd 


Beckman Inst Inc Scientific Inst 

Cambridge Instrument Co Ltd 

Croydon Precision Instrument Co 

Muirhead & Co Ltd 

Sensitive Research Insirument 
Corp 


CHAMBERS 
- Acoustic 
. Altitude 
. Fungus Test 9. 
. Tonization - gaeen - 
. Rain & a Humidity, 
Sunshine 


7. Salt 


ray 
8. Sand & Dust 
Shielded 


lumidity 


Aviation Electric Ltd 2-5 

Canadian Research Institute 10 

Electronic Components Ltd 10 

Jensen Speakers Div Renfrew 
Electric 1 

Rogers Electronic Tubes & 
Components 4 

Thermovolt Instruments Ltd 10 


Ace Engrg & Machine Co = a 
American Research Corp 2 
Anton Electronics 4 


Consolidated Vacuum Corp 2 
Dawe Instruments a a 
Delta ty = Inc 1 
es 4-1 Ltd 4 
al 
Itemco Inc 2-3-5-6-7-8-10 
Lindgren Erik Assoc Inc 9 
Ling Electronics Corp 1 
MB Electronics Div of Textron 
a, : 


hy & Miller Inc 2-3-5-10 
uclear Corp of 7 Inc 4 
Rices Nucleonic Co’ 
Shielding Inc 1-8-9-1 
Statham Development Corp 10 
Tenney Engineering Inc 
2-3-5-6-7-8-10 


CHANGERS—Phonograph 
Record 


Daystrom Ltd 

i oo Electrohome Industries 
Philips Electronics Industries Ltd 
Plessey Co of Canada Ltd The 
Sediotens Mfg Ltd 


Birmingham Sound Reproducers 
Collaro Ltd 

Dual Gebr Steidinger 

Dukane Corp 

Electroacoustic GmbH 
Garrard Engrg & Mfg Co Ltd 
Glaser Steers Corp 

Lesa SPA 

Stromberg Carlson Co 

Webcor Inc 


CHARGERS—Battery 
1. Electron 4. Semi- 
ube conductor 


Ss. + sd 


Acme Electric Corp Ltd 4-5 
a £ 2 pgenees & Equipment 


pi. Le Electric Corp Ltd 4 

Automatic Electric Canada Ltd 3 

CLM Industries 4 

Canadian Fairbanks Morse Co 
Ltd The 2-3 

Can General Electric Co Ltd 
EE&TD 3 


Canadian Research Institute 1-4 

Central Dynamics Ltd 4 

os em Aircraft of Canada 
t 


Electric Products Co Ltd 1-2 
Electronic Controls Ltd 1-4 
mY Telephone Sales of Can 


d4 
—_ Ind Div Elec Stor vied 


Magnetic Coil Co 4 

Meredith C C & Co Ltd 1-4 
National Sound pepvtese Ltd 4 

Nichols R H Ltd 

Research ehemaen Ltd 4 

Richardson Allen — Canada Ltd 4 

Rotronic Corp Ltd 

Siemens Edison Swan Canada Ltd 


1 
Sola Basic Products Ltd 5 
Standard Television Prods Ltd 4 


Ties faite Min & Engrg Corp 


t 
Topping F V Electronics Ltd 4 
- Instruments & Controls Ltd 


Allied Radio Corp 4 

Control Corp 4 

Dielectric Prods Engrg Co Inc 2 
Electric Construction Co The 2-3-4 

Electronic | need Corp 4 

Fen Tone —— 5 

Inet Div Leach Corp 2-3 

Lamarche Products Co 1-4 

Motor Generator Corp 2-3 

Opad Electric ie 1-4 

Schauer Mfg Corp 

Siemens Schuckertwerke A G 4 

Stromberg Carlson Co 4 

Terado Co 4 

Titan Intl jy he 

bet 7 guames rake & Signal Co 
Ltd 


CHASSIS—Metal 


Ashman Electronics Ltd 

Benco Television Associates Ltd 
Bishop Sons & Co Ltd 
Canadair Ltd 

Central Dynamics Ltd 

Edo Canada Ltd 

Electro Vox Intercom Inc 

Fleet Mfg Ltd 

— Electric Co of Canada 


t 
Premier Metal Housings Ltd 
Research Industries Ltd 
Strippit Tool & Machine Co 


Amco Engrg Co 

Falstrom Co 

Imhof Alfred Ltd 

Lord Mfg Co 

a Electric Corp of 
Ameri 

Meridian ‘Metalcraft Inc 

Neill R W Co Inc 

Rimak Inc 

United Aircraft Prods Inc 


CHECKERS (See 
TESTERS) 


CHOPPERS (See 
VIBRATORS) 


CHRONOGRAPHS & 
CHRONOSCOPES (See 
INDICATORS, RE- 
CORDERS, TIMERS) 


CIRCUITS—Packaged (Incl. 
potted, plug-in, computer 
types, etc.) 

Allied Circuit Techniques Ltd 

Autotronics Control 

Bayly Engrg Ltd 

Centralab Canada Ltd 

sea Electronic Equip Co 

t 


Ferranti-Packard Electric Ltd 
Garrett Mfg Ltd 

General Precision Industries Ltd 
Micarta Fabricators Ltd 

Oki & Willadsen Ltd 

United Carr Fastener Co of Can 


Ltd 
Vector Labs Inc 


Breeze Corporations Inc 

Century Electronics & Instruments 
Computer Control Co Inc 
Delta-F Inc 

Electropac 

Engineered Electronics Co 

Epsco Inc 

Garrett Corp The 

Keyswitch Co The 

Ne rt Instruments Ltd 

Norden Div United Aircraft Corp 
Onondaga Electronics Div 

Packard Bell Computer Corp 
Philbrick G A Research Inc 
Sanders Assoc Inc 

Telectro Industries Corp 


CIRCUITS, Printed 
1. Etched 3. Sempes « 
2. Plated a 

Aine © Circuit Techniques Lid 1 Ltd 1-2 

‘onics Ltd 


r 
po A, td 1-2 
Consolidated Electronic Equip Co 

Ltd 1-2-3 

Croname Canada Ltd 1-3 
Dial & Instrument Finishers 1-2 
Ferranti-Packard Electric Ltd. 1-2 
General Precision Industries Ltd 2 
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National Fibre Co of Canada 
Ltd 1 


Oki & Willadsen Ltd 1-2-3 
Polytronics Co 1-2 

RCA Victor Co Ltd 2-3 
Speidins Fibre of Canada Ltd 


Sperry Gyroscope Co of Canada 

td 1- 

United Carr Fastener Co of Can 
t © 

X-Ray & Radium Ltd 1-2 


Circon Component Co 1 

—_— Electronics 
‘orp I- 

Electropac 1-2-3 

Hermetic Seal Transformer Co 1 

Keil Engrg Prods 1-2 

— Industries Components Div 


Matsushita Electric Corp of 
ica 
Neate Div United Aircraft Corp 


Photocircuits Corp 1-2 
Sanders Assoc Inc 1 
Shamban W S & Col 
Stromberg Carlson Co 2 
Telectro Industries Corp 1-2-3 
Vector Electronic Co Inc 4 
Wiedemann Machine Co 4 
Zophar Mills Inc 4 


CLAMPS 

1. Cable 

2. Component 
3. Tube 
Aircraft Appliances & Equi nt 

Ltd 1 PP! quipme 


Airtron Canada Ltd 4 

Amphenol Canada Ltd 1 
Automatic Electric Canada Ltd 1 
Burndy Canada Ltd 1 

—-, Thermionic of Canada 


4. Waveguide 
Flange 


tdi 
Paisley Prods of Canada Ltd 1 
Raytheon Canada Ltd 4 


Adel Precision Prods 1-3 
Alcon Metal Prods Inc 1 
Augat Bros Inc 2-3 
| ammo! Corp The 2-3 
reeze Corporations Inc 1-2-3 
Deoueh Co The 1 
Dielectric Prods Engr, Ge. Inc 4 
Evershed & Vignoles 
GC Electrocra 


Insuloid Mfg Co Ltd 1 
Keystone Electronics Corp 
McMurdo Instrument Co rorhe 3 
Nylon Molding Corp 1 
Panduit Corp 1 

Pohl Herman 1 
Portchester Instrument Corp 4 
Premier Instrument ay 4 
Reeves Instrument Corp 
Schouboe Firma Tage 1-2 
Smith Herman H Inc 1 
Staver Co Inc The 2-3 
Stromberg Carlson Co 1 
Texas Instruments Inc Semicon 


iv 
Titan Intl Corp 1 
Ww: 


alsco Electronics Mfg Co 1 
Weckesser Co 1 


CLEANERS—Ultrasonic 


Burndy Canada Ltd 1 
Can General Electric Co Ltd 
EE&TD 1 


Electronic Components Ltd 1-3 

Amatom Electronic Hardware Co 
Inc 1-3 

Augat Bros Inc 1-3 


Bae AES Co ed 1-2-3 
‘o Ltd 1- 
oducts Inc 1 


Usines Jean Renaud 3 
Walsco Electronics Mfg Co 1-2-3 


CLUTCHES—Magnetic 


Found Bros 7 t a 
Marsland Engrg Co 


Autotronics Inc 


Haydon A W Co The 
Lear Inc 
Magtrol Inc 
He} Design Co 
Price Electric 
Siemens ad nn AG 
Sterling Precision Corp 
Technology Instrument Corp 


ss, 
:. 7. Metallized 
: Choke, Glass 
* Generate 
tor 
3. si” Field 
. Printed 
Circuit 


10. Speaker 
Voice Coils 
11. Television 
. Focusing 
6. Magnet or 12. Toroidal 
Relay 
Automatic Coil Mfg Ltd 4 
Automatic Electric ic Segoe Lid 6 


Bayly En: Ltd 
Cambrid, ide Thermionie of Canada 


Ltd 
Collins a Co of Canada Ltd 
De Havilland Aircraft of Canada 
Ltd 12 


Dupar Canada Ltd 6 

Edo Canada Ltd 2-3-4 

Electric Products Co “4 3-12 

Electronic Craftsmen Ltd 
3-4-6-11-12 

Electronic Engrg 2-3-4-6-11 

——- Telephone Sales of Can 

t 


Essex Electronics of Canada Ltd 
4-5-9-12 


Frost L H Canada Ltd 3-6 
a ee Precision Industries Ltd 


1 

Gomard Electronics Ltd 2-3 

Jensen Speakers Div Renfrew 
Electric 10 

Lenkurt Electric Co of Canada 
Ltd 2-12 


Magnetic Coil Co 3-6-8 
Micarta Fabricators Ltd 4-5 
eee Fibre Co of Canada Ltd 


Oki & Willadsen Ltd 9 

Osborne Electric Co Ltd 2-3-4-6-8 
RCA Victor Co Ltd 9 

Rotronic Corp Ltd 6-8-11 

sr ae Edison Swan Canada Ltd 


Smallwood S G Ltd 1-4-9 

Standard Television Prods Ltd 6 

Stanwyck Coil Prods Ltd 1-2-4-6-9 

Struthers Dunn Relays Div 
Renfrew 6 

Sylvania Electric Canada Ltd I1 

Veen Electronics Guelph Ltd 


Advance Components Ltd 4 

Aladdin Electronics Inc 4-9 

Audio Development Co 12 

Automatic Coil Co Inc 
2-4-6-9-10-11-12 

Belling & Lee Ltd 1 

Blonder Tongue Labs Inc 1 

Burnell & Co Inc 2-9-12 

Coil Winders Inc 2-3-4-6-9-11-12 

Corning Glass Works Electrical 
Prods 7 

Del Electronics rp 3-6 

Dielectric Prods Enere. 

EMI Electronics Ltd 

Forbes and Wagner o 6-12 

Freed Transformer Co Inc 2-3-12 

Hamilton Hall Inc 1 

Keyswitch Co _ b 

Line Electric C 

Meridian Metalcraft Inc 1 

Metalizing Industries Inc 7 

Mico Instrument Co 

Millen or: Mfg Co Inc 1-4 

Miller J W Co 1-4 

Natl Radio Co Inc 4 

— R W Co Inc I 


ere Trstruments Ltd 6-12 
Que Elect 
ridge ea Ltd 2-3 


— 
Ltd 
ries a 





Thordarson Meissner 4- 
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Torotel Inc 12 
Varo Mfg Co Inc 2-3-5-6-12 
Waters Mfg Inc 12 


COLORIMETERS— 
Photoelectric 


Canadian Research Institute 
Fisher Scientific Co Ltd 


Baird Atomic Inc 

Beckman Inst Inc Scientific Inst 
Dawe Instruments 

EMI Electronics Ltd 

Evans Electroselenium Ltd 
Infra Red Development Co Lid 


The 
Instrument Development Labs 
Lange 
Photovolt Corp 


Cc ‘oeaninae ATION 
SYSTE 
1. —— 6. Marine 
2. Airport Radio 
Traffic Telephone 
Control 7. Microwave 
3. Carrier Radio Relay 
Current 8. Railroad 
4. Data 9%. Teletype 
Transmission 10. Vehicular 
5. Facsimile 
Addison Industries Ltd 10 
ae Electric Corp Lid 


Automatic Electric Canada Ltd 8 
Aviation Electric Ltd 1-6 
Brown Boveri Canada Ltd 3-7 
CLM Industries 2 
Can General Electric Co Ltd 
1- 7-10 
Canadian Marconi Co Comm 
Prods Div 
Canadian Marconi Co Telecomm 
Dept 4-7 


Canadian Motorola Electronics 
Ltd 3-5-6-7-8-10 
Cop Wagner Co Ltd Elec 


iv 
Collins Radio Co of Canada Ltd 
1-2-3-4-6-7-10 


EMI-Cossor Electronics Ltd 1-2 

Electronic Research & Dev Co 
Ltd 6- 

Etelco Canada Lid 3-9 

Executone Communication 
Systems Ltd 8 

Ferranti-Packard Electric Ltd 2-7 

General Precision Industries Ltd 7 

International Systcoms Ltd 6-10 

Lenkurt Electric Co of Canada 
Ltd 3-4-7-8-10 

Measurement Engrg Ltd 2 

National Sound Services Lid 8 

Northern Electric Co Ltd 4-7 

Northern Radio Mfg Co Ltd 
3-4-5-9 


Phili * een Industries Ltd 
1 
Plessey Co 4 Canada Ltd The 
1-2-4-6-9-10 


mt. Canada Ltd 6- 
RCA Victor Co iia -3-4-5-6-1-8- 


9-10 
a Edison Swan Canada Ltd 


Smith Corona Canada Ltd 1-4-8-9 
Spilsbury & Tindall Ltd 1-6-1060 
TMC Canada Ltd 2-6-9-10 
Topping F V Electronics Ltd 24 
Viditon Corp Ltd 2 


Adler Electronics Inc 4-7-10 

Aeronautical Communications 
Egqpt Inc 1 

Aircraft Radio Corp 1 

American Electronics Co 9 

Associated Electrical Ind Ltd 6 

Automatic Telephone & Electric 
Co Ltd 7 

Autron Engrg Inc 5 

Budelman Electronics Corp 3-7 

Danbridge A/S 6 

Decca Radar Ltd 5 

Designers For Industry Inc 1-2-6-7 

Dukane Corp 

Dumont Allen B Labs Inc 10 

EMI Electronics Ltd 7 

Electronics Development Co Inc 4 

Feedback Controls Inc 4 

Felten & Guilleaume Fernmeldean- 
lagen GmbH 

Grundig ) GmbH 2 

Hasler A G 9 

Hell Dr Ing pees 3 .. 

Kaar Engrs Corp 
xs Ty Seber’ t 2 —_— Co 


mM , Toasbtieseenents 6 

Lear Inc 1 

Lynch Carrier Systems Inc 3-4 

on Wireless Telegraph Co 

t - 

Matsushita Electric Corp of 
America 

Max Egon Becker 1 


Missile Systems C 

lotorola Overseas 

luirhead & Co Ltd § 

—e Overseas Ltd 10 

y Radio Ltd 1-2-10 

Neil R W Co Inc 8 

Nems Clarke Co 2-4 

Radio Engrg Labs Inc 7 

Radio Frequency Labs Inc 4-9 

Railway Communications Inc 3-8 

Redifon England Ltd 5-6 

Rohde & Schwarz 2-3 

Savoy Electronics Inc 6 

Scientific Atlanta Inc 7 

Seiscon 2-8 

Siemens & Halske A G 2-3-6 

Spivey —y | S Inc 3-9 

Stelma Inc 4 

Stromberg Carlson Co 
1-2-3-4-7-8-9-10 

Tally Register Corp 4 

Tel Le ye Corp 9 

Telechrome Mfg Corp 4-7-9-10 

Telectro Industries Corp 1-2-5-6-7-9 

Telephone Mfg Co Ltd 3- 

Times Facsimile Corp § 

Titan Intl Corp 1 

Westrex Corp 1-5-9 


COMMUTATORS & 


DECOMMUTATORS 


Edo Canada Ltd 
Oki & Willadsen Lid 


1-4-7-8-10 





California Computer Prods Inc 

Cunningham James Son & ©o Inc 

Data Insts Div Telecomputing 
Corp 

Electro Mechanical Research Inc 

Electro Miniatures Corp 

Haydon A W Co 

Missile Systems Corp 

Telechrome Mfg Corp 

Watliff Co Lid 


COMPARATORS 


Canadian Research Institute 
-2-3-4-8-9 
Presentey Engrg Prods Lid § 
RCA Victor Co Ltd 1-6-9 
Thermovolt Instruments Ltd 8-9 


Barnes Development Co 1-8-9 

British Physical Labs 1 

Bruel & Kjaer A/S 1-3-4-5-8 

Consolidated Resistance Co of 
Am Inc 8-9 

Danbridge A/S 3 

Dytronics Co 1-3-4-5 

Electro Scientific Industries Inc 

3-4-8 


1- 

Garrett Corp The 2 

Holt Instrument Co 9 

Industrial Test Equipment Co 
1-3-4-5-8 


Jerrold Electronics Corp 9 
Jones & Lamson Machine Co 10 
Kin Tel 9 

Optimized Devices Inc 8-9 
Radiometer 1-3-4-8 

Sanders Assoc Inc § 

Sperry Products Inc 10 

Trio Labs Inc 9 

Wandel & Goltermann 2-5-9 
Wayne Kerr Labs Ltd 1-3-4-8 


COMPASSES—Gyro, 
Electronic 


Aviation Electric Ltd 
Can General Electric Co Lid 


EE&TD 
Smith S & Sons Canada Ltd 
Titan Int! Corp 


COMPUTERS 
1. General Purpose, Analog 
> General Purpose, Digital 
. Special Purpose 
poh ~. Electric Ltd FY 
Bailey Meter Co Ltd 3 
ar ¢ S acaes Machine of 
Can 
Canadian j« ae Electronics 
Ltd 3 


Can General Electric Co Ltd 
EE&TD 1-2-3 
Canadian Research Institute 3 
Cc 2 pene Co Ltd Elec 
v 


Central Dynamics Ltd 3 
Daystrom Ltd 1 
EMI-Cossor Electronics Ltd 1-2-3 
Ferranti-Packard Electric Ltd 1-2-3 
Garrett Mfg Ltd 1-3 
Honeywell Controls Ltd 1-2 
International Bus Machines Co 

Ltd 1-2-3 





Products and Services 


RCA Victor Co Ltd 1-2-3 

Remington Rand Ltd 2-3 

Sperry Gyroscope Co of Canada 
Ltd 1-2-3 

Sylvania Electric Canada Ltd 3 


Aircraft Radio Corp 3 

Analogue Controls Inc 1 

Associated Electrical Ind Ltd 1-2 

Beckman Inst Inc Scientific Inst 3 

Bendix Aviation Corp C 

Borg Warner Controls Div Borg 
Warner 3 

California Computer Prods Inc 2-3 

Clary Corp 2 

Computer Control Co Inc 3 

Donner Scientific Co 1-3 

EMI Electronics Ltd — 

Electro Precision Corp 

Electro Scientific antes Inc 1 

Electronic Associates Inc 1-3 

El Tronics Inc 2-3 

Feedback Controls Inc 3 

Garrett Corp The 1-3 

Gerber Scientific Corp 3 

Marconis Wireless Telegraph Co 
Ltd 3 

Missouri Research Labs Inc 3 

Norden Div United Aircraft 


Corp 2 
Packard Bell Computer Corp 2-3 
Peebles Bruce & Co Ltd 1-3 
Philbrick G A Research Inc 1 
Rank Cintel Ltd 3 
Redifon England Ltd 1-2-3 
Reflectone Corp3 _ 
Rochar S A Electronique 1 
Scientific Atlanta Inc 1-3 
Servomex Controls Ltd 1-3 
Solartron Electronic Group Ltd 
The 1-2-3 
Telechrome Mfg Corp 3 
Texas Instruments Inc Indus Inst 
iv 
United Aircraft Prods Inc 2 
Zeiss Aerotopograph GmbH 2 


CONES—Speaker 

Matsushita Electric Corp of 
America 

Racon Electric Co Inc 

Stromberg Carlson Co 


CONNECTORS 
9. Miniature 
10. Phono 
11. Power 
12. Printed 
Circuit 
13. Radio 
Frequency 
14. Solderless 
15. Sub- 
Hermetically miniature 
Sealed 16. Waterproof 


al 
8. Interlock 


Aircraft Marine Prods of Canada 
Ltd 4-6-7-12-14 

Amphenol Canada Ltd 1-2-3-4-6-7- 
8-9-10-11-12-13-14-15-16 

Andrew Antenna Corp Ltd 3-4 

Aviation Electric Ltd 4-6-7-9-16 

Beama Engrg Ltd 3-4 

mone Television Associates Ltd 


Burndy Canada Ltd 
4-6-7-9-11-12-14-16 

CLM Industries 11 

Cannon Electric Canada Ltd 
2-4-6-7-9-11-12-13-15-16 

— Auto Accessories Ltd 


Electronic Components Ltd 11 
Ericsson Telephone Sales of Can 


td 8-13 
Fleck Mfg Ltd 14 
General Tire & Rubber Co of 
Can Ltd 16 
Jerrold Electronics Canada Ltd 
4-13-14 


Joy Mfg Co Canada Ltd 6-16 

Kings Electronics Canada Ltd 
3-13-15 

Marsland Eric & Co 12-14 

Oki & Willadsen Ltd 9-12-15 

Plessey Co < canege Ltd The 
4-6-7-9-11-13-14-15 

Quality Se Ltd 7 

RCA Victor Co Ltd 4-12-13 

Sido Ltd 9-14-15 

Siemens Edison Swan Canada 
Ltd 1-2-5-8-9-10-12-14 

Sinclair Radio Labs Ltd 3-4-13 

Smith S & Sons Canada Ltd 4 

United Carr Fastener Co of Can 
Ltd 1-2-3-4-6-9-10-11-12-13-15 

United Shoe Machinery Co of 
Can Lt 

he A Ray Electronic Prods Inc 


Watkins Electronics Ltd 4-14 


Accurate Electronics Corp 8-10 

Aerolite Electronics Corp 
1-3-7-8-9-10-12-13 

Alcon Metal Prods Inc 8-10 

Allied Industries Inc 4-6-7-9-13-16 

American Electronics Co 4-10-13 

American Tube Bending Co 4-13 

Audiotex Mfg Co 10 

Automatic Metal Prods Corp 
-3-4-6-7-9-12-15-16 

Automatic & Precision nets Co ll 

Aviel Electronics Inc 4-13 

B&M Electric Corp 10 

Belling & Lee Ltd 2-3-4-8-9-10- 
12-13-15-16 

Bogart Mfg Corp 3 

Breeze Corporations Inc 6 

Buchanan Electrical Prods cow 10 

Bulgin A F & Co Ltd 9-10-11 

Circon Component Co 
9-10-11-12-15 

a es cee Products Co Inc 
1 


Connector Corp 3-5-8-10 
Connector Seals Corp 7 
Continental Connector Corp 
6-7-8-9-10-11-12-13-14-15-16 
Dage Electric Co Inc 4-9-15 
Dejur Amsco Corp 6-7-8-9-10-11- 
12-13-14-15-16 
Deutsch Co The 2-6-7-9-14-16 
Dielectric Prods Engrg Co Inc 


Dow Key Co Inc 4 
Eitel McCullough Inc 1 
Elco Corp 6-7-8-9-10-11-12-13-14- 


Electro Products Inc 3-4-10 
Electronic Components Corp 3-4-13 
Entron Inc 4 

Escon Inc 6 

FXR Inc 4 

¢ & Guilleaume Carslwerk 


ce Electrocraft Co 2-3-6-8-9-10- 
11-14 


General Radio Co 4 

Gorn Electric Co Inc 6-9-12 

Gremar Mfg Co Inc 4-13 

Hart Mfg Co The 11 . 

Harwin Engineers Ltd 9-14-15 

Heldor Mfg Co Inc 7 

Hermetic Pacific Corp 7 

Hermetic Seal Corp 7 

Hollingsworth Co 14 

Industrial Hardware Mfg Co Inc 
1-2-3-8-9-10-1 

Industrial Prods Co 3-4-9-13 

Jerrold Electronics Corp 4-13-14 

Ken Tron Corp 4-6 

Keystone Electronics Corp 2-4-10 

Lerco Electronics Inc 5 

Malco Mfg Co 12-14 

Mandex Mfg Co Inc 1 

Marconis Wireless Telegraph Co 


Ltd 4 

McMurdo Instrument Co The 

-9-11 

Microdot Inc 4-7-9-12-14-15 

Microlab 4-13 

Natl Tel Tronics Corp 1-8-9-10-15 

Nugent Electronics Co 
4-7-12-13-15-16 

Painton & Co Ltd 11-12 

Permonite Mfg Co 1-10-14 

Precision Metal Prods Co 8-14 

Rohde & Schwarz 4 

Royal Electric Corp 8-17 

SKL Instruments 3-4-17 

Saxton Prods Inc 4-10 

Sealectro Corp 4-13-15 

Sivers Lab 3 

Smith Herman H Inc 
1-2-3-4-8-9-10-14-15 

Specialty Engrg & Electronics Co 
Ltd 11-16 

Superior Electric Co The 11-14 

Switchcraft Inc — 

Telex Labs Inc 1 

Terminal Radio Intl Ltd 
4-6-9-13-15-16 

Titan Intl Corp 4-6-7-9-11-12 

US Components Inc 2-6-7-9-12-14- 
15-16 

Usines Jeanrenaud 11 

Vaco Prods Co 14 

Viking Industries Inc 6-12 

Waldom Electronics Inc 1 

Waltham Horological Corp 
4-6-7-9-10-13 

Winchester Electronics Inc 1-2-4- 
6-7-8-9-11-12-14-15-16-17 

Zell Prods Corp 7-9 


CONTACTORS 


Automatic Timing & Controls Inc 
Dupar Canada Lt 

Federal Pacific Electric of Canada 
Plessey Co of Canada Ltd 


Adams & Westlake Co The 
Durakool Inc 


Engel & Gibbs Ltd 
Keyswitch Co The 

Mte Control Gear Ltd 
Siemens Schuckertwerke A G 


CONTACTS—Electrical 


Aviation Electric Ltd 
Electronic Components Ltd 
Engelhard Industries of Canada 


Ltd 
Johnson Matthey & Mallory Ltd 


Electro Miniatures Corp 

Johnson Matthey & Co Ltd 

Mallory P R & Co Inc 

Ney J M Co The 

Texas Instruments Inc Met & 
Con Div 


CONTROLS 


1. Alarm 24. Moisture 
System 25. Motor Speed 
. Automatic 26. Oxygen 
un 27. P 
. Capacitance 28. Photoelectric 
Operated 29. Photographic 
Chemical Exposure 
. Conductivity 30. Positioning 
. Contouring 31. Power Level 
- Counting & 32 Pressure 
Sorting 33. Proporiion- 
. Density ing 
Dimension 34. Remote 
Doo: 35. Register 
. Elevator 36. Register 
Leveling Cutter 
. Film 37. Servo 
Thickness 38. Smoke & 
Flame Combustion 
Failure . Sound 
. Flexible Actuated 
Mechanical Sound 
Push-Pull System 
5. Fluid Flow . Specific 
. Humidity Gravity 
. Tumination . Strain 
. Level . Temperature 
. Loop - Tentering 
Regulation Torque 
. Machine 46. Traffic 
Safety 47. Turbidity 
Machine 48. Vacuum 
Tool 49. Viscosity 
. Materials 50 


. Weight 
Thickness . Welding 
. Mechanical 
Overload 


Automatic Alarms & Signals Ltd 
1-10-13-15-16-18-28-32-34-43 

Automatic Timing & Controls Inc 
12-21-22-32-37 

Autotronics Control 1-18-28-34 

Aviation Electric Ltd 
2-15-18-26-30-32-37 

Bailey Meter Co Ltd 5-8-15-18-25- 
26-27-30-32-33-34-38-41-43-47-48 

Barber Colman of Canada Ltd 
13-16-27-32-33-42-43 

Beaconing Opt & Prec Mat Co 
Ltd 2-7-28-30-34-37-4 

Bepco Canada Ltd 18-19-21-25-28-45 

Bristol Co of Canada Ltd The 
4-5-8-15-16-18-24-26-27-30-37-38- 
41-42-43-47-48-49 

Brown Boveri Canada Ltd 
17-19-21-25-30-31-34-. 37.45- 51 

Canadian Chromalox Co Ltd 43 

Canadian Cutler ~ oe oy _ 25 

SS General Electric Co L 

E&TD 12-18-19-20-21- 2 Se. 31- 

5458 36-38 

Canadian Motorola Electronics 
Ltd 34 

Canadian Research Institute 
3-4-5-7-9-16-17-23-24-25-26-27-28- 
29-34-43-46-47 

Central Dynamics Ltd 1-7-15-18- 
20-23-25-30-32-37-43-46 

Central Scientific Co of Canada 
Ltd 4-16-24-26-27-43-47-48 

Controls Co Canada Ltd 
13-25-32-34-43 

Davis (msomesc Controls Ltd 
15-18-27-32-3. 

Daystrom Ltd 9-16.17-18- 24-27-28- 
32-37-41-43-48-49 

De Havilland Aircraft of Canada 
Ltd 1-9-19-22-28-43 

ae x! — Ltd 10-11-20-21-23- 


N 


; 


MOCO NAN w 


_— 


Edo Canada Ltd 37 
Edwards High Vacuum Canada 


Ltd 48 
Electric Products Co Ltd 
1-19-21-37 
Electrical Mfg Co Ltd 34 
Electronic Associates Ltd 
5-7-8-18-28-34-41 
Electronic Controls Ltd 25 
ST Research & Dev Co 
t 


Electronics Corp of America Can 
Ltd 1-8-13-17-18-35-38 

Electro Vox Intercom Inc 40 

Federal Pacific Electric of 
Canada 2 

Ferranti-Packard Electric Ltd 
§-9-17-18-28-30-32-34-36-37 

Fischer & Porter Canada Ltd 
15-18-32 

Found Bros Aviation Ltd 
1-2-14-15-16-23-25-26-28-29- 
30-33-34-42-43-45 

Foxboro Co Ltd The 1-3-4-5-15-16- 
18-22-24-26-27-30-32-41-43-50 

Frost L H Canada Ltd 1-40 

Garrett Mfg Ltd 
18-25-30-32-34-37-43 

Conger Feecision Industries Ltd 

Honeywell Controls Ltd 
1-5-8-13-15-16-18-20-21-27-31-32- 
33-34-37-38-41-43-46-47-48-49-50 

International Bus Machines Co 


td 1 

Leeds & Northrup Canada Ltd 
4-5-8-26-27-31-32-33-41-43-51 

Lenkurt Electric Co of Canada 
Ltd 19-31-34-40 

Marsland Engrg Co Ltd 37 

Martin ae Inc 1-7-10-13-17-18- 
20-28. 35.36- 36-38-43-47 


MeCundy” Radio Industries Ltd 40 
Measurement Engrg Lt 
1-3-4-5-7-8- 9-10-11- 12-15-16- 
17-18-21-22-23-24-25-27-28-30- 
31-32-37-38-42-43-46-47-50 
Meredith C C & Co Ltd 17-28 
Milltronics Ltd 8-19-25-31-50 
Muirhead Instruments Ltd 37 
National Sound Services Ltd 40 
Nichols R H Ltd 34 
Northern Electric Co Ltd 1-40-46 
Petro Automation Industries Ltd 


Philips Electronics Industries Ltd 
18-22-27-28-32-37-43-46-48 
Pioneer Electric Brandon Ltd 28-43 
Plessey Co of Canada Ltd The 37 
Polytronics Co 9-17-25-28-38-43-47 
Powertronic Equipment Ltd 1-25 
Precision Welder & Flexopress 
Can 
Pye Canada Ltd 34 
RCA Victor Co Ltd 1-32-34 
Rousseau Controls Ltd 
‘15-18-30-32-34-43-48 
Servomechanisms Canada Ltd 


Smith S & Sons Canada Ltd 
7-20-25-43-49 

Sperry Gyroscope Co of Canada 
Ltd 21 


t 
Stark R_ W 32-43 
Taylor Instrument Cos of Canada 
Ltd 8-15-16-18-25-27-30-31-32-33- 
34-41-42-43-47-48-50 
Taylor Leslie Min & Engrg Corp 
Ltd 28 
Tele Radio Systems Ltd 1-34 
Thermo Electric Canada Ltd 37-43 
Thermovolt Instruments Ltd 5-8-15- 
16-18-24-27-31-32-34-35-37-43-48 
Topping F V Electronics Ltd 1 
Triad Instruments & Controls Ltd 


United Electric Controls Can Ltd 
1-18-32-43-48 

Vector Labs Inc 1-4-7-9-10-17- 
20-28-30-34-37-38-43-45-50 

Verd A Ray Electronic Prods 


Inc I 
Viditon Corp Ltd 
4-15-16-26-27-38-43-48 
Ward Leonard of Canada Ltd 25 
White Rodgers Ltd 13-32-43 


AEG 5-35 

Addison Electric Co Ltd 
9-22-30-33-34 

American Electric Mfg Corp 17-28 

American Thermostat Corp 43 

Analogue Controls Inc 22-23-37 

Andersen Labs Inc 37-43 

Associated Electrical Ind Ltd 
1-7-17-28-37-38-51 

Atchley Raymond Inc 37-45 

Atkomatic Valve Co Inc 15 

Atlas Valve Co 15-32-43 

Atronic Prods Inc 7 

Audiotex Mfg Co 34 

Automation Prods Inc 18 

Auto Ponents Inc 15 

B&F Instruments Inc 42-45 

Baldwin Lima Hamilton Corp 
8-15-23-32-42-45-50 

Barber Colman Co. 30 

Barnes Development Co 7 

Beckman Inst Inc Berkeley Div 
3-7-15-21-29-32 

woe Inst Inc Process Inst 


Breeze Corporations Inc 18 
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Bristol Co The 4-5-8-15-16-18-24- 
26-27-30-37-38-41-42-43-47-48-49 

Budd Instruments Div 42-45-50 

Cambridge Instrument Co Ltd 5-43 

Clarostat Mfg Co Inc 46 

Consolidated Controls Corp 1-7- 
8-15-18-21-25-30-31-32-37-43-48 

Control Div of Magnetics Inc 
1-17-21-25-33-43 

Control Corp 34 

Coulter Industrial Sales Co 7 

Datran Div Automation Industries 
Inc 32-37-42-43-45-50 

Denison Engng Div Amer Brake 
Shoe Co 15-32 

Designers For Industry Inc 2 

Detroit Controls Corp 25 

Dumont Allen B Labs ane 34 

Dynapar Corp 25-30-43-4: 

EMI Electronics Ltd 12- 16-21-22-24 

Ebert Electronics ai 15-18-28 

Elcontrol Ltd 13-15-1 

Electric Construction Co The 21-25 

Electric Eye Equipment Co 8-9-24 

Electro Prods Labs Inc 7-25 

Electronic Instruments Ltd 4-27 

Electronic Processes ay 43 

Electronic Products Div Post 
Mach Co 7-17-19-28 

Elliott Bros London Ltd 50 

Ellison George Ltd 21 

Engel & Gibbs Ltd 16-43 

Ether Ltd 13-43 

Evans Electroselenium Ltd 38 

Evershed & Vignoles Ltd 
§-15-18-26-27-32-33-41-43-50 

Falcon Machine & Tool Co 14 

Feedback Controls Inc 37 

Feawal Electronics Inc 43 

Fidelity Instrument Corp 25 

Fielden Electronics Ltd 
1-3-9-15-18-24-27-32-38-43-48 

Fisher Radio Corp 40 

Freed Transformer Co Inc 7 

GC Electrocraft Co 34 

Garrett Corp The 
18-25-30-32-34-37-43 

General Hermetic nt Corp 43 

General Radio Co 17-25-29 

Gilmore Industries Ltd 
32-37-42-43-45-50 

Haenni and Co A G 31-32-35-48 

Hallikainen Instruments 4-8-41-49 

Hart Mfg Co The 25-43 

Hartmann & Braun A G 
15-16-18-26-27-28-32-34-38-43 

Haydon A W Co The 23-29 

—° Seal Transformer Co 

Industrial Control Co 25-37 

Industrial Instruments Inc 
5-7-18-25-41 

Instructomatic Inc 40 

Intl Instruments Inc 1 

Johnston Herrick L Inc 26-43 

Keyswitch Co The 28 

Klieg] Bros 17 

Knight Electronics Corp 28 

Lange Dr B 28 

Lear Inc 21-30-34-37 

Londex Ltd 28-38 

Machinery Electrification Inc 
5-7-10-18-25-28-30 

Maxson W L Co Langevin 
Amplifier Div 40 

Mole Richardson Co 17 

Moog Servocontrols Inc 37 

Moore Assoc Inc 1-34 

Muirhead & Co Ltd 37 

NRC Equipment Corp 48 

Nash and ompson Ltd 1 

Natl Instrument Labs Inc 
4-8-15-26-32-43 

Neill R W Co Inc 40 

Neseen Div United Aircraft Corp 

Oil Well Water Locating Co 15-18 

Opad Electric Co 20-25 

Parkway Specialties Co 52 

Peebles Bruce & Co Ltd 34 

Polarad Electronics Corp 27 

Precision Thermometer & 
Instrument 43 

Railway Communications Inc 52 

Ripley Co Inc 1-7-17-28-38 

Rochar S A Electronique 
15-25-28-29 

Ruge Arthur C Inc 43 

SKL Instruments 1-18-43 

Scott James and Co Ltd 1-7-21-30 

Secode Corp 1-34 

Security Devices Lab 1 

Seely Instrument Co Ltd 15-32-43 

Servomex Controls Ltd 4-25-26-37 

Shaw Moisture Meters 16-24 

Siemens Schuckertwerke A G 
7-19-21-22-25-34-44-45-5 

Sifam Electrical Instrument Co 
Ltd 43 

Skinner Electric Valve Div 15 

Solartron Electronic Group Ltd 
The 7-20-27-28 

Stromberg Carlson Co 
1-6-7-19-21-28-30-31-34-39-40 

Superior Electric Co The 33-34 

Talk A Phone Co 40 

Tally Register Corp 21 


Telechrome Mfg Corp 30 

Telectro Industries Com 37 

Terminal Radio Intl Ltd 40 

Texas Instruments Inc Indus Inst 
Div 1-15-32 

Texas Instruments Inc Met & Con 
Div 43 


v 

United Aircraft Prods Inc 32-37 

U S Gauge Div Amer Machine & 
Metals 16-18-32-43-48 

Varo Mfg Co Inc 3-15-19-23-25- 
30-31-33-34-37-43-45 

Veeder Root Inc 7 

Venner Electronics Ltd 1-17-28-52 

Viking Instruments Inc 7 

Waters Mfg Inc 5-8-17-20-22-24- 
25-28-32-42-43-47-49 

Waugh Engrg Co 1-5-8-15-18-30-41 

Wells Industries Corp 1 

Winston Electronics Ltd 43 


CONVERTERS 
1. Ai -to- 
Digital 
2. Card-to-Tape 
3. Digital-to- 
Analog 


4. Frequency 
Shift Keying 
5. Power 


6. Power 
coeapeney, 


7. Power 
Frequency, 
Vibrator 

8. Radio 
Frequency 

9. Tape-to-Card 

10. Television, 
UHF to 
VHF 


Frequency, 
Electronic 


Amalgamated Electric Corp Ltd 6 

Aviation Electric Ltd 1-3 

Bailey Meter Co Ltd 1 

Beama Engrg Ltd 10 

Benco Television Associates Ltd 10 

Brown Boveri Canada Ltd 4-6 

Can General Electric Co Ltd 
EE&TD 1-2-3-10 

Can Westinghouse Co Ltd Elec 
Div 5-7 

a Radio Co of Canada Ltd 


Daystrom Ltd 8 

De Havilland Aircraft of Canada 
Ltd 5 

Electric Products Co Ltd § 

Electronic Controls Ltd § 

<< eee Electric Ltd 

Fischer & Porter Canada Ltd 1 

Garrett Mfg Ltd 5 

General Precision Industries Ltd 8 

Hoover Co Ltd The 

International Bus Machines Co 
Ltd 1-2-3-9 

Jerrold Electronics Canada Ltd 

Kelk George Ltd 1 

Leeds & Northrup Canada Ltd 1 

Leland Electric Co Ltd 6 

Lenkurt Electric Co of Canada 
Ltd 4 

Measurement Engrg Ltd 4 

Northern Radio Mfg Ltd 4 

Philips Electronics Industries Ltd 1 

Plessey Co of Canada Ltd The 
4-6-7-8 


Presentey Engrg Prods Ltd 1-3 
RCA Victor Co Ltd 1-4-8-10 
Regency Electronics Ltd 10 
Research Industries Ltd 5 
Rotronic Corp Ltd 5 
Servomechanisms Canada Ltd 1 
Soundmaster Ltd 7 
TMC Canada Ltd 4-8 
Topping F V Electronics Ltd 4-8 
Triad a & Controls 
Ltd 


ARA&T Electronics Inc 8-10 

Airpax Electronics Inc 7-8 

Applied Research Inc 8-10 

Arnold Magnetics Corp 5 

Baldwin Lima Hamilton Corp 1 

Barnes Development Co 7 

Beckman Inst Inc Berkeley Div 1 

Behiman Engrg Co § 

Bendix Aviation Corp AEL 5 

Benson Lehner Corp 11 

Blonder Tongue Labs Inc 10 

Boulevard Electronics Inc 8 

Bristol Co The 7 

CG Electronics Corp 1-3 

California Computer Prods Inc 1 

Carter Motor Co 6 

Control Corp 1-3-4 

Cornell Dubilier E a oop 7 

Cossor Instruments Ltd 10_ 

Data Insts Div ili 
Corp 

Datex Corp 1-2-9 

sy! Div Automation Industries 
Inc 

Daven Co The § 

Dobbie McInnes Electronics Ltd 
1-3 


Dymec Inc 1-3 

EMI Electronics Ltd 10 

Eicor Inc 6 

Electric Specialty Co 6 
Electro Instruments Inc 1-2-3-9 
Electro Logic Corp 1 
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Electro Mechanical Research Inc 1 

Electronic Instruments Ltd 7 

7 oe Research Associates 
nc 

Entron Inc 10 

Epsco Inc 1-3 

Freed Transformer Co Inc § 

Garrett Corp The 3-5 

Gertsch Prods Inc 8 

Gilmore Industries Ltd 1 

Hammarlund Mfg Co Inc The 8 

Hathaway Instruments Inc 5 

Hermetic Seal Transformer Co § 

Hewlett Packard Co 1-3-8 

Idea Inc 5-10 

Industrial Control Co 1 

Industrial Test Equipment Co § 

Instrument ay ey Labs 1 

James Electronics Inc 7 

Jerrold Electronics Corp 8 

Kin Tel 1 

Librascope Inc 1-3 

Lorain Prods 5 

Moseley F L Co 3 

Motor Generator Corp 6 

Nome Div United Aircraft Corp 

Opad Electric Co § 

Packard Bell Computer Corp 1-3 

Parks Robert M Co Inc 7 

Power Sources Inc § 

Radiation Inc 1-3 

Radiation Instrument Dev Lab 1 

Radio Frequency Labs Inc 4-5 

Rochar S A Electronique 1-3 

SKL Instruments 10 

Sangamo Electronic Component 
Sales 

Schomandl K G 8 

Security Devices Lab 8 

Servomex Controls Ltd § 

Sorenson & Co Inc § 

Southwestern Industrial Elec- 
tronics 

Spivey James S Inc 4-11 

Standard Electronics Co 11 

Stelma Inc 4 

Stevens Arnold Inc 7 

Stromberg Carlson Co 4-5 

Tally Register Corp 2-9-11 

Tel Instrument Electronic Corp § 

Telechrome Mfg Corp 1-3-4-8 

Telectro Industries Corp 1-5-6 

Terado Co 7 

Varo Mfg Co Inc 1-3-5-6 

Westrex Corp 4 

Zeiss Aerotopograph GmbH 1 


COOKERS—Electronic 
Raytheon Canada Ltd 


Industion Heating Corp 


COOLING UNITS 


Canadian Armature Works Inc 
Central Dynamics Ltd 

Garrett Mfg Ltd 

Needco Cooling Semiconductors 


ms 
Torrington Mfg Co of Canada 
Ltd The 


Apex Scientific Co 

Dielectric Prods Engrg Co Inc 
Eastern Industries Inc 
Garrett Corp The 

Hughes Aircraft Co 

Johnston Herrick L Inc 

Lear Inc 

Opad Electric Co 

Tenney Engineering Inc 
United Aircraft Prods Inc 


CORDS 


1. Line 
2. Patch 


Ape Marine Prods of Canada 


3. Retractile 


Ltd 
Can General Electric Co Ltd 
EE&TD2 


Cords Canada Ltd 1 

Electronic Components Ltd 1-3 

Ericsson Telephone Sales of Can 
Ltd 2-3 

Fleck Mfg Ltd 1-3 

General Wire & Cable Co Ltd 1 

Lenkurt Electric Co of Canada 


Siemens Edison Swan Canada 
Ltd 1-2-3 

Associated Engrg Corp 2 

Audio Development Co 2 

B&M Electric Corp 1 

Columbia Wire and Supply Co 1 

EMI Electronics Ltd 2 

Electronic Components Corp 2 

GC Electrocraft Co 1-2-3 

Reliance Cords & Cables Ltd 1-2-3 

Royal Electric Corp 1 

Stromberg Carlson Co 1-2-3 

Trimm Inc 

Vector Electronic Co Inc 2 

Waldom Electronics Inc 1 


CORES 


. C-Type 8. Powdered 
. Ceramic 9. Slug Tuning 
. Delay Line 

E-Type t) 


5. Ferrite 
. Foil Wound 11. 
. High 
Permeability 
Allen Bradley Canada Ltd 5-12 
—, Thermionic of Canada 
t 

Controls Co Canada Ltd 10 

Edo Canada Ltd 12 

El-Met-Parts Ltd 1-4-7-8-10-11-12 
Indiana Steel Prods Co of Canada 

Ltd § 

Lenkurt Electric Co of Canada 

Ltd 5-7-8-12 

Measurement Engrg Ltd 12 
Micarta Fabricators Ltd 2-5-11 
Neosid Canada Ltd 7-8-9-12 
Plessey Co of Canada Ltd The 

2-5-7-8-12 

Smith S & Sons Canada Ltd 2 


Arnold Engrg Co The 
1-6-7-8-9-11-12 
snows Corp Electronic Tube 
iv 
Crucible Steel Co of America 5 
Custom Components Inc 5-7-8 
Ferroxcube Corp of America 
2-5-7-12 
Magnetic Core Corp 3-7-8-12 
Magnetic Metals Co 8-11 
Metalizing Industries Inc 2-3 
Newport Instruments Ltd 12 
PCA Electronics Inc 12 
Pyroferric Co Inc 7-8-9-12 
Radio Corp of America 13 
Siemens & Halske A G 4-5-9 
Steward D M Mfg Co 5-12 
Telcon Magnetic Cores Ltd 
1-4-11-12 


COUNTERS 
. Alpha . Mechanical 
. Beta . Neutron 
. Binary . Photoelectric 
Probing 


- Decade lo . 
Medical 


. Electro- 

mechanical . Proportional 
. Pulse 

. Revolution 


. Electronic 
. Frequency 

. Scintillation 
X-Ray 


Amalgamated Electric Corp Ltd 
10 


Bailey Meter Co Ltd 10 
Canadian Aviation Electronics 
Ltd 9-17 
Canadian Marconi Co Comm 
Prods Div 6-7 
Canadian Research Institute 9-12-17 
Central Dynamics Ltd 5-6-10-15 
Davis en Controls Lid 


EMI-Cossor Electronics Ltd 1-2-8 

Electronic Associates Ltd 
1-2-3-4-6-8-9-17 

merry ry Corp of America Can 

td 5-1 

Ericsson Telephone Sales of Can 
Ltd § 

Ferranti-Packard Electric Ltd 
3-4-6 

Found Bros Aviation Ltd 
6-12-15-16 

Marsland Engrg Co Ltd 4 

Martin Engrg Inc 3-5-6-12 

Measurement Engrg Ltd 
1-2-3-4-6-7-8-9-12-17 

Northern Radio Mfg Co Ltd 4-6-7 

Philips Electronics fadustries Lid 
9-15-17 

Plessey Co of Canada Ltd The 
9-11 

Polytronics Co 12 

Presentey Engrg Prods Ltd 6 

Servomechanisms Canada Ltd 3-6 

Smith S & Sons Canada Ltd 
5-6-10-16 

Sperry Gyroscope Co of Canada 
Ltd 17 

Viditon Corp Lt 
1-2-4-6-8-9-11- 2 13-14-15-17-18 

X-Ray & Radium Ltd 18 


Advance Components Ltd 4-7-15 
Ad Yu Electronics Lab Inc 4 
Airpax Electroncis Inc 7 

Anton Electronics 1-2-8-9-11-14-17 
Associated Electrical Ind Ltd 6-12 
Atronic Prods Inc 5-12 

Beckman Inst Inc Berkeley Div 


6-7 

Bendix Aviation Corp CDC 6 

Benson Lehner Corp 6 

Borg Eqpt Div Div Amphenol 
Borg Elect 16 

Borg Warner Controls Div Borg 
Warner 4-8-17 

Bowmar Instrument Corp 5-10 





Products and Services 


mys Corp Electronic Tube 

Div 

se + aes Computer Prods Inc 

Computer yt famed Corp 
346-7-10- 2-16 


Counter 2 “Control Corp 5-10 
Danbridge A/S 6 
Data Insts Div Telecomputing 


orp 
Drello Ing P Drewell 6 
Durant Mfg Co Se ae ~15-16 
Dymec Inc 4-6- 
Dynapar Corp 4-6-7-16 
EMI Electronics Ltd i. 12-15 
Ekco Electronics Ltd 1 
Electro Instruments ly 6-7 
me re Instruments Ltd 
6-8-11-1 i 
Electronic Products Div Post 
Mach Co 4-6-12 
Elgin Micronics 5-7 
ar ae Numbering Machines Ltd 


Erie Instrumentation 6-7-12-15 

Falk M 1-2-3-4-5-6-7-8-9-11-12-13- 
14-15-16-17-18 

Freed Ley ay one Co Inc § 

Freeport Co 1 

Fruengel Dr Ing Frank GmbH 9 

Hewlett Packard Co 6-15 

Hillburn Electronic Prods Co 5 

Idea Inc 12-15 

Irion & Vosseler 5-10-16 

Jaquet Ltd 5 

Lavoie Labs Inc 7 

Machinery Electrification Inc 6-12 

Matsushita Electric Corp of 
America 7 ; 

Norden Div United Aircraft Corp 
a4 


posmoompes Enere Inc 6 an 80 
of America 
Ng 789 11-12-13-14-15-17-18 
Nuclear Measurements Corp 
ca ap tay yl ‘ 
Co 
Na 89.1 11- ‘nisi? 
Precision Sedation Instruments 
Inc 
Racal Engrg Ltd 4-6-7-15-16 
Radiation Counter Labs Inc 
1-2-6-8-9-11-14-15-17 
Rank Ly + tated 
Ripley Co Inc 
Rachar S A Electronique 3-4-6-7 
Rohde & Schwarz 5-6-7 
Siemens & Halske A G 4-7 
Sodeco Societe Des Compteurs 


5-12 
tron Electronic Group Ltd 
_ * 1-2-3-4-6-8-9-13-15-16-17-18 
Goutozestess Industrial Elec- 
tronics 1 
Spivey —— S Inc 6-7 
Stelma Inc 1 
Stevens Geo Me Co Inc 10 
Systron Co 7 
Technical Measurement Corp 
1-2-3-4-8-11-14-15-17-18 
Telechrome Mfg Ss 8-9-18 
Terminal Radio Intl Ltd 
1-2-8-9- 
Transistor Specialties ae 4-6-7 
Trumeter Co Ltd 5-10-16 
Uniwave Inc 16 
Veeder Root Inc 
3-4-5-6-10-12-15-16-18 
Venner Electronics Ltd 3-4-6-7-15 
Victoreen Instrument Co The 
1-2-8-9-11-13-14-17-18 
Walkirt Co The 3-4 
Westport Electric 6 
Wetzer Hermann 19 


COUPLERS—Directional 


Airtron Canada Ltd 

Bayly Engrg Ltd 

Canadian Marconi Co Comm 
Prods Div 

Collins Radio Co of Canada Ltd 

Presentey Engrg Prods Ltd 

RCA Victor Co Ltd 

TMC Canada Ltd 


Bomac Labs Inc 
Diamond Antenna & Microwave 


Corp 
Dielectric Prods Engrg Co Inc 
F Inc 
Hewlett Packard Co 

Mfg Co 

Jerrold Electronics Corp 
Jones Electronics Co Inc M C 
Kearfott Co Inc 
Maury & Assoc Inc 
Meridian Metalcraft Inc 
Microwave Associates Inc 
Narda Microwave Corp 
Portchester Instrument Corp 
Premier Instrument Corp 
Radar Design Corp 
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Radar Measurements Corp 
Sivers Lab 
Waveline Inc 


COUPLINGS—Microwave 
Airtron Canada Ltd 
Collins Radio Co of Canada Ltd 
RCA Victor Co Ltd 


Bomac Labs Inc 
De Mornay Bonardi 
— Antenna & Microwave 


Cor 

Dielectric Prods Engrg Co Inc 
FXR Inc 

General Electric Co Ltd The 

Kearfott Co Inc 

Maury & Assoc Inc 

Meridian Metalcraft Inc 

Microlab 

Microwave Associates Inc 

Microwave Development Labs Inc 

Narda Microwave Corp 

Portchester vorednn 4 Corp 

Premier Instrument Corp 

Sivers Lab 

Telectro Industries Corp 

Underwood Canoga 

Waveline Inc 


CRYSTAL ANALYSIS 
EQUIPMENT 


Radio Frequency Labs Inc 
Rohde & Schwarz 


CRYSTAL MOUNTS (See 
HOLDERS) 


CRYSTAL MIXERS (See 
DIODES) 


CRYSTALS 


1. ADP 5. Quartz 
2. Barium 6. Rochelle Salt 
Titanate 7. Sodium 
ide 
8. Tourmaline 


Can General Electric Co Ltd 
EE&TD 


Edo Canada Ltd 1-2-5-6 
Lenkurt Electric Co of Canada 


Measurement Engrg Ltd 7 
Snelgrove C R Co Ltd 
Sylvania Electric Canada Ltd 4 
Viditon Corp Ltd 

X-Ray & Radium Ltd 7 


Automatic Telephone & Electric 
Co Ltd § 

Borg Warner Controls Div Borg 
Warner 4 

Ekco Electronics Ltd 7 

Electro Ceramics Inc 1-2-6 

Endevco Corp 2 

Falk M 7 

Marconis Wireless Telegraph Co 
Ltd 5 


Nuclear Corp of America | 7 
Radiation Counter | Inc 7 
Savoy Electronics Inc § 

Semi Elements Inc 1-2-3-4-5-6-7-8 
Solar Mfg Corp 2 

Sperry Products Inc 2 

Terminal Radio Intl Ltd 5-7 


CRYSTAL UNITS 
1, Filter 4. Scintillation 
2. Frequency Counter 
Control 5. Transducer 
3. Oscillator 


Canadian Motorola Electronics 


Ltd 
Croven Ltd 1-2-3 
Edo Canada Ltd § 
Measurement Engrg Ltd 4 
7 Electronics Industries Ltd 


RCA Victor Co Ltd 1-2-3 

Rogers Electronic Tubes & 
Components 2-3 

Snelgrove C R Co Ltd 1-2 

Topping F-V Electronics Ltd 3 

Viditon Corp Ltd 4 

X-Ray & Radium Ltd 4 


Bliley Electric Co 2 
Bogart Mfg Corp 1 
Delta-F Inc 3 
— M “. . 
reeport Engrg Co 
General Radio Co3 
Hermetic Seal Transformer Co 1 


Hughes Aircraft Co 1 

Kistler Instruments Co Inc 5 

Manson Labs Inc 3 

Nems Clarke Co 2 

Nuclear Corp of America Inc 4 

Radiation Center Labs Inc 4-5 

wr ayy Instrument Dev Lab 4 
ohde & Schwarz 2 

— Electronics Inc 2 

Semi Elements Inc 1-4 

Siemens & Halske A G 1-2-3 

Stromberg Carlson Co 1-2-3 

Technical Measurement Corp 4 

Telonic Industries Inc 3 

Terminal Radio Int! Ltd 1-2-4 

Texas Crystals Inc 2-3 


D 


DATA RECORDING 
EQUIPMENT (See 
RECORDERS) 


DECADE BOXES (See 
CAPACITORS—Variable, 
INDUCTORS—Variable, 
RESISTORS—Variable) 


DEHUMIDIFIERS & 
DEHYDRATORS naan 
OVENS) 


DELAY LINES 
1. Color Tele- 
vision 
2. 
3. 


5. Lumped 
Cc 


Aircraft Marine Prods of Canada 
Ltd 5-6 


Airtron Canada Ltd 9 
Automatic Coil Mfg Ltd 5-6 
Edo Canada Ltd 1- 

ej Electronics of Canada Lid 


Ferranti-Packard Electric Ltd 2 
= Div Beckman Insts Inc 


RCA Victor Co Ltd 2-9 
Rotronic Corp Ltd 3 


Ad Yu 5 Regeenin Lab Inc 

Andersen Labs Inc 7-8 

Arenberg Ultrasonic Lab Inc 7 

Bliley Electric Co 3-7 

Burnell & Co Inc 5 

Coil Winders Inc 3-5-6 

Columbia Technical Corp 

1-2-3-4-5-6 

Cornell Dubilier Electric Corp § 

Corning Glass Works Electrical 
rods 

Dumont Allen Labs Inc 1 

ESC Corp 1-2-3-4-5-6 

Forbes and Wagner Inc 1-3-5 

General Radio Co 

Hermetic Seal Transformer Co 5 

IMC Magnetics Corp 

JFD Electronics Inc 3-5 

Marconis Wireless Telegraph Co 
d 


Lt 
Meridian Metalcraft Inc 9 
Millen James Mfg Co Inc 1-3 
Oxley Developments Co Ltd 2-3-5 
PCA Electronics Inc 3-4-5-6 
Portchester Instrument Cop 9 
Premier Instrument Corp 9 
Radio Industries Inc 5-6 
Sanders Assoc Inc 9 
Shallcross Mfg Co 1-3-4-5-6 
Sivers Lab 9 
Telechrome Mfg Corp 1 
pn ee omy | Corp § 
Uniwave Inc 
Valor Electronics Inc 2-5-6 
Waveline Inc 


DEMODULATORS 
1. Electronic 2. Magnetic 
Automatic Timing & Controls 


nc 
Can General Electric Co Ltd 
EE&TD 1 


Hoover Co Ltd The 1 
Jerrold Electronics Canada Ltd 1 
— Electric Co of Canada 


Northern Radio Mfg ~ Ltd 1 
RCA Victor Co Ltd 
Topping F V Bisccenies Ltd 1 


Hermetic Seal Transformer Co 1-2 

Hoover Electronics Co 1 

Industrial Control Co 1-2 

Jerrold Electronics Corp 1 

Muirhead & Co Ltd 1 

Rochar S A + someend 1 

Schaevitz oh 

Shallcross Mfg Co 2 

Standard Electronics Div Radio 
Engrg 1 

Stevens Arnold Inc 2 

Stromberg Carlson Co 1 

Torotel Inc 2 

Waltham Horological Corp 1 


DENSITOMETERS— 
Electronic 


Canadian Research Institute 


Evans Electroselenium Ltd 
Joyce Loebel & Co Ltd 
Photovolt 5 J 

Waters Co e 

Welch W Mfg Co 


DEPTH SQUNDERS 


Aviation Electric Ltd 

Canadian Marconi Co Comm 
Prods Div 

Can Westinghouse Co Ltd Elec 


iv 
Daystrom Ltd 
Edo Canada Ltd 
Foxboro Co Ltd The 
Pye Canada Ltd 
RCA Victor Co Ltd 
Raytheon Canada Ltd 


Bendix Aviation Corp AEL 
Edgerton Germeshausen & Grier 


nc 
Times Facsimile Corp 


DETECTORS (See also 
GAUGES, INDICATORS, 
METERS) 


1. Crystal 7. Intrusion 
2. Fire, . Leak, 

Electronic Vacuum 
3. Flaw & 


Electronic 
4. Flaw, 
Ultrasonic 
5. Gas 
6. Infrared 
Amalgamated Electric Corp Ltd 11 
Automatic Alarms & Signals Ltd 
Can General Electric Co Ltd 
EE&TD 8-11 
Canadian Research Institute 
9-10-11 
oo Radio Co of Canada Ltd 


By Soeseens Aircraft of Canada 
t 


Edo Canada Ltd 1 

Electronic Associates Ltd 3 

Electronics Corp of America Can 

Ericsson Telephone Sales of Can 
td 2-11 

Fisher Research Lab Ltd 9-10 

Honeywell Controls Ltd 2-11 

International Bus Machines Co 


Ltd 
Lenkurt Electric Co of Canada 
Ltd 1 


Magnachem Ltd 4 

Martin Engrg Inc 6-7-11 

McPhar Mfg Ltd 4 

Measurement Engrg Ltd 
2-7-9-10-11 

Philips Eiectronics Industries Ltd 


Plessey Co of Canada Ltd The 6 
Presentey Engrg el Ltd 11-12 
RCA Victor Co Ltd 1 

Raytheon Canada Ltd 5 
Rousseau Controls Ltd 2 

TMC Canada Ltd 12 

Vector Labs Inc rT 

Viditon Corp Ltd 8 

“_ Turbine Co of Canada Ltd 


e 12 
X-Ray & Radium Ltd 9 


Allied Radio Corp 1-12 

Arenberg Ultrasonic Lab Inc 4 

Associated Electrical Ind Ltd 
1-8-11 

Barnes ~~ yo} 

Beckman Inst Inc Process Inst 6-8 

Bird Electronic Corp 12 

Borg Warner Controls Div Borg 
Warner 12 

Branson Instruments Inc 3-4 

Budd Instruments Div 3-10 
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oa Technical Industries 


ambridge Instrument Co is 3 

Consolidated Vacuum Corp 8 

rest Instrument Co 4 
ns Inc 12 
Electro Prods Labs Inc 10 
Evans Electroselenium Ltd 11 
FXR Inc 1 
Goring Kerr Ltd 10 
Gow Mac Instrument Co § 
Hanovia Lamps 
Hewlett Packard Co 12 
Houston Instrument Corp § 
Hughes Aircraft Co 6 
Industrial Instruments Inc 5 


Legpa 3 

Meridian Metalcraft Inc 1 

Mervyn Instruments 5 

Microwave Associates Inc 1 

Narda Microwave Corp 1 

Perkin Elmer Corp 6 

Photovolt Corp 11 

Sargent EH & Co8 

Sierra Electronic Corp 8 

Sivers Lab 

Solartron Electronic Group Ltd 
The 3-12 


Sperry Products Inc 4 

lectro Industries Corp 6-12 
Veeco Vacuum Co; 

Viking Instruments Inc 3 
Waveline Inc 1-12 


DIAGNOSTIC EQUIP- 
MENT—Computer 
X-Ray & Radium Ltd 


Telechrome Mfg Corp 


DIALS—Instrument 


Aviation Electric Ltd 

Bach Simpson Ltd 

Diai & Instrument Finishers 
Hathaway Kraemer Ltd 

Oki & Willadsen Ltd 
Radelin Ltd 

X-Ray & Radium Ltd 


Bulgin A F & Co Ltd 
Circuit Instruments Inc 
Jackson Bros London Ltd 
Jan Hardware Mfg Co Inc 
Lerco Electronics Inc 
Metallics Inc 
Millen James _. - Inc 
Muirhead & Co L 
Natl Radio Co = 
North Shore Nameplate Diy 
Anodyne 
Pic Design Corp 
Waldom Electronics Inc 


DIFFERENTIALS 
Aviation Electric Ltd 

Helipot Div Beckman Insts Inc 
Marsland Engrg Co Ltd 


Dynamic Gear Co Inc 

Jan Hardware Mfg Co Inc 
Librascope Inc 

PIC Design Corp 

Reeves Instrument Corp 
Reflectone Corp 

Shalicross Mfg Co 

Sterling Precision Corp 
Superite Instrument Corp 
U S Gear Corp 

Vactric Control Equipment Ltd 


DIODES 


Can General Elec Co Elec Tube 
Sect 1-2-3-4 

Ferranti-Packard Electric Ltd 3-4 

Plessey Co of Canada Ltd The 


1-3-4 
RCA Victor Co Ltd 1-2-3-5 
Raytheon Canada Ltd 1-2-3-4 
Rogers Electronic Tubes & 
Components 1-3-4-5 
Sylvania Electric Canada Ltd 


Syntron Canada Ltd 3-4-5 
Taylor Leslie Min & Engrg Corp 
Ltd 1-3-4 


Associated Electrical Ind Ltd 1-3 

Automatic Mfg Div Gen Inst 
Corp 1 

Bogart Mfg Corp 

Bradley Semi oe Inc 3-4 

CBS Electronics Div of CBS Inc 

Clevite Transistor Prods 1-3 

Cornell Dubilier ong Fry 1 

Co Electro G 


Empire Devices Prods Corp 2 
Fairchild Semiconductor Corp 3 
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Felten & Guilleaume Fernmeldean- 
GmbH 


ier Corp 3-4-5 
Intl Telephone & Telegraph Corp 
Kone Electron Prods Inc 
1-2-3-4 


Matsushita Electric Corp of 
America 1 

Microwave Associates Inc 2-3 

=) ie Development Labs 


péctertie Overseas Corp 1-3-5 
arda ave 2 
North American Electronics Inc 

3-4-5 


Nucleonic Products Co Inc 1-3-4 
Pacific Semiconductors Inc og 
Radar Measurements Corp 2 
Rheem Semiconductor Corp 3-4-5 
Sarkes Tarzian Inc 3-4-5 
Semi Elements Inc 1-2-3-4-5 
Siemens & Halske A G 1-3-5 
Siemens Schuckertwerke A G 4 
Silicon Transistor Corp 3-5 
Texas Instruments Inc Semicon 
Div 2-3-4-5 


Transitron 7 Corp 1-3-4-5 
peas Sil Corp 


United Components Inc 3 
U S Semiconductor Prods Inc 


Waveline Inc 2 


DIPLEXERS—Microwave 


Airtron Canada Ltd 

Andrew Antenna Corr Ltd 
Collins Radio Co of Canada Ltd 
Raytheon Canada Ltd 

Sinclair Radio Labs Ltd 


Bomac Labs Inc 

Budelman Electronics Corp 
Dielectric Prods Engrg Co Inc 
General Electric Co Ltd The 
Kearfott Co Inc 

Meridian Metalcraft Inc 
Narda Microwave Corp 
Portchester Instrument Corp 
Premier Instrument Corp 
Sanders Assoc Inc 

Telerad Mfg Corp 

Waveline Inc 


DIRECTION FINDERS (See 
REC&IVERS, TRANS- 
MITTERS) 


DISCS—Recording 


1. Blank 
2. Pre-Recorded, Special Purpose 
Cook Records Canada 2 


Audio Devices Inc 1 
Morrison Recording Labs 2 
Reeves Soundcraft Corp 1 
Valentino Thomas J Inc 2 


DIVIDERS 
1. Frequency 
2. Power 

Bepco Canada Ltd 3 

Brown Boveri Canada Ltd 3 

Polytronics Co 3 

RCA Victor Co Ltd 1 

Tinsley Instruments Canada Ltd 3 

Topping F V Electronics Ltd 1 


3. Voltage 


Beckman Inst Inc Berkeley Div 1 
Bogart Mfg Corp 2 
Compees Precision Instrument Co 


Daven Co The 3 

Dielectric Prods Engrg Co Inc 1-2 
Dymec Inc 1 

Electro Scientific Indystries Inc 3 
Empire Devices Prods Corp 2 
Fluke John Mfg Co Inc 3 
Gertsch Prods Inc 1 

Grundig Verkaufs GmbH 1 
Hewlett Packard Co 1 

Julie Research Labs Inc 3 

Maury & Assoc Inc 2 

Meridian Metalcraft Inc 2 
Millivac Instruments 3 

Murihead & Co Ltd 3 

Painton & Co Ltd 3 

Rohde & Schwarz 1 

Shalicross Mfg Co 3 

Stromberg Carlson Co 1 

Varo Mfg Co Inc 1-2-3 


DOSIMETERS 
Brown Boveri my F td 
Computing ices of Canada Ltd 
Philips Electronics Industries Ltd 
Viditon Corp Ltd 
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Bendix Aviation cDCc 
Budd Instruments Div 
= Instruments Ltd 


Nuclear Corp of America Inc 

Radar Measurements 

Radiation Counter Labs Inc 

Radiation Instrument Dev Lab 
Rank aw he — 


Riggs N 

Scott Ppa and €o © Ltd 
Telechrome Mfg C y} 
Terminal Radio Intl Ltd 
Westinghouse Electric Intl Corp 


DRIVERS—Speaker 


Lansing James B Sound Inc 


Stromberg Carlson Co 
Vitavox Ltd 
Wharfedale Wireless Works Ltd 


DRIVES—Small Electric 
Drive Mechanisms 


Bepco Canada Ltd 
Found Bros Aviation Ltd 


Breeze Corporations Inc 
GC Electrocraft Co 
Globe industries Inc 
me eg A W Co The 

orden Div United Aircraft Corp 
ew Electrification Inc 
Waldom Electronics Inc 


DRYERS (See OVENS) 


DUCTS—Wiring 
BullDog Electric Prods Co Canada 


Ltd 
Electrovert Ltd 


Stahlin Bros Inc 
Taylor Electric Inc 


DUPLEXERS—Microwave 


Airtron Canada Ltd 

Andrew Antenna Corp Lid 

Brown Boveri Canada Ltd 

ip Sees Co Ltd Elec 

iv 

Lenkurt Electric Co of Canada 
Lid 

RCA Victor Co Ltd 

Raytheon Canada Ltd 

Sinclair Radio Labs Ltd 

Varian Associates of Canada Ltd 


Bogart Mfg Corp 
Budelman Electronics Corp 
Diamond Antenna & Microwave 


Corp 
Dielectric Prods Engrg Co Inc 
General Electric Co Ltd The 
Kearfott Co Inc 
Kennedy D S & Co 
Meridian Metalcraft Inc 
Microwave Associates Inc 
Microwave Development Labs Inc 
Narda Microwave Corp 
Portchester Instrument Corp 
Premier Instrument Corp 
Rohde & Schwarz 
Telerad Mfg Corp 
Uniwave Inc 
Waveline Inc 


DYNAMOMETERS 

Automatic Electric Canada Ltd 

Canadian Fairbanks Morse Co 
Ltd The us 

Can General Electric Co Ltd 
EE&TD 

Canadian Research Institute 

Found Bros Aviation Ltd 

Philips Electronics Industries Ltd 


Bendix Aviation Corp AEL 
Budd Instruments Div 
Datran Div Automation Industries 


nc 
Gilmore Industries Ltd 
Haag Streit A G 
Hickok Electrical Instrument Co 
Magtrol Inc 
Mess & Wiegetchnik GmbH 
Telectro Industries Corp 


DYNAMOTORS 

Aviation Electric Ltd 

Hoover Co Ltd The 

Leland Electric Co Ltd 
Plessey Co of Canada Ltd The 


Carter Motor Co 
Eicor Inc 

Electric Construction Co The 
Electric Specialty Co 

Sangamo Electronic Component 


Telechrome Mfg Corp 


TRONIC EQUIPMENT) 


ELECTRODES—High 
Frequency 


Induction Heating Corp 
Waters Corp The 


ELECTROMAGNETO- 
METERS 


Leeds & Northrup Canada Ltd 
McPhar Mfg Ltd 
Sharpe Instruments Lid 


ELECTROMETERS 
Canadian Research Institute 
Honeywell Controls Ltd 

Philips Electronics Industries Ltd 


Cambridge yr Co Lid 
nc 


Telectro Industries 
Victoreen Instrument 
Waters Corp 


ELEMENTS—Heating 


Canadian Armature Works Inc 

Canadian Chromalox Co Ltd 

Can General Electric Co Ltd 
EE&TD 


o The 


Carborundum Co The 
Electro Flex Heat Inc 
Isopad Ltd 


ESCUTCHEONS 

Brady W H Co of Canada Lid 
Brown Boveri Canada Lid 
Hathaway Kraemer Ltd 

Oki & Willadsen Lid 


Bulgin A F & Co Ltd 

G-C Electrocraft Co 

Jan Hardware Mfg Co Inc 

North Shore Nameplate Div 
Anodyne 

Rogan Bros 

US Radium Corp 


F 
FACSIMILE EQUIPMENT 


Can General Electric Co Lid 
E&TD 
Muirhead & Co Ltd 


Telectro Industries Corp 
Times Facsimile Corp 
Westrex Corp 


FANS (See BLOWERS) 


13. Needle 
Scratch 


20. Wave 
. Waveguide 


Airtron Canada Ltd 21 
Allen Bradley Canada Ltd 10-18 
Amphenol Canada Ltd 

1 10-17-18 
Amonets col Mfg Ltd 15 
Avionics Lt 
Bayly Engrg Ltd 2-3-7-8-10-14-15-20 
Beaconing & Prec Mat Co 


td 3 
Beama Engrg Ltd 1-18 
Benco Television Associates Lid 
1 


Brown Boveri Canada Lid 
1-2-3-8-10-12-18 
Can General Electric Co Ltd 
EEA&TD 5-1 
Collins Radio Co of Canada Ltd 
1-3-8-9-10-11-12 
Eclipse Electronics 
Edo Canada Ltd 3S ie-14-18- 19 
apewens Research & Dev Co 
Ltd 1 





Products and Services 


Ferritronics Ltd 2-3-8-10 

General Precision Industries Ltd 
1-2-3-5-7-8-10-14-15-18-19 

Jerrold — Canada Ltd 

Lenkurt Electric Co of Canada 
Ltd 2-3-5-7-8-10-12-20 

Micarta Fabricators Ltd 15 

Seen Sete Mfg Co Ltd 


Plessey Co of Canada Ltd The 
1-2-3-11 


Powertronic Equipment Ltd 10 

RCA Victor Co Ltd 1-2-3-4-5-7- 
8-10-11-12-13-14-18-21 

Rogers Electronic Tubes & 
Components 2-3-5-8-10 

Sinclair Radio Labs Ltd 1 

Smallwood S G Ltd 3-17 

Snelgrove C R Co Ltd 5 

TMC Canada Ltd 1-2-3-5-7-8-10 

Topping F V Electronics Ltd 
1-2-3-8-10 

Triad Instruments & Controls Ltd 
3-8-10 


he ee Electronics Guelph Ltd 


Watkins Electronics Ltd 3-17 
Wind Turbine Co of Canada Ltd 
The 1-2-3-8-9-10 


Airtronics International Corp 7 

Aladdin Electronics Inc 10 

Allison Labs 2-3-8-1 

Alto Scientific Co Inc 18 

American Electronics Co 

-2-3-8-10 

Applied Research Inc 1-3-4-18 

Audio Development Co 2-3-8-10 

Automatic Telephone & Electric 
Co Ltd 3-8-1 

Belling & Lee Ltd 15 

Bird Electronic Corp 1-2-3-8-10-18 

Bliley Electric Co 5 

Bogart Mfg Corp 2-3-8-10 

Bruel & Kjaer A/S 19 

Budelman Electronics Corp 

c= & Co Inc 1-2-5- ae ie-14- 


Carad Corp 3-8-10 
‘ Coil Winders Inc 1-2-3-7-8-10-15-18 
Cornell Dubilier Electric Corp 
8-10-15-21 


Cossor Instruments Ltd 8-17 

Daven Co The 12 

Diamond Antenna & Microwave 
Corp 

Dielectric Prods Engrg Co Inc 
1-2-3-4-8-10-12-14-18-19-21 

Dymec Inc 10 

Dytronics Co 3 

ESC Corp 2-3-8-10-14 

Electrodyne Corp 3-7-8-10-13-19 

Entron Inc 1-2-3-4-7-8-10-15-17-18 

Freed Transformer Co Inc 
2-3-7-8-10 

Frequency Standards Ltd 
3-4-8-10-12-21 

Garrett Corp The 15 

General Electric Co Ltd The 2-10 

General Radio Co 2-4-8-10 

Gray Mfg Co 7-13 

Hermetic Seal Transformer Co 
2-3-5-7-8-10-14-20 

Hewlett Packard Co 10 

Hughes Aircraft Co 5 

Jerrold Electronics Corp 
2-3-7-8-10-17-18-19 

Kearfott Co Inc 12-21 

Kennedy D S & Co ary 10-12 

Keystone Products Co 3-10 

Krohn ite Export Corp 

MB Electronics Div of Textron 3 

ee Assoc Inc 2-3-4-8- 

Meridian Metalcraft Inc 
1-2-3-8-10-12-14-21 

Microlab 1-3-4-8-10-12-18 

Microwave Associates Inc 
2-3-10-12 

Microwave Development Labs 
Inc 12 

Miller J W Co 15 

Missouri Research Labs Inc 19 

Muirhead & Co Ltd 1 

Murata Mfg Co Ltd 11 

Narda Microwave Corp — 

Neill R W Co Inc 2-3-7-8-10 

Nems Clarke Co 1-8 

Perkin Engrg Corp 10 

Polarad Ye Corp 

Portchester Instrument Corp 
2-3-4-8-10-12-19-21 

Premier Instrument Corp 2-3-4-8- 
10-12-19-21 

Radar Design Corp 12 

Radio Industries Inc 15 

Rohde & Schwarz 1-9-18 

SKL Instruments 1-2-3-7-8-10-17- 
18-19 
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San own Electric Mfg Co 
2-3-8-10-14 
Sanders Assoc Inc 12 


: ——— a. 
1 


Sales 2-3-7-8- 
Savoy Electronics Inc 15 
Semi Elements Inc 5-12 
Siemens & Halske A G 3-8-10-19 
Sivers Lab 1-12-20-21 
Standard Electronics Co 15 
Stromberg Carlson Co 2-3-7-8-10 
Telechrome Mfg —. 8-10-17 
Telecomputing Corp 2-3-8-10 
Telectro Industries Corp 
1-2-3-7-8-10-12 
Telectrosonic Corp 3-7-8-10-13 
Telonic Engineering Corp 
1-2-3-4-8-10-19 
Telonic Industries Inc 3-4-8-10-19 
Terminal Radio Intl Ltd 5 
Thordarson Meissner 1-3-15 
Torotel Inc 2-3-7-8-10 
Uniwave Inc 7 
Varo Mfg Co 
2-3-7-8-10-11- ia 19 
vege aes Mfg Corp 
Wandel & Goltermann 8-10-19 
Waveline Inc 12-2 
Wharfedale Wireless Works Ltd 
3-8-10 


White Instrument Labs 2-3-8-10-14 
Whiteley Electrical Radio Co Ltd 
2-3-17-19 


FLANGES—Waveguide 


De Mornay Bonardi 
Dielectric Prods Engrg Co Inc 
General Electric Co Ltd The 
Kearfott Co Inc 

Narda Microwave Corp 
Portchester Instrument Corp 
Premier Instrument Corp 
Sivers Lab 

Waveline Inc 


FLUOROMETERS, FLUX- 
METERS (See METERS) 


FORKS—Tuning, Elec- 
trically Driven 


Ferritronics Ltd 
Tinsley Instruments Canada Ltd 


Cambridge Instrument Co Ltd 
Delta-F Inc 

General Radio Co 

Hathaway Instruments Inc 
Muirhead & Co Lid 

Security Devices Lab 

Varo Mfg Co Inc 

Walkirt Co The 


FORMS (Without flanges) 
(See also BOBBINS) 
1. Ceramic 3. Plastic 
2. Paper 
Amphenol Canada Ltd 3 
Centralab Canada Ltd 1 
Continental Diamond Fibre of 
Can Ltd 2-3 
~ woe Fibre Co of Canada Ltd 


Oki & Willadsen Ltd 3 
Smith S & Sons Canada Ltd 1 
Sogttes Fibre of Canada Ltd 


Alite Div US Stoneware Co 1 
Bray George & Co Ltd 
Grayhill Inc 

Henry & Thomas Ltd 1 

Natl Radio Co Inc 1 
Paramount Paper Tube Corp 2 
Sparta Mfg Co 

Steward D M Mfg Col 
Synthane Corp 3 

Telectro Industries Corp 1 
Waters Mfg Inc 1-2 


FURNACES (For electronic 
component production) 
(See also OVENS) 


1. Electric 3. High 
2. Gas Fired Frequency 
4. Vacuum 


’ Engelhard Industries of Canada 
Ltd 1-2 


Ferro Enamels Canada Ltd 1-2 
— Electronics Industries Ltd 


Polytronics Co 1 

Sola-Basic Products Ltd 1 
Thermovolt Instruments Ltd 1-3-4 
Viditon Corp Ltd 1-4 


Consolidated Vacuum Corp 4 


Induction Heating Corp 3 
Kahle Engrg Co 4 

NRC Equipment Corp 4 

Nash and Thompson Ltd 4 
Radio Heaters Ltd 3 

Ruhstradt 1-3-4 

Siemens Schuckertwerke A G 1 


FUSES 
mene Y- | Electric Prods Co Canada 
d 


t 
Can General Eleciric Co Ltd 
EE&TD 


Electronic Components Ltd 
English Electric Canada 
Federal Pacific Electric of Canada 
Great Lakes Elec Specialties Lid 
— Electric Co of Canada 

A : 


Belling & Lee Ltd 

Bergen Labs 

Bulgin A F & Co Ltd 

Bussman Mfg Div McGraw 
Edison Co 

Littelfuse Inc 

Royal Electric Corp 

Stromberg Carlson Co ~ 

Trico Fuse Mfg Co 


G 
GALVANOMETERS 


Aviation Electric Ltd 

Bach Simpson Ltd 

Canadian Research Institute 
Daystrom Ltd 

Honeywell Controls Ltd 

Leeds & Northrup Canada Ltd 
Philips Electronics Industries Ltd 
Polytronics Co 

Tinsley Instruments Canada Ltd 


Cambridge Instrument Co Ltd 
Century Electronics & Instruments 
Dobbie McInnes Electronics Ltd 
Epsco Worcester 

Evans Electroselenium Ltd 
Fluke John Mfg Co Inc 
Hartmann & Braun A G 
Hathaway Instruments Inc 
Hewlett Packard Co 

Hickok Electrical Instrument Co 
Howell Instrument Co 

Kin Tel 

Lange Dr B 

Norma 

Offner Electronics 

Radiometer 

Sanborn Co 

Sensitive Research Instrument 


Corp 
Shallcross Mfg Co 
Siemens & Halske A G 
Sullivan H W Ltd 
Waters Corp The 


' GASES—Nitrogen & Rare 


Linde Co 


GAUGES (See also 
DETECTORS, INDICA- 
TORS, METERS) 


- Beta 9. Pressure, 
. Comparator Electronic 
- Dimension, 10. Spring 
Photoelectric Checking, 
. Dispiace- Electronic 
ment Meas- Strain 
uring (Gauge only) 
. Fuel, Thickness, 
Electronic Electronic 
6. Gamma Thickness, 
7. Inspecton, Ultrasonic 
Electronic . Vacuum 
8. Ionization 
Aviation Electric Ltd 5-9-14 
Bailey Meter Co Ltd 5-9-14 
Barber Colman of Canada Ltd 11 
Can General Electric Co Ltd 
EE&TD 7-12 
om Scientific Co of Canada 
Ltd 


Daystrom Ltd 3-9-12-14 

Edwards High Vacuum Canada 
Ltd 8-9-14 

Electronic Associates Ltd 1-6 

Ferranti-Packard Electric Ltd 


Fischer & Porter Canada Ltd 14 
General Electric X-Ray Corp Ltd 


Magnachem Ltd 6-7-13 

McPhar Mfg Ltd 7-13 

Measurement ry €, Ltd 
1-2-3-4-5-6-7-8-9-12-14 

Philips Electronics Industries Ltd 
1-8-9-11-12-14 


Smith S R Sons Canada Ltd 
§-7-9-11-13-14 

Taylor aon Cos of Canada 
Ltd 9-14 

Thermovolt Instruments Ltd 9-14 

Vector Labs Inc 3-7 

Viditon Corp Ltd 8-14 


Arenberg Ultrasonic Lab Inc 13 

Associated Electrical Ind Ltd 8 

Avo Ltd 1-6 

Baldwin Lima Hamilton Corp 11 

Baty J & Co Ltd 2-4 

Bendix Aviation Corp CDC 9-11 

Borg Warner Controls Div Borg 
Warner 9 

Branson Instruments Inc 7-12-13 

Bristol Co The 9-14 

Budd Instruments Div 6-11-12 

Bytrex Corp 11 

Cambridge Instrument Co Ltd 2-9 

Century Electronics & Instruments 


il 
Cleveland Instrument Co 7 
Consolidated Vacuum Corp 8-14 
Coulter Industrial Sales Co 4 
Crest Instrument Co 6-7-13 
_—— Div Automation Industries 
nc 
Dawe Instruments Ltd 12-13 
Deuta Werke GmbH 7 
Dielectric Prods Engrg Co Inc 9 
Drello Ing P Drewell 9 
Ekco Electronics Ltd 6-12 
Electric Eye Equipment Co 12 
Epsco Inc 11 
Falk M 1-6-8 
Fielden oie pee 7-9-14 
Garrett Corp 
General Radio Co 
Gilmore Industries Ltd 4-5-9-11 
Haag Streit A G 7 
Haydon A W Co The 7 
Industrial Control Co 11 
Industrial Test Equipment Co 2 
Kistler Instruments Co Inc 9 
Kroeplin H C GmbH 2 
Mercury Electronics 11 
NRC Equipment Corp 14 
Norden Div United Aircraft 


Corp 9 
Nuclear Corp of America Inc 
1-6-8 


Nuclear Measurements Corp 1-6 

Peekel Lab For Electronics 11 

Radiation Instrument Dev Lab 1-6 

Riggs Nucleonic Corp 1-6 

Sanborn Co 4 

Scott James and Co Ltd 2-4-7 

Sheffield Corp 12 

Sierra Electronic Corp 14 

Solartron Electronic Group Ltd 
he 5-11 

Sperry Products Inc 13 

Statham Instruments Inc 11 

Technical Measurement Corp 1-6 

Telechrome Mfg Corp 1-4-6-9-15-16 

Telectro Industries Corp 9 

Tinius Olsen Testing Machine Co 


11 

US Gauge Div Amer Machine & 
Metals 14 

Wayne Kerr Labs Ltd 4 


GEARS—Precision 


Aviation Electric Ltd 

Beaconing Opt & Prec Mat Co 
Ltd 

Helipot Div Beckman Insts Inc 

Marsland Engrg Co Ltd 

Sido Ltd 

Thermovolt Instruments Ltd 


Beaver Gear Works Inc 
Dynamic Gear Co Inc 

Elgin Micronics 

Industrial Tectronics Inc 

PIC Design Corp 

Reeves Instrument Corp 
Sterling Precision Corp 
Superite Instrument Corp 

US Gear Corp 

Vactric Control Equipment Ltd 


GENERATORS—Power 


1. Engine 3. Motor 
Drivea Driven 

2. Hand Driven 4. Wind Driven 

. oma Electric Corp Ltd 


Atlas Polar Co Ltd 1 
Automatic Electric Canada Ltd 


Aviation Electric Ltd 1-3 

Brown Boveri Canada Ltd 3 

Canadian Fairbanks Morse Co 
Ltd The 1-3 

Canadian Lister Blackstone Ltd 1 

De Havilland Aircraft of Canada 


Ltd 1 
Electric Products Co Ltd 1 
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English Electric Canada 1-3 
Leland Electric oe Ltd 1-3 

Lucas Rotax Ltd 

Mechron ont. “prods Ltd1 
Meredith Co Ltd 1 

Plessey Co of ass Ltd The 3-4 


American Electronics Inc 3 

Bendix Aviation Corp AEL 1 

Diehl Mfg Co 3 

Eicor Inc 2-3 

Electric Construction Co The 1-3 

Electric Specialty Co 3 

Garrett Corp The 

Inet Div Leach Corp 1-3 

Kato Engr; 

Katolight Corp 3 

Kohler Co 1 

Motor Generator Corp 1-3 

Muirhead & Co Ltd 3 

Pelapone Engines Ltd 1 

Reeves Instrument Corp 3 

Sangamo Electronic Component 
Sales 3 

Siemens Schuckertwerke A G 1-3 

Spivey James S Inc 1 

Stromberg Carlson Co 2 

Telectro Industries Corp 1-3 

US Motors Corp 1-3 

Vactric Control Equipment Ltd 3 

Varo Mfg Co Inc 1-3 


GENERATORS—Signal 


1. Audio 10. Single 
Sideband 


Frequency 

2. AM 11. Square Wave 
AM-FM 12. Sweeping 
He . om } tn 

armon - 

Microwave ing 

7. Noise 14. UHF or 

VHF 


8. Picture 
Signal 15. Ultrasonic 
9%. Pulse 16. Waveform 
Canadian Admiral Corp Ltd 8 
Can Sead ae Co Ltd 
EE&TD 
Canadian ‘ Co Comm 
Prods Div 1-2-3-4-11-12-14 
Canadian Marconi Co Telecomm 
Dept 6-7 
Canadian Motorola Electronics 
Ltd 4 


Canadian Research Institute 1-2-15 

Daystrom Ltd 1-2-4-10-12 

Ferranti-Packard Electric Ltd 
6-7-9-11-16 

Ones Precision Industries Ltd 


5. 
Jerrold Electronics Canada Ltd 12 
Leland Electric Co Ltd 6 
Lenkurt Electric Co of Canada 

Ltd 1-5 
Measurement Engrg Ltd 1-2 
ror Electronics Industries Ltd 

-2-4-9-11-12-14 
RCA Victor Co Ltd 8-12-14 
Smith S & Sons Canada Ltd 15 
Stark Electronic Instruments Ltd 
1-2-3-4-13-14 
TMC Canada Ltd 1-5-7-10 
Transonic Ltd 15 


Advance Components Ltd 
1-2-3-4-6-9-11-12-14-16 

Airborne Instrument Lab Inc 7 

Allied Radio Corp 1-2-4 

Alto Scientific Co Inc 9-11 

Arenberg Ultrasonic Lab Inc 9-15 

Avo Ltd 2-3 

Beckman Inst Inc Berkeley Div 9 

Boonton Radio Corp 2-3-4-12 

Borg Warner Controls Div Borg 
Warner 2-3-9 

Bruel & Kjaer A/S 1 

Burr Brown Research Corp 1-11 

> Corp Electronic Tube 


Clough Brengle Co 1-2-3-4 

Communication Measurements 
Lab Inc 1 

Cubic Corp 16 

Decca Radar Ltd 6-9-12 

Donner Scientific Co 1-11-16 

Dumont Allen B Labs Inc 9 

Dymec Inc 1-6 

EH Research Labs Inc 9 

EMI Electronics Ltd 13 

Edgerton Germeshausen & Grier 
Inc 9 

Electronic Instrument Co Inc 
1-2-11-12-13 

Electronic Measurements Corp 
1-2-3-4-11-12-14 

Electronics International Co 1 

Empire Devices Prods Corp 7 

Exact —y Inc 11-16 

FXR Inc 6 

Ferrotran Electronics Co Inc 7 

Flow Corp 

General Communications Co 6 

General Radio Co 1-2-7-9-11-12-14 

Genisco Inc 12 

Hatfield Instruments Ltd 1 

— Packard Co 
1-2-4-5-6-7-9-11-12-14-15-16 


Hickok Electrical Instrument Co 
1-2-3-4-8-11-12-13-14 

Industrial Test Equipment Co 1 

— Electrical Instrument Co 


1-12 
Jerrold Electronics Corp 4-12 
Kay Electric Co 3-5-7-9-12-13-14 
Knight Electronics Corp 1-12-13 
Krohn Hite Export Corp 1 
Laboratory For Electronics Inc 6 
Lavoie Labs Inc 9-11-12 
Librascope Inc 16 
Lumatron Electronics Inc 9 
MB Electronics Div of Textron 1-7 
Marconis Wireless Telegraph Co 
Ltd 10-12-16 


Massa 15 
Matsushita Electric Corp of 
America 8-12-13 
Measurements Div pel 
Edison Co 2-4-9-11-14 
Missouri Research Labs Inc 9 
Motorola Overseas Corp 4 
Muirhead & Co Ltd,1-2 
Nagard Ltd 9 
Narda Ultrasonics Corp 15 
Natl Ultrasonic Corp 15 
Nems Clarke Co 6-11 
Paco Electronics Co Inc 1-3 
Polarad Electronics Corp 6-7-9 
rere ne Co Inc 


Racal Engrg Ltd 10 

Rank Cintel Lta 9-12 

Ribet Desjardins 1-2-3-4-9-11-12-14 

Rochar S A Electronique 11 

Rohde & Schwarz 1-2-3-4-5-6-7-8- 
9-11-12-13-14 

Rutherford prestesatce Co 9 

Schomandi K . §-6-14 

Scott H H Inc 7 

Scott James and Co Ltd 7 

Servomex Controls Ltd 1-7-9-11-16 

Shallcross Mfg Co 1 

Siemens & Haiske A G 1-2-12 

Sierra Electronic Corp 14 

Sivers Lab 6 

Solartron Electronic Group Ltd 
The 1-9-11-16 

Southwestern Industrial Elec- 
tronics 

Stelma Inc 9 

Stromberg Carlson Co 1 

Tektronix Inc 9-11-16 

Tel eeromest Electronic Corp 


Telechrome Mfg Corp 6-7-8-13- 
14-16 


Telectro Industries Corp 2-4-6-9-10 

Telerad Mfg Corp 6 

Telonic Engineering Corp 
5-6-9-12-14 


Telonic Industries Inc 1-9-14 
Trad Electronics Corp 2-14 
be <- Electrical Instrument Co 


1 
Van Norman Industries Inc 
4-6-12- 


Varo Mfg Co Inc 1 

Venner Electronics Ltd 9 
Victoreen Instrument Co The 9 
Waltham Horological Corp 3-4 
Wandel & Goltermann 1-2-6-7-14 
Waveforms Inc 1 

Waveline Inc 6-7 

Wayne Kerr Labs Ltd 1-5-6-9-11-16 
Weinschel Engrg & Mfg Corp 6-11 
Winston Electronics 13 


GEOPHYSICAL 
APPARATUS 


Canadian Applied Research Ltd 
Canadian Research Institute 
Edo Canada Ltd 

Fisher Research Lab Ltd 
Hunting Associates Ltd 

Kelk George Ltd 

McPhar Mfg Ltd 


Associated Research Inc 

Century Electronics & Instruments 
Evershed & Vignoles Ltd 

Falk M 


Nash and Thompson Ltd 
Nuclear Corp of America Inc 
Solartron Electronic Group Ltd 


The 
Telectro Industries Cor 
i Instruments Inc Indus Inst 
iv 
Ultra Violet Prods Inc 
Zeiss Aerotopograph GmbH 


GYROSCOPES 


Aviation Electric Ltd 
tiny Packard Electric Ltd 
Smith S & Sons Canada Ltd 


Fairchild Controls Corp 
Greenleaf Mfg Co 

Gyro Stabilizer Co: 

Iron Fireman Mfg 

Norden Div United Aircraft Corp 
Pacific Scientific Co 
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HARDWARE & FINDINGS 
(See page 102) 


HARNESSES-—Wire 


Addison Industries Ltd 

Amcan Electrical Harness Ltd 

Amphenol Canada Ltd 

Autotronics Control 

Tee Opt & Prec Mat Co 
t 

Electronic Controls Ltd 

Electrovert Ltd 

Etlin H B Co Ltd 

Fleck Mfg Ltd 

Marsland Engrg Co Ltd 

Measurement Engrg Ltd 

National Sound Services Ltd 

Plessey Co of Canada Ltd The 

Stark Electronic Instruments Ltd 

TMC Canada Ltd 


Electric Auto Lite Co 
Electropac 

G-C Electrocraft Co 

Gore & Associates Inc W L 
Insuloid Mfg Co Ltd 
Reliance Cords & Cables Ltd 


HEADERS 


Amphenol Canada Ltd 
Quality Hermetics Ltd 


Constantin L L & Co 

Cossor Instruments Ltd 

Electrical Industries Div of 
Philips 

General Hermetic Sealing Corp 

Hermetic Pacific Corp 

Hermetic Seal Corp 


HEADPHONES & 
HEADSETS 


Automatic Electric - Ltd 
Campbell Mfg Co L 
Can General lectric “Co Ltd 


TD 
= Telephone Sales of Can 
t 


Measurement Engrg Ltd 
Northern Electric Co Ltd 
Sharpe Instruments Ltd 
TMC Canada Ltd 


Amplivox Exports Ltd 
Audiotex Mfg Co 

Brown S G Ltd 

Cossor Instruments Ltd 
Danavox A/ 

Federal Electronic Sales 
Hose McCann Telephone Co Inc 
Koss Inc 

Multitone Electric Co Ltd 
Security Devices Lab 
Smith Herman H Inc 
Stromberg Carlson Co 
Telephone Mfg Co Ltd 
Telex Labs Inc 

Trimm Inc 


HEADS—Recording 
1. Dise 3. Magnetic 
2. Magnetic 
Disc 4. Magnetic 
Tape 
Canadian Astatic Ltd 1 


Ferranti-Packard Electric Ltd 3-4 
Viditon Corp Ltd 4 


Bogen Presto 4 
at * ee Transistor Western Corp 


Inet Div Leach Corp 4 

Librascope Inc 

Matsushita Electric Corp of 
America 4 

Nortronics Co Inc 4-5 

Potter Instrument Co Inc 4 

Rek-O-Kut Co 1 

Robins Industries Corp 4 

Shure Bros Inc 4 

Solartron Electronic Group Ltd 
The 4 

Sonotone Corp 4 

Telectro Industries Corp 4 

Telectrosonic Corp 1 

Truvox Ltd 4 

Viking of Minneapolis Inc 4 


HEARING AIDS 

Zenith Radio Corp of Canada Ltd 

Audio Equipment Co Inc 

Matsushita Electric Corp of 
America 


Multitone Electric Co Ltd 
Stromberg Carlson Co 


HEATERS—Electronic 
2. Dielectric 
3. Induction 


Brown Boveri Canada Ltd 1-2-3 

Canadian Chromalox Co Ltd 1 

Can General Electric Co Ltd 
EE&TD 3 


Canadian Research Institute 2-3 
Nichols R H Ltd 2 
Philips Electronics Industries Ltd 


Rotronic Corp Ltd 1 


Associated Electrical Ind Ltd 2-3 
Elstein Werk 1 

Induction Heating Corp 1-2-3 
Radio Frequency Co Inc 2-3 
Radio Heaters Ltd 1-2-3 

Sherman Industrial Electronics 2-3 
Siemens Schuckertwerke A G 3 
United Aircraft Prods Inc 1 


HOLDERS 


1. Crystal 
2. Diode 
Cambridge Thermionic of Canada 

Ltd 2 
Electronic Components Ltd 3 
as Lakes Elec Specialties Ltd 


3. Fuse 


Quality Hermetics Ltd 1-2 
Siemens Edison Swan Canada 


Ltd 1 
United Carr Fastener Co of Can 
Ltd 3 


Accurate Electronics Corp 3 

Aerolite Electronics Corp 1-2-3 

sy J Electronic Hardware Co 
nc 

Atlee Corp 1-2-3 

Augat Bros Inc 1-2-3 

Belling & Lee Ltd 3 

Birtcher Corp The 2 

Bulgin A F & Co Ltd 3 

Bussman Mfg Div McGraw 
Edison Co 3 

Connector Corp 3 

Delta-F Inc 1 

Diamond Antenna & Microwave 


Corp 1 
Eby Hagh H Co Inc 3 
Fuse Indicator Corp 3 
G-C Electrocraft Co 1 
Grayhill Inc 2 
Hermetic Pacific Corp 1-2 
Hermetic Seal Corp 1-2 
Intl Electronic Research Corp 2 
Jones M C Electronics Co Inc 1 
Lerco Electronics Inc 2 
Littelfuse Inc 3 
Mandex Mfg Co Inc 2 
Maury & Assoc Inc 1 
McMurdo Instrument Co The 1-2 
Microwave Associates Inc 1 
Microwave Development Labs 
Inc 1 
Narda Microwave Corp 1 
Natl Tel Tronics Corp 3 
Nems Clarke Co 1 
Permonite Mfg Co 1-3 
Sealtron Corp 1 
Sivers Lab 4 
Smith Herman H Inc 1-3 
Usines Jeanrenaud 1-3 
Walsco Electronics Mfg Co 3 


HORNS—Speaker Projector 


EV of Canada Ltd 
Fanon Electronics of Canada Ltd 


Altec Lansing Corp 
Atlas Sound Corp 
Crowell Designs 
Guest Prods Corp 
Racon Electric Co Inc 
Stromberg Carlson Co 


HORNS—Waveguide 


Airtron Canada Ltd 
Andrew Antenna Corp Ltd 
RCA Victor Co Ltd 


Bogart Mfg Corp 
Mornay Bonardi : 
Diamond Antenna & Microwave 


Corp 
Dielectric Prods Engrg Co Inc 
FXR Inc 

Frequency Standards Ltd 
General Electric Co Ltd The 
Kearfott Co Inc 

Kennedy D S & Co 

Meridian Metalcraft Inc 
Microwave Associates Inc 
Narda Microwave Corp 
Polarad Electronics Corp 
Portchester Instrument Corp 
Premier Instrument Corp 
Radar Design Corp 

Waveline Inc 


HOUSINGS (See AN- 
TENNA ACCESSORIES, 
CABINETS, CASES) 





Products and Services 


HYBRID JUNCTIONS— 
Microwave 
Airtron Canada Ltd 


Alford as Co 

Bomac Labs Inc 

De Mornay Bonardj 

Diamond Antenna & Microwave 


Corp 
Dielectric Prods Engrg Co Inc 
FXR Inc 


Kearfott Co Inc 

Maury & Assoc Inc 

Meridian Metalcraft Inc 
Microwave Associates Inc 
Microwave Development Labs Inc 
Narda Microwave Corp 
Portchester Instrument Corp 
Premier Instrument Corp 
Radar Measurements Corp 
Sanders Assoc Inc 

Waveline Inc 


HYDROPHONES 


Edo Canada Ltd 
—_— Electric -_ of Canada 





I 
IGNITION SYSTEMS— 
Electronic 


Aviation Electric Ltd 
Electronic Components Ltd 
Lucas-Rotax Ltd 

Plessey Co of Canada Ltd The 


INDICATORS (See also 
DETECTORS, GAUGES, 


14. Positioning 
15. Pulse 
Risetime 
16. Shorted Turn 
17. Specific 
Gravity 
18. Strain 
19. Surface 
20. T, ess 
. Lemperature 
21. Torque 


Autotronics Control 10 
Aviation Electric Ltd 1-6-10-11- 


Bach Simpson Ltd 1-11-16-20 

Bailey Meter Co Ltd 
$-6-10-14-17-20-22 

Barber Colman of Canada Ltd 
7-8-12-18-20 

marys Opt & Prec Mat Co 

Bristol Co of Canada Ltd The 

17-18-20-22-24-26-27 
Canadian Aviation Electronics 


t 

Canadian Fairbanks-Morse 
Ltd The 21 na 

Can ames Brciute Co Ltd 
EE&TD 

Canadian Fann al Institute 
11-13-16-20-22-23 

Central Scientific Co of Case 
entr: entific Co of Can 
Ltd 3-17-20 ree 


Davis Automatic Contr 
ef Controls Ltd 

Daystrom Ltd 8-10-11-12-14-17- 
18-20-22-24-26-27 

De Havilland Aircraft of Canada 
Ltd 20 


Electronic Associates Ltd 10-17 
Ferranti-Packard Electric Ltd 


14-; 
wees & Pes Porter Canada Ltd 


Fisher Scientific Co Ltd 5-22-24 

Found Bros Aviation Ltd 21 

Foxboro Co Ltd The 
3-5-6-8-10-14-17-18-25 

Garrett Mfg Ltd 14-20-26-27 

Honeywell Controls Ltd 3-5-8-10- 
11-12-17-18-20-22-23-24 

Loote & Northrup Canada Ltd 


Lenkurt Electric Co of Canada 
Ltd 10 


Meseeomest, Engrg Ltd 3-4-5-6- 
8-10-11-14- 526-5225 
Needco Cooling Semiconductors 


Ltd 8 
SO Fears Industries Ltd 


Polytronics Co 20-22 

Smith S & Sons Canada Ltd 
1-10-20 

Swiss Instruments Reg’d 7 

Taylor Instrument Cos of Canada 
Ltd 5-6-8-10-17-18-20-22-24- 

25-26-27 


Thermo Electric Canada Ltd 12-20 
Thermovolt Instruments Ltd 
5-6-8-10-12-17-18-20 
be ad Instruments Canada Ltd 
1 


Triad pee & Controls 
t 
— Electric Controls Can Ltd 


Vector Labs Inc 12-20-21-25 

Vibron Ltd 23 

Viditon Corp Ltd 10-20 

Wind Turbine Co of Canada Ltd 
The 1 


Aeronautical Communications 
Egpt Inc 26-27 

Allard Instrument Corp 4 

Antlab Inc 1-14 

Apex Scientific Co 24 

Associated Electrical Ind hea 20 

Associated Research Inc 1 

Autotronics Inc 21 

B&F Instruments Inc 18-21 

B&H Instrument Co Inc 12 

Baldwin Lima Hamilton Corp 

Barber Colman Co 7-12 

Barnes Development Co 12 

—- Inst Inc Berkeley Div 


Bendix Aviation Corp AEL 
8-26-27 


Boonton Electronics Corp 11 

Borg Eqpt br Div Amphenol 
Borg Ele 

Bristol Co ihe 5-6-8-12-17-18-20- 
22-24-26- 

British ibe Co Ltd The 20 

Bruel & Kjaer A/S 18-19-23 

Brush Instruments 19 

Budd Instruments Div 18-21-25 

Burgess Manning Co The 6 

California Technical Industries 1 

Cambridge Instrument Co Ltd 
8-20-23 

Century Electronics & Instruments 


Chicago Industrial Instrument Co 
16 


Cleveland Instrument Co 19 
Cc on eee Instrument Co 


Datran Div Automation Industries 
Inc 4-6-18-20-21- 

Deuta Werke GmbH 7-19 

Dielectric Prods Engrg Co Inc 8 

Dytronics Co 13 

EMI Electronics Ltd 5-8-23-25 

Electro Instruments Inc 4 

Electro Scientific Industries Inc 11 

Elima GmbH 

Elliott Bros London Ltd 25 

Ether Ltd 20 

Evans Electroselenium Ltd 5-22 

Fielden Electronics Ltd 6-10-20 

Fluke John Mfg Co Inc 12 

Freed Transformer Co Inc 11 

Garrett Corp The 14-20-26-27 

Gems Co Inc The 14 

Gertsch Prods Inc 11 

Gilmore Industries Ltd 
4-6-18-20-21- 

Haenni and Co A G 8-10 

Hallikainen Instruments 17-24 

Hartmann & Braun A G 
3-5-11-12-13-14-18-20 

_ Electrical Instrument Works 


Hy-Gain Antenna Prods 1 

Industrial Control Co 11-12-18 

Industrial Instruments Inc 5-8-10 

Industrial Test Equipment Co 11 

Instrument Mfg Corp of South 
Africa 

Jensen Condenser Prods Co Ltd 11 

Keithley Instrument Inc 5-11 

Kin Tel 4-11-12 

Laboratorium Dr Justus Rosen- 
hagen 3 

Lintronics Ltd 6 

Lumatron Electronics Inc 15 

MB Electronics Div of Textron 


Machinery Electrification Inc 10 
Magnetic Instruments Co Inc 20 
Millivac as 11 

Milman Engr ac 

Muirhead & Co fea 14 

Nash and Thompson Ltd 7-16 


Natl Instrument Labs Inc 6 
Nems Clarke Co 13 

Neuberger Joseph 11 

— Diy United Aircraft Corp 


Norma 13 

Opad Electric Co 13 

Owen Labs inc 11-18 

Polarad Electronics Corp 24 

Precision Thermometer & 
Instrument 8-17 

Rank Cintel Ltd 4 

Rochar S A Electronique 6 

Rohde & Schwarz 12-23 

Ruge Arthur C Inc 20 

Sanborn Co 6-10-18-20-24-25 

Scott James and Co Ltd 10 

Shalicross Mfg Co 11 

Shaw Moisture Meters 3-8 

Siemens & Halske A G 10-11-12-13 

= a Instrument Co 

t 


Sigma Instrument Co Ltd 17 

Sivers Lab 11-12-16 

Smith Florence Inc 

Solartron Electronic nine Ltd 
The 4-18 


Statham Instruments Inc 18 

Taylor Taylor & Hobson Ltd 19 

Telechrome Mfg Corp 4-14-18 

Texas Electronics Inc 8-20-26-27 

Texas Instruments Inc Indus Inst 
Div 4-6-20 

— Olsen Testing Machine Co 
1 


Titan Intl Corp 9 

Trio Labs Inc 11 

US Gauge Div Amer Machine & 
Metals 7-20 

Wandel & Goltermann 16 

Wayne Kerr Labs Ltd 5-20-23 

Wells Industries Corp 8 

West Instrument Corp 20 

Westronics Inc 12-18-20-21 

Wilson Mechanical Instrument 


Div 7 
Zwick & CoK G7 


INDUCTORS—Variable 


1. Decade 3. Saturable 
2. Mechanical Reactors 
Operation 
Barber Colman of Canada Ltd 3 
Bayly Engrg Ltd 3 
Se Aircraft of Canada 
3 


Edo Canada Ltd 3 

Electric Products Co Ltd 3 
Electronic Controls Ltd 3 

Garrett Mfg Ltd 3 

Hammond Mfg Co Ltd 3 
Polytronics Co 3 

Sola Basic Products Ltd 3 
Tinsley Instruments Canada Lid 1 


Arnold Magnetics Corp 1-2-3 
Burnell & Co Inc 2 

Coil Winders Inc 3 

Danbridge A/S 1 

Electro Scientific zy Inc 1 
Fidelity Instrument C 

Freed Transformer Co 4 1 
Garrett Corp The 3 

General Radio Co 1 

Hartmann & Braun A G 1 
Hermetic Seal Transformer Co 3 
Iilumitronic Engrg 2 

Industrial Transformer Corp 2-3 
Johnson E F 2 

Superior Electric Co The 2 
Telecomputing Corp 3 

Torotel Inc 1-3 

Varo Mfg Co Inc 3 

West Instrument Corp 3 


INSTRUMENT PARTS— 
Precision 


Aviation Electric Ltd 

Barber Colman of Canada Ltd 

Can en Electric Co Ltd 
E 


Canadian Research Institute 
Daystrom Ltd 

Dial & Instrument Finishers 
Honeywell Controls Ltd 
Muirhead Instruments Ltd 
Smith S & Sons Canada Ltd 
Thermovolt Instruments Ltd 
X-Ray & Radium Ltd 


Electro Mechanisms Ltd 
Golay Buchel 

Millivac Instruments 

Muirhead & Co Ltd 

Norden Div United Aircraft Corp 
PIC Design Corp 

Rohde & Schwarz 

Siemens & Halske A G 


INSTRUMENTS (See DE- 


RECORDERS, etc.) 


INSULATION MA- 
TERIALS & PARTS 
(See page 104) 


INSULATORS (See also 
ANTENNA 


Bach Simpson Ltd 8 
Continental Diamond Fibre of 
Can Ltd § 

a emeen Industries of Canada Ltd 
Roses Poctast Electric Ltd 2 

ki & Willadsen Ltd § 
Plessey Co of Canada Ltd The 2 
Quality Hermetics Ltd 2-3-6 
Rotronic Corp Ltd 2-3-6 
Siemens Edison Swan Canada Ltd 


3-6 
Smith S & Sons Canada Ltd 2-8 
Thermo Electric Canada Ltd 8 


Aerolite Electronics Corp 6-7 

Alite Div US Stoneware Co 2-8 

Amatom Electronic Hardware Co 
Inc 3-6-7 

Federal Screw Prods Inc 6 

G-C Electrocraft Co 2-3-6-7-9 

Garlock Inc 

Harwin Engineers Ltd 3-6 

Hermetic Pacific Corp 2-3-6 

ae Seal Corp 23-6 


8 
Insulators Ltd 3-6 
Jackson Bros onien Ltd 2-3-6 
Johnson E F Co 3-6 
KLG Sparking Plu 4, 4e, 2-3 
Lapp Insulator Co 
Lerco Electronics bas f Pr 
— Industries Components Div 


Lundey Assoc Inc 2-3-6 

Millen James Mfg Co Inc 2-6 

Mueller Electric Co 7 

Natl Radio Co Inc 2-3-6 

Oxley Developments Co Ltd 
2-3-6-7 


Premax Prods 6 

Quarzkeramik GmbH 4 

Saxton Prods Inc 2 

Sealectro Cor, be 

Shamban W Co 3-6 

Smith Herman hi = 2-3-6-7 
Taurus Corp 

Usines leosenend 3-6-7 
Walsco Electronics Mfg Co 3-6 


INTEGRATORS—Electronic 


Aviation Electric Ltd 

Central Dynamics Ltd 
Ferranti-Packard Electric Lid 
Honeywell Controls Ltd 


Antlab Inc 

Danbridge A/S 

Instron Engrg Corp 

Instrument Hovehepesent Labs 
Servomex Controls Ltd 


INTERCOMMUNICATION 
SYSTEMS 
1, Annunciators 3. Sound 
General Powered 


Amalgamated Electric Con. Ltd 2 
Audio Vox Intercom Inc 1-2 
Automatic Electric Canada Ltd 2 
Beama Engrg Ltd 

Canadian Communication Systems 


Can General Electric Co Lid 
EE&TD 2 


Canadian Marconi Co Comm 
Prods Div 2 

Daystrom Ltd 2 

EMI-Cossor Electronics Ltd 2 

Electrical Mfg Co Ltd 1 

Electrolabs 2-3 


Electro Vox Intercom Inc 1-2 
Engineered Sound Systems Ltd 2 
— - Telephone Sales of Can 
t 
Executone Communication 
Systems Ltd 1-2 
Fanon Electronics of Canada 


Ltd2 
Fischer & Porter Canada Ltd 1 
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Hackbusch Electronics Ltd 1-2 
International Systcoms Ltd 2 
Kitchener Electronic Industries 


td 
Martin g Incl 
McCurdy Radio Industries Ltd 2 
Measurement Engrg Lid 1-3 
Milltronics Ltd 1 
National Sound Services Ltd 2 
Nichols R H Ltd 
Northern Electric Co Ltd 1-2 
Peffer Sound Systems Ltd 1-2 
—e Electronics Industries Ltd 


RCA Victor Co Ltd 1-2-3 
a Swan Canada 


ne be F V Electronics Ltd 1 


Allied Radio Corp 

Auth Electric Cot ine 4 

Automatic Telephone y Electric 
Co Ltd 2 

Autophone Ltd 2 

Centrum 1-2 

Control or! 

Couch S H Inc 1 

Designers For Industry Inc 2 

Dukane Corp 1-2-3 

Etelco Ltd 2 

Hasler A G 2 

——- Switchboard & Supply 


Knight Electronics Corp 2 
a Etablissements 

Lake Mfg Co Inc 2 
Matsushita Electric Corp of 

America 2-3 
Max Egon Becker 1 
Motorola Overseas Corp 2 
Multitone Co Ltd 1-2 
Neill R W Co Inc 2 
Secode Corp 1 
Security Devices Lab 1 
Sound Craft Systems 2 
Standard Electric Time Co 1 
Stromberg Carlson Co 2 
Talk-A-Phone Co 1-3 
Telectro Industries Corp 2 
Telephone Mfg Co Ltd 2-3 
Terminal Radio Intl Ltd 3 
ber yn Mfg Co 2 
Waugh Engrg Co 1 
Webster Electric Co 1-2-3 


INVENTORYING 
SYSTEMS 

Ferranti-Packard Electric Ltd 

Measurement Engrg Ltd 


INVERTERS (See 
CONVERTERS) 


ION TRAPS (See 
MAGNETS) 


IRONS-Soldering 
(See TOOLS) 


ISOLATORS—Ferrite 


Airtron Canada Ltd 
Indiana Steel Prods Co of Canada 


Ltd 
Raytheon Canada Ltd 


Hughes Aircraft Co 

Kearfott Co Inc 

Microwave Associates Inc 
—— Electronic Tube Co 


ISOTOPES 


Atomic Energy of Canada Ltd 
Radelin Ltd 
X-Ray & Radium Ltd 


Budd Instruments Div 
US Radium Corp 


J 


JACK PANEL ASSEM- 
BLIES (See PANELS) 


JACKS 

pee eg dy - Electric Canada Ltd 
ay 

Caden Teieente- More Co 
Ltd The 

Ce Gapeeet Electric Co Ltd 

— Telephone Sales of Can 

t 
—_— Electric Co of Canada 


Lt 
National Sound Services Ltd 
Northern Electric Co Ltd 
Powertronic Equipment Ltd 
Raytheon Canada Ltd 
Sido Ltd 


Siemens Edison Swan Canada 
Ltd 


TMC Canada Ltd 
—_ Carr Fastener Co of Can 
t 


Aerolite Electronics Corp 
Amatom Electronic Hardware Co 


nc 
Audio Development Co 
Belling & Lee Ltd 
Bulgin A F & Co Ltd 
Eby Hugh H Co Inc 
Electronic Components Corp 
Federal Electronic _— 

G trocraft 

General Radio a 


Keyswitch Co The 
Nat! Tel Tronics Corp 
Nems Clarke Co 
Schouboe Firma Tage 
Sealectro Corp 
Stromberg Carlson Co 
Switchcraft Inc 
Taurus Corp 

saese Tits Co Ltd 


Lb ‘Circuit Controls 
Waltham Horological Corp 


JOINTS—Rotary, Microwave 
Marsland Engrg Co Ltd 


De Mornay Bonardi 
Diamond Antenna & Microwave 


Corp 
Dielectric Prods Engrg Co Inc 
General Electric Co Ltd The 
Kennedy D S & Co 
Maury & Assoc Inc 
Meridian Metalcraft Inc 
Microwave Associates Inc 
Portchester Instrument Corp 
Premier Instrument Corp 
Sivers Lab 
Telectro Industries Corp 


JUMPERS—Bonding 
—— Marine Prods of Canada 
t 


Alcon Metal Prods Inc 


K 


KEYERS—Frequency Shift 


Collins Radio Co of Canada Ltd 
— Electric Co of Canada 
t 

Measurement Engrg Ltd 

Northern Radio Mfg Co Ltd 

Plessey Co of Canada Ltd The 

RCA Victor Co Ltd 

Standard Telephones & Cables 
Mfg Co 

Topping F V Electronics Ltd 


=~ on Wireless Telegraph Co 


Radio Frequency Labs Inc 
Spivey James S Inc 

Stelma Inc 

Telectro Industries Corp 
Westrex Corp 


KEYS & CODING 
EQUIPMENT 


Automatic Electric Canada Ltd 
Canadian Geloso Electronics Ltd 
Ericsson Telephone Sales of Can 


td 
Hackbusch Electronics Ltd 
Siemens Edison Swan Canada Ltd 


Johnson E F Co 
Nems Clarke Co 
Stromberg Carlson Co 
Telechrome Mfg Corp 
Telephone Mfg Co Ltd 


KNOBS 


Aviation Electric Ltd 
Consolidated Electronic Equip Co 


Dominion Auto Accessories Ltd 
Hathaway Kraemer Ltd 
Northern Electric Co Ltd 
Oki & Willadsen Ltd 

ad Co of Canoe Ltd The 
Raytheon Canada L 


Advance Components Ltd 
Amatom Electronic Hardware Co 


Inc 
Audiotex Mfg Co 
B AF & Co Ltd 
Colman Tool & Machine Co 
a. re Co The 
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General Radio Co 
Industrial Devices Inc 
Jan Hardware Mfg Co Inc 
Johnson E F Co 
Kurz Kasch Inc 
Lerco Electronics Inc 
Litton Industries Components Div 
Millen James Mfg Co Inc 
Missouri Research Labs Inc 
Muirhead & Co Ltd 
Natl Radio Co Inc 
PIC Design Corp 
Painton & Co Ltd 
Rogan Bros 
Smith Herman H Inc 
States Co The 
TV Development Corp 
Technology Instrument Corp 
ny hone Mfg Co Ltd 

adium Corp 
Usines Jeanrenaud 
Waldom Electronics Inc 
Wirepots Ltd 


L 


LAMINATES (See INSU- 
LATION MATERIALS 
& PARTS) 


LAMINATIONS— 
Transformer 
El-Met-Parts Ltd 


Magnetic & Electrical Alloys Ltd 
Magnetic Metals Co 


LAMP ASSEMBLIES— 
Dial, Pilot, etc. 


Aviation Electric Ltd 

Dial & Instrument Finishers 
Dominion Auto Accessories Ltd 
- Telephone Sales of Can 


t 
Leonard Electric Ltd 
Micarta Fabricators Ltd 
Oki & Willadsen Ltd 
United-Carr Fastener Co of Can 


Ltd 
X-Ray & Radium Ltd 


Aerolite Electronics Corp 
Amatom Electronic Hardware Co 


Inc 
Bulgin A F & Co Ltd 
C&K Components Inc 
Circon Component Co 
Control Switch Div Controls Co 
of America 
Dialight Co: 
Drake Mfg Co 
Eby Sales Co 
English Glass Co Ltd The 
Federal Screw Prods Inc 
G-C Electrocraft Co 
Hart Mfg Co The 
Hughey & Phillips Inc 
Johnson E F Co 
Marco Industries Co 
Master Specialties Co 
Permonite Mfg Co 
Smith Herman H Inc 
Stromberg Carlson Co 
US Radium Corp 
Walsco Electronics Mfg Co 


LAMPS 
etc.) 


2. Infrared 
Burgess Battery Co 1 
Can Westinghouse Co Ltd Lamp 
Div 1-2-3 
Dial & Instrument Finishers 1 
aioe Telephone Sales of Can 
ti 


Oki & Willadsen Ltd 1 
P&S Wiring Dev Div Renfrew 


Elect 1-3 
Philips Electronics Industries Ltd 
Verd-A-Ray Electronic Prods Inc 
X-Ray & Radium Ltd 1 


Aecrolux it Corp 2-3-4 
Automatic Telephone & Electric 
Co Ltd I 
AF & Co Ltd 1-3 
Com 


ts Inc 1-3 
Works 1-3 


ponent Co 
Control Switch Div Controls Co 
of Am 1-3 
Dialight Corp 1-3 
Drake Mfg 1 
Federal i Ve Inc 1 
Hudson Lamp Co 
Industrial Devices Inc 13 
Johnson E ol 
Matsushita Electric Corp of 
America 1-2 


3. Neon 
4. Stroboscopic 
Source 


Stromberg Carlson Co 1 
Tung Sol Electric Inc 1-3 
Vitality Bulbs Ltd 1 


LEADS—Test 
Bach Simpson Ltd 


Aerolite Electronics Corp 

a Electronic Hardware Co 
nc 

Associated Engrg Corp 

Belden Mfg Co 

G-C Electrocraft Co 

Keystone Electronics Corp 

Smith Herman H Inc 

Switchcraft Inc 


LENSES (See also ANTEN- 
NA ACCESSORIES) 
1. Infrared 2. Optical 
Beaconing Opt & Prec Mat Co 
Ltd 12 
Can General Electric Co Ltd 


EE& 
Sinclair Radio Labs Ltd 1 


Barbier Benard & Turenne 2 

Barnes En; prpestas 1 

Beck R rear 

Dumont Ailes . we Inc 2 

Emel Establishment 2 

English Glass Co Ltd The 2 

Hughes Aircraft Co 1 

mr Wireless Telegraph Co 
t 


Perkin Elmer Corp 1 

Semi Elements Inc 1 

Taylor Taylor & Hobson Ltd 2 
ar Marketing Corp 2 


LIE DETECTORS— 
Electronic 
Canadian Research Institute 


Associated Research Inc 
LIMITERS—Surge 
Wuerth Tube Saver Corp 


LINES—Slotted 


California Technical Industries 

De Mornay Bonardi 

Diamond Antenna & Microwave 
Corp 

Dielectric Prods Engrg Co Inc 

Hewlett Packard Co 

Kearfott Co Inc 

Microwave Associates Inc 

Narda Microwave Corp 

Radar Measurements Corp 

Sivers Lab 

Wandel & Goltermann 


LOCATORS—Cable & Line 
Fault 


Leeds & Northrup Canada Ltd 


Associated Research Inc 
Cambridge Instrument Co Ltd 
Fruengel Dr Ing Frank GmbH 
Norma 

Sierra Electronic Corp 


LOCKS 
1. Dial 


oY ¥ Electronic Hardware 


Jan Hardware Mfg Co Inc Py 
Keystone Electronics Corp 1 

Lerco Electronics Inc 1-2 e 
Litton Industries Components Div 


1-2 
Millen James Mig > Inc 1-2 
Natl Radio Co Inc 2 
Smith Herman H Inc 1-2 
LOUVRES—V entilating 
Can Westinghouse Co Sturtevant 
Div 
Glosta Mfg Co Ltd 
Premier Metal Housings Ltd 
St John’s Metal Si Co 


Amco Enrg Co 
Technique Assoc Inc 


M 


2. Shaft 


MACHINES 








Products and Services 


19. Record Mfg. 

20. Semicon- 
ductor Mfg. 

21. Shock Test- 


ing 
22. Soldering 
. Sorting 
24. Transcribing 
25. Tube Mfg. . 
26. — & 


atigue 
Assembly Testing 

Avery Adhesive Label Corp Can 

Ltd 16 


Aviation Electric Ltd 1-2-4 
I} Opt & Prec Mat Co 
ti 


Brady W H Co of Canada Ltd 16 

Canadian Fairbanks-Morse Co 
Ltd The 1-2-9-13-16 

Canadian Liquid Air Co Ltd 9 

Canadian Research Institute 7-12 

Found Bros Aviation Ltd 22 

Leeds & Northrup Canada Ltd 20 

Lenkurt Electric Co of Canada 
Ltd 6 

Marking Prods Ltd 16 

Masson Seeley & Co Ltd 16 

eemepaees & Engravers Ltd 


New Hermes of Canada Ltd 12-16 
— Electronics Industries Ltd 


Polytronics Co 16-23 

Raytheon Canada Ltd 9-20 

Smith S & Sons Canada Ltd 25 

Strippit Tool & Machine Co 9 

Sylvania Electric Canada Ltd 20-25 

Templates Unlimited 2 

United Shoe Machinery Co of 
Can Ltd 18 

Vibron Ltd 1 

Viditon Corp Ltd 17 


AA Tools 2-13 

Anderson Bros Mfg Co 1 

Arnold Magnetics Corp 6 

Artos Engrg Co 9-18 

Associated American Wind 
Machinery 5 

Associated Electrical Ind Ltd 1 

Avo Ltd § 

Baldwin Lima Hamilton Corp 26 

Barry Controls Inc 21 

Boesch Mfg Co Inc 5-6 

Budd Instruments Div 26 

Coil Winding Equipment Co 5-6 

Consolidated Vacuum Corp 17-21 

Dawe Instruments Ltd 1-4-21 

Deuta Werke GmbH 1 

Dowling David Ltd 12 

EMI Electronics Ltd 1-4-21-26 

Electric Construction Co The 26 

Electro Devices Inc 6 

Electronic Products Div Post 
Mach Co 7 

Frys Metal Foundries Ltd 22 

Harvey Mfg 9 

Hickok Electrical Instrument Co 1 

HIL Corp 18 

Industrial Winding Machinery 

3-5-6 


Cop - 

Jan Hardware Mfg Co Inc 21 

Kahle Engrg Co 5-6-8-11-14-20-25 

Leesona Corp 5 

napoes Sect & Machine Builders 

Lewis Machine Co The 9 

Ling Electronics Corp 26 

Losenhausenwerk 1-26 

MB Electronics Div of Textron 26 

Mark Tex Corp 16 

Micafil Ltd 3-5-6 

Mico Instrument Co 6-12 

Micro Poise Engineering & Sales 1 

Preis H P Engraving Machine Co 
2-12-13-16 

Rejafix Ltd 16 

Rek-O-Kut Co 24 

Riehle Testing Machines 26 

Savoy Electronics Inc 8 

Scott James and Co Ltd 11 

Sealectro Corp 18 

Senior Tom 9 

Stevens Geo Mfg Co Inc 5-6 

Taylor Taylor & Hobson Ltd 12-16 

Technical Devices Co 13 

Telectrosonic Corp 10-24 

Telefunken 10-24 

— Olsen Testing Machine Co 


Universal Instruments Corp 
16-18-20 

Virginia Electronics Co Inc 22 

Wayne Kerr Labs Ltd 26 

Westline Prods Div 12-16 


MAGNETIC ANALYSIS 
EQUIPMENT 


Budd Instruments Div 
Radio Frequency Labs Inc 


Scott James and Co Ltd 
Sperry Products Inc 


MAGNETIZERS & DE- 
MAGNETIZERS 


Aviation Electric Ltd 
Canadian Fairbanks-Morse Co Ltd 


e 
Canadian Research Institute 
Indiana Steel Prods Co of Canada 

Li 


t 
National Sound Services Ltd 
Osborne Electric Co Ltd 
Polytronics Co 
Raytheon Canada Ltd 


Audio Devices Inc 

Fruengel Dr Ing Frank GmbH 
GC Electrocraft Co 
Magnasync Mfg Co 

Microtran Co Inc 

Radio Frequency Labs Inc 
Robins Industries Corp 

Sperry Products Inc 

Telectro Industries Corp 


MAGNETOMETERS 
Canadian Applied Research Ltd 


Newport Instruments Ltd 


MAGNETIC MATERIALS 


Canadian Stackpole Ltd 
Columbian Carbon Canada Ltd 
El-Met-Parts Ltd 

Hoskins Alloys of Canada Ltd 
Indiana Steel Prods Co of Canada 


Ltd ' 
Plessey Co of Canada Ltd The 


Kearfott Co Inc 
Magnetic Metals Co 
Mullard Overseas Ltd 
Steward D M Mfg Co 
Telcon Metals Ltd 
Williams C K & Co 


MAGNETS—Permanent 
(incl. ion traps, etc.) 

Allen Bradley Canada Ltd 

Can General Electric Co Ltd 
EE&TD 

Canadian Stackpole Ltd 

Hoskins Alloys of Canada Ltd 

— Steel Prods Co of Canada 

t 


Plessey Co of Canada Ltd The 
Rogers Electronic Tubes & 
Components 


Arnold Engrg Co The 
Crucible Steel Co of America 
Ferroxcube Corp of America 
Mullard Overseas Ltd 
Telectro Industries Corp 


MARKERS—Frequency, 
Microwave 


EMI-Cossor Electronics Ltd 
RCA Victor Co Ltd 


Electronic Instrument Co Inc 
Missile Systems Corp 
Missouri Research Labs Inc 
Telectro Industries Corp 
Telonic Engineering Corp 


MARKERS—Wire 


Brady W H Co of Canada Ltd 
Electrovert Ltd 

Hellermann Canada Ltd 
Marking Prods Ltd 


Critchley Bros Ltd 

GC Electrocraft Co 

Lake Chemical Co 

North Shore Nameplate Div 
Anodyne 

Westline Prods Div 


MASKS—Television 
Fidelity Instrument Corp 


MEDICAL ELECTRONIC 

EQUIPMENT 

1. Diathermy 
Equipment 
Electro- 
cardiographs 

. Electroence- 7. 
phalographs 

. Electro- 
myographs 

. Electro- 
plethysmo- 
graphs 


6. Electro- 
Shock 

Therapy 
Apparatus 
Electro- 
Surgical 
Apparatus 
8. Stimulators 


Canadian Research Institute 1-8 
— Electric X-Ray Corp Ltd 


Measurement Engrg Ltd 7-8 
Philco Corp of Canada Ltd 9 
Philips Electronics Industries Ltd 


Raytheon Canada Ltd 1 


Associated Electrical Ind Ltd 2-3 
Atlas Werke AG 2-3 

Atronic Prods Inc 8 

Birtcher Corp The 1-2-7 
Buckleys Uvral Ltd 8 
Cambridge Instrument Co Ltd 2 
Cossor Instruments Ltd 8 

Disa Electronik 4 

Epsco Worcester 2-3 

Garrett Corp The 7 

Hathaway Instruments Inc 2-3-4-5 
Kay Electric Co 2 

Multitone Electric Co Ltd 6-8 
Offner Electronics 

Rosemount Engrg Co 7 
Sanborn Co 

Sargent E H & Co 1-2-7 
Telechrome Mfg Corp 7-9 
Thompson J Langham Ltd 9 
Victoreen Instrument Co The 9 
Winston Electronics Ltd 9 


MEGAPHONES—Electronic 


Fanon Electronics of Canada Ltd 
Measurement Engrg Ltd 


Audio Equipment Co Inc 

Lawrence Inc 

Matsushita Electric Corp of 
America 

Motorola Overseas Corp 

Sound Craft Systems 

Talk-A-Phone Co 

Terminal Radio Intl Ltd 


MEMORIES—Computer 


Aircraft Marine Prods of Canada 
L 


td 
Can General Electric Co Ltd 
EE&TD 


Canadian Research Institute 
Ferranti-Packard Electric Ltd 
Plessey Co of Canada Ltd The 


Andersen Labs Inc ' 

Borg Warner Controls Div Borg 
Warner 

Computer Control Co Inc 

Di-An Controls Inc 

Epsco Inc 

Goring Kerr Ltd : 

Laboratory For Electronics Inc 

Radio Corp of America 

Telectro Industries Corp 


METEOROLOGICAL 
EQUIPMENT—Electronic 
Rotronic Corp Ltd 


Barnes Engineering 
Fruengel Dr Ing Frank GmbH 
instrument Mfg Corp of South 


Afri 
Lavoratorium Dr Justus Rosen- 
hagen 


METERS (See also ANAL- 
YSERS, BRIDGES, DE- 
TECTORS GAUGES, 

INDICATORS, etc.) 

Altimeters 21. Micro- 
Ammeters Microam- 
Ammeters, 
RF 22. 
Attenuation 
Audiometers 23. M 


Capacitance 
Contact 4. Milliohm- 
meters 


- Millivolt- 
meters 
Modulation 

7. Moisture, 
Electronic 

. Multimeters 

Noise 
. Ohmmeters 
. Fluorometers . Usmmeters, 
. FM Devia- Digital 

tion PH 
. Frequency, . Permeability 

Audio Phase Angle 
Photometers 
Power 
Factor 
Power Level 


. Q 
Radiometers 
Thermo- 
couple 


Se 2 BEEP YP 


— 


. 


Electronic 
‘lux 


Frequency, 
RF 


41. Voltmeters 
42. Voltmeters, 


43. Voltmeters, 
Electronic 
44. Vi 
45. Voltmeters, 
Slideback 
Aneignmates Electric Corp Ltd 


Andrew Antenna Corp Ltd 34 

Aviation Electric Ltd 2-11 

Bach ——— Ltd 1-2-3-10-20-23- 
24-25-26-28-30-39-41-43-46-47 

Bailey Meter Co Ltd 11-32-40 

Barber Colman of Canada Ltd 
2-23-25-32-40 

Bayly Engrg Ltd 43 

- © Television Associates Ltd 


Bepco Canada Ltd 2-36-41-47 

Bristol Co of Canada Ltd The 
2-8-11-27-40-41-47 ; 

Canadian Aviation Electronics Ltd 


Canadian Geloso Electronics Ltd 


Can General Electric Co Ltd EE& 
TD 2-3-10-14-16-20-21-23-36-47 
Canadian Marconi Co Comm 
Prods Div 14-16-25-27-29- 1-43 
Canadian Research Institute 
2-3-4-5-6-7-8-9-13-15-16-17-18-19- 
20-21-22-23-24-25-27-28-29-30-32- 
34-35-36-39-40-41-43-44-46-47 
Can Westinghouse Co Ltd Elec 


Div 37 
Central Scientific Co of Canada 
Ltd 27- 


Davis Automatic Controls Ltd 
2. 


32-40 

Daystrom Ltd 2-3-5-6-7-9-12-17-18- 
19-20-23-24-25-27-28-30-34-35-36- 
37- ~-41-43-46-47 

Edo Canada Ltd § 

English Electric Canada 2-36-41-47 

Federal Pacific Electric of Canada 
2-20-23-25-36-41-47 

Ferranti-Packard Electric Ltd 48 

Fischer & Porter Canada Ltd 
6-11-27-32 

Fisher Research Lab Ltd 25 

Fisher Scientific Co Ltd 32-35 

Found Bros Aviation Ltd 11-35 

Foxboro Co Ltd The 11-27-32-40 

General Precision Industries Ltd 
10-16 

Helipot ~ Beckman Insts Inc 
2-1 


Honeywell Controls Ltd 
11-23-25-32-40-47 

Indiana Steel Prods Co of Canada 
Ltd 12 

Jerrold Electronics Canada Ltd 10 

Leeds & Northrup Canada Ltd 
20-21-30-32-35. 

Lenkurt Electric Co of Canada 
Ltd 9-29 

Lucas-Rotax Ltd 2-43 

Measurement Engrg Ltd 7-15 

Northern Radio Mfg Co Ltd 


Philips Electronics Industries Ltd 
15-19-28-30-41 
Polytronics Co 19-30 
RCA Victor Co Ltd 6-9-15 
Smith S & Sons Canada Ltd 1-8 
on | mena Co of Canada 
td 


L 
Stark Electronic Instruments Ltd 
ay) ates 


30-41-43-46-4 
TMC Canada Ltd 15-16 
Taylor Instrument Cos of Canada 
Ltd 11-27-40 
Thermo Electric Canada Ltd 40 
Thermovolt Instruments Ltd 
11-23-24-25-27-28-30-37-40-41-47 
To pping F V Electronics Ltd 
ta 16-26 


Vector Labs Inc 8-16 
Verd-A-Ray Electronic Prods Inc 


Viditon Corp Ltd 
20-21-22-23-24-25-30-32-40-49 
X-Ray & Radium Ltd 50 


AEG 23-24 

Acker R Heidelberg 27 

Advance Components Ltd 
6-8-15-16- 43 

Ad-Yu Electronics Lab Inc 34 

Airborne Instrument Lab Inc 
15-29-37 


Allied Radio Corp 17-28-43 

Alto Instruments Great Britain 
Ltd ll 

Amos Exeter Ltd 37-41-43-47 

Amplifox Exports Ltd 5 

Anton Electronics 8-28 

Beak Paw Inc 2-7-20-21- 
22-23-24-25-30-40-41-43-46 
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Associated Research Inc 19-30 

Audio Instruments Co Ltd 26 

Austinlite Ltd 7 

Avo Ltd tay 

Baird Atomic Inc 35 

Ballantine Labs Inc 6-9-15-37-41-43 

Barnes Development Co 6-19 

Beckman Inst Inc Berkeley Div 
8-11-15-16-42 

Beckman Inst Inc Scientific Inst 

Beckman Inst Inc Systems Div 42 

Bird Electronic Corp 37-47 

Boesch Mfg Co Inc 33 

Boonton Electronics Co; 

Boonton Radio Corp 

Borg Warner Controls Div Borg 
Warner 

Boulton Paul Aircraft Co 28 

Bristol Co The 2-8-11-27-40-41-47 

British Physical ie > ae 
20-23-25-; 


Bruel & Kjaer A/S 243" 

Budd Instruments Div 

Budelman Electronics og A 16-47 

Burgess Manning Co The 1 

Burr Brown Research Aly 
4-25-37-41-43 


17-41 


Cpeeee ae Co Ltd 

2-3-6-12-15-23-25-32-40-41-47 

Camille Bauer Ltd 2-20-28-34-36 
40-41-47 


Chicago Industrial Instrument Co 
2-7-19-20-23-25-28-30-41-43-47 

Computer Measurements Corp 
15-16-34-39 


Cossor Instruments Ltd 6-9-27-29 
Cubic Corp 31-42 
Danbridge A/S 8-43 
= Insts Div Telecomputing 
orp 
oe Div Automation Industries 
nc 
Daven Co" The 43-46 
Dawe Instruments Ltd 27-29-35-37 
Decca Radar Ltd 48 
Dejur Amsco Corp 2-3-41 
Diamond Antenna & Microwave 


Corp 48 
Denner Scientific Co 49 
Dumont Allen B Labs Inc 14-15-16 
Dyna Empire Inc 12 
Dynatran Electronics Corp 20-23 
Dytronics Co 
EH Research Labs Inc 20-21-25 
EMI Electronics Ltd 5-9-27-35-46 
Electric Construction Co The 
~7-36-41-43 
Electric Eye Equipment Co 27 
Electro Instruments Inc 
6-24-25-28-31-39-42-43 
Electro Mechanical Instrument Co 
2-20-21-22-23-41 


Electronic Associates Inc 42 
Electronic Instrument Co Inc 


28-434 

Electronic Instruments Ltd 
3-6-19-22-24-25-28-30-32-43 

Electronic Measurements Corp 
6-9-28-30-4 1-43 

Elima GmbH 2-3-20-23-24-25-28- 
30-36-41-47 

nae Devices Prods Corp 
10-26-29 


Entron Inc 16 

Erie Instrumentation 15-16 

Evans Electroselenium Ltd 
18-20-23-25-35 


Evershed & Vignoles Ltd 
2-7-22-23- 1-47 

FXR Inc 37-47-48 

Falk M 50 

Fielden Electronics Ltd 6-11-27 

Fluke John a Co Inc 


4 
Franklin Electronics Inc 42 
Freed Transformer Co Inc 19-30 
Frequency ~~ +e Ltd 16-48 
Garrett Corp 
General Electric Co Ltd The 48 
General Hermetic Sealing Corp 


19-30 
General Radio Co 9-14-18-19-21- 
23-26-29-41-43 


Gertsch Prods Inc 14-16 
Gilmore Industries Ltd 11-40 
GmbH 2-3-7-9-15- 
25-28-30-34-35- 


1 
Haenni and Co A G 37 
Hartmann & Braun A G 2-3-7-9- 
12-15-19-20-23-24-25-28-30-32-34- 
36-40-41-44-47 


Hatfield Instruments Ltd 25 

Haydon A W Co The 8 

a Packard Co 8-9-15-16-20- 
-23-25-26-28-29-30-37-39-41-42- 


Hickok Electrical Instrument Co 
ee pater 
24-25-26-27-28-30-31-36-37-40-41- 


Hitachi Ltd 2-19-23 

Holt Instrument Co 40-41 

Hoyt Electrical Instrument Works 
2-9-20-23-25-40-41-46 


Ideal Precision Meter Co Inc 
2-3-9-20-23-25-40-41-46 


Industrial Control Co 25 
Industrial Test Equipment Co 


34-36 

Intl Instruments Inc 2-3-7-15-23- 
24-25-28-30-31-41 

Jackson Electrical Instrument Co 


Jennings Radio Mfg Corp 41 
Jensen Condenser Prods Co Ltd 
6-9-18- 


sonnet Electronics Corp 4-10 
Jones M C Electronics Co Inc 


7 

Kay Electric Co 29 
Keithley Instrument Inc 

2-19- 24-30-41 
Kin Tel 20-21-25-42-43 
Knick Dipl Ing Ulrich 19-21-32 
Knight Electronics Corp 
Lampkin Labs Inc 14-16-26 
Lange Dr B 32 
Lavoie Labs Inc 16-42 
Marconis Wireless Telegraph Co 

Ltd 46 


Matsushita Electric Corp of 
America 2-41 

Measurements Div McGraw 
Edison Co 10-17-29-43 

Megatron Ltd 18 

= A G 2-20-23-25-28-30- 


Metronix Inc 7-25-41-43 

Mico Instrument Co 48 

Microwave Associates Inc 16-48 

Millen James Mfg Co Inc 17 

Millivac Instruments 2-19-20-21-23- 
25-28-30-41-43 

Motorola Overseas Corp 
14-16-25-28-43 


Muirhead & Co Ltd 34 

Mullard Overseas Ltd 43 

a. Radio Ltd 9 

Nalder Bros & Thompson Lid 2-6- 
7-20-23-24- 34- 1-47 

Narda Microwave Corp 37-48 

Nash and Thompson Ltd 
11-15-19-20-30-41-43 

Natl Instrument Labs Inc 11 

Nems Clarke Co 10-14-34 

Neuberger a 2-3-9-20-23-25- 


Newport Instruments Ltd 12 
Non Linear Systems Inc 31-39-42 
Norma 2-18-19-20-23-24-25-28-30- 
41-47 
North Atlantic Industries Inc 34 
Nuclear Corp of America Inc 50 
Nuclear Measurements Corp 8 
Pace sheceioal Instruments Co 
Paco Electronics Co Inc 6-30-41-43 
Peekel Lab For Electronics 41 
Photovolt Corp 13-18-32-35 
Polarad Electronics Corp 10-48 
Precision A ey ao 48 
recision pps ‘o Inc 


Precision Radiation Instruments 

nc 

Premier Instrument Corp 48 

peas | Instrument Corp 30-43 

Quan Tech Labs 20 

Radar » tt Corp 47 

Radio Frequency Labs Inc 12 

Radiometer 17-19-32-38 

Rank Cintel Ltd 8-14-15-16 

Rochar S A Electronique 
9-11-15-16-37-42 

Rohde & Schwarz 6-10-14-15-16-20- 
22-23-24-25-26-29-34-36-38-41- 

7 


Sanwa Electric Instrument Works 
Ltd 2-19-20-21-22-23-24-25-28- 


1-46 

Schomandl K G 16 

Scott H H Inc 29 

Sensitive Research Instrument 
Corp 2-7-12-15-20-21-23-25- 
39-40-41-44-47 

Shallcross Mfg Co 4-6-12-19-20-22- 
24-30-41-46 


Shaw Moisture Meters 27 

Siemens & Halske A G 2-6-9- 
10-12-15-19-20-23-24-25-27-28-29- 
30-36-41-43-47 

Sierra Electronic Corp 41-47 

Sifam Electrical Instrument Co 

2-3-7-9-20-23-25-40-41-46 

Sivers Lab 4-16- 

Smith Florence Inc 25 
Solartron Electronic Group Ltd 
The $-9-30-31-34-40-41-42-43 

Southwestern Industrial Elec- 
tronics 

Spivey James S Inc 15-46 

Sterling Mfg Co 2-41 

oneest Aircraft Radio Co Inc 


Stromberg Carlson Co 30 
Sullivan Md W Ltd 20-22-25-30 
Systron cor 42 

Technical Measurement Corp 8 
Telechrome Mfg Corp 50 
Telectro Industries 2 2-10-16- 
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Titan Intl Corp 1 

Trio Labs Inc 

Triplett Electrical Instrument Co 
2-3-7-9-20-21-22-23-24-25-28-41- 
43-46-47 


Turner Ernest Electrical Instru- 
ments 2-20-23-24-25-41-44-46 

US Gauge Div Amer Machine & 
Metals i 

Varo Mfg Co Inc 15 

Venner Electronics Ltd 15-16 

Waldom Electronics Inc 3-23-41-46 

Waltham Horological Corp 39 

Wandel & Goltermann 4-5-9-14- 
29-34-37-39 


Waveforms Inc 43 

Waveline Inc 47-48 

Wayne Kerr Labs Ltd 29-43-47-48 
Weinschel recA & Mfg Corp 4 
Welch W M 

Westinghouse Electric Intl Corp 50 
Westport Electric 16 


MICROMETERS (See 
GAUGES) 


MICROPHONES 
1. Aircraft 
2. Carbon 
. Ceramic 
4. Condenser 
5. Crystal 
Campbell Mfg Co Ltd 2 
Canadian Astatic Ltd 2-3-5-6-8 
Canadian ue Electronics Ltd 


3-5-6- 
Can General Electric Co Ltd 
EE&TD 2-4-5-6-7-8-9 
as Motorola Electronics 
t 


Daystrom Ltd § 

EV of Canada Ltd 1-2-5-6-8 

Northern Electric Co Ltd 
2-3-4-5-6-9 


Siemens Edison Swan Canada 
Ltd 2 


t 
Viditon Corp Ltd 4 


Akustische U Kino Geraete GmbH 
4-6-8 


Amplivox Exports Ltd 1-2-7-8 

Audio Instruments Co Ltd 4 

Bruel & Kjaer A/S 4 

Budelman Electronics Corp 10 

Cosmocord Ltd 2-5 

Dyna Inc 9 

Electro Sonic Labs Inc 4-6-7-8-9-10 

Fen Tone Corp 2 9 

G-C Electrocraft Co 2-3-4-5-6-7 

General Radio Co 4-5 

Grampian Re oye Ltd 6 

—. rom 

Massa 3 

Matsushita Electric oop of 
America 2-5-6-7-10 

Motorola Overseas Corp 6 

Reslo Sound Ltd 6-7-9 

Shure Bros Inc 2-3-4-5-6-7-9 

Sonotone Corp 3 

Sony Radio Corp 4-10 

Stromberg Carlson Co 2-8 

Superscope Inc 4 

Talk-A-Phone Co 1-6-8-9 

Telectrosonic Corp 4-6-10 

Telex Labs Inc 1-2-5-6 

Titan Intl Corp 1 

Turner Co 2-3-5-6 


MICROSCOPES—Electron 


Associated Electrical Ind Ltd 
Barbier Benard & Turenne 

Aviation ry 
Siemens & Halske A 


MIRRORS—Special Purpose 


X-Ray & Radium Ltd 


Laboratorium Dr Justus Rosen- 
hagen 


IC Design Corp 


MISMATCHES—Microwave 
Airtron Canada Ltd 


Alford Mfg Co 
Diamond Antenna & Microwave 


o} 
FXR Inc 
General Electric Co Ltd The 
Hewlett Packard Co 
Microlab 
Missile Systems Corp 
Narda Microwave Corp 
Sivers Lab 


MIXERS—Microwave (See 
DIODES) 


MODULATORS 
1. Ferrite 

2. Infrared 

3. Magnetic 
Airtron Canada Lid 1 

De Havilland Aircraft of Canada 


Ltd 2 
Lenkurt Electric Co of Canada 
Lid 4 


4. Phase 
5. Pulse 


Carad Corp 3-5 

FXR Inc 

General Magnetics Inc 3 
General Radio Co § 

Hermetic Seal Transformer Co 


34-5 
Hughes Aircraft Co 2 
Industrial Control Co 4 
Kearfott Co Inc 1 
Levinthal Electronics Prods Inc 5 
Torotel Inc 3 
Varo Mfg Co Inc 4 
Weinschel Engrg & Mfg Corp § 


MONITORS 
1. AM or FM 


Transmitter 
: Modulation 
4. Neutron 
Flux 


Aviation Electric Ltd 5 

Can General Electric Co Ltd 
EE&TD 1-2-3-5-6-8 

Canadian Marconi Co Comm 
Prods Div 1- 

EMI-Cossor Electronics Ltd 8 

Electronic Associates Ltd 7 

Lenkurt Electric Co of Canada 


Lt 

McCurdy Radio Industries Ltd 1-8 

Northern Electric Co Ltd 8 

Northern Radio Mfg Co Ltd 1-2 

Presentey Enere — Ltd 1-3 

Pye Canada L’ 

RCA Victor Co Ltd 1-6-8 

Sylvania Electric Canada Lid 8 

TMC Canada Ltd 2-3 

Popping F V Electronics Ltd 1 
-Ray & Radium Ltd 7 

Avo Ltd 7 

Barnes Development Co 2-5 

Blonder Tongue Labs Inc 8 

Borg Warner Controls Div Borg 
Warner 7 

Camry Electronics & Instruments 

-8 


Conrac Inc 8 
Cossor Instruments Ltd 8 
Dumont Allen B Labs Inc 1-2-3-8 
EMI Electronics Ltd 1-8 
Ekco Electronics Ltd 4-7 
Electro Mechanical Research Inc 3 
Empire Devices Prods Corp 3 
Erie — 2 
Falk M 4-7 
Fruengel Dr Ing Frank oe 7 
General Precision Lab Inc 8 
General Radio Co 2-3 
Hewlett Packard Co 1-2-3 
H Aircraft & 
IDEA Inc 1 
Jones Electronics Co Inc M C 

1 


Kay ~ Co8 

Kin Tel 8 

s)he Telegraph Co 
Ltd 


Motorola Overseas Corp 2-8 
Nems Clarke Co 1-3-5 
Nuclear Corp of America Inc 4-7 
Nuclear Measurements Corp 7 
Polarad Electronics Corp 6 
Rank Cintel Ltd 2-7 
Nucleonic Corp 7 
Instruments 8 
| dt Lab 
wey James S Inc 2 
lechrome Mfg Corp La 
Telectro Industries Corp 3-8 
qari cutee 
Varo 
Victoreen Instrument Co The 4-7 
Westinghouse Electric Intl Corp 7 


MOTOR-GENERATOR 
SETS 


Exide Ind Div Elec Stor Battery 
Co 
Philips Electronics Industries Ltd 


American Electronics Inc 
Dielectric Prods Engrg Co Inc 
Electric Specialty Co 
IMC Magnetics Corp 
Katolight Co: 
Motor Generator rg 
Pelapone Ltd 
| J Com nts Inc 

ns Sch rtwerke A G 
Tan Tati i 
US Motors Corp 
Varo Mfg Co Inc 





Products and Services 


Alliance Div General Steel Wares 
Ltd 1-2-3 

Aviation Electric Ltd 1-2-4-5-6-9 

Bepco Canada Ltd 1-2-9 

Brown Boveri Canada Ltd 5-6-9 

Cee ae Co Ltd 


Can General Electric Co Ltd 
EE&TD 1-2-9 

Controls Co Canada Ltd 
ype 


Daystrom Ltd 5-8 
De a Aircraft of Canada 


Dominion Electrohome Industries 
Ltd 8 


t 
Dupar Canada Ltd 4-6-7-9-10 
English Electric Canada 1-2 
Helipot Div Beckman Insts Inc 5 
Hoover Co Ltd The 1-5-8 
Lucas-Rotax Ltd 1 
Monarch Radio Mfg Co 3 
Muirhead Instruments Ltd 5-7 
rae Electronics Industries Ltd 


Plessey Co of Canada Ltd The 3-5 

Robbins & Myers Co of Canada 
Ltd The, 1-2 

Smith S & Sons Canada Ltd 
1-4-5-6-7-8-9-10 


American Electronics Inc 1-2-5-7 

Atchley Raymond Inc 5 

Barber Colman Co 2-3-4-5-6-8-9-10 

Borg Eqpt Div Div Amphenol 
Borg Elec 1-8-9 

Bristol Motor Div Vocaline Co 
6-9-10 


California Computer Prods Inc 7 
Carter Motor Co 1-2 

Cramer Controls Corp 9-10 

Diehl Mfg Co 5 

Eicor Inc 1-8 

Electric Specialty Co 1-4-5-6-9 
Elgin Micronics 9-10 

Evershed & Vignoles Ltd 1-5-8 
Fidelity Instrument Corp 5-6 
Foredom Electric Co 1 

Garrett Corp The 1-4-5-8 

General Industries Co 1-3 

Globe Industries Inc 1-2-5-7-8-9-10 
Gorrell & Gorrell 10 

Haydon A W Co The 2-6-9-10 
Haydon Div General Tire Corp 10 
IMC Magnetics Corp 1-2-5-9 
Kolisman Instrument Corp 9 
Muirhead & Co Ltd 5-7-8-9-10 
Norden Div United Aircraft Corp 


5 
Photocircuits Corp 1-8 
— H P Engraving Machine Co 


Reeves Instrument Corp 5 
Rotating Components Inc 
1-2-5-7-8-9 


Siemens Schuckertwerke A G 1-9 

Superior Electric Co The 4-7-9 

Telectro Industries Corp 5 

Titan Intl Corp 5 

Universal Electric Co 1-8 

Vactric Control Equipment Ltd 
1-2-5-8-9 

Venner Electronics Ltd 10 


MOUNTINGS—Vibration & 
Shock 

Aviation Ulectric Ltd 

Canadian Fairbanks-Morse Co 
Ltd The 

— Fastener Co of Can 

t 

Vibron Ltd 

Barry Controls Inc 

G-C Electrocraft Co 

Johnson K W & Co Inc 

Lord Mfg Co 

MB Electronics Div of Textron 

Preis H P Engraving Machine Co 

Robinson Technical Products Inc 


MOUNTS—Antenna 


(See ANTENNA 
ACCESSORIES) 


MOUNTS 


1. Bolometer 2. Klystron 


Antlab Inc 2 
Barnes Engineering 1 
De Mornay Bonardi 2 


Diamond Antenna & Microwave 
Corp 1-2 

FXR Inc 1-2 

Meridian Metalcraft Inc 2 

Microwave Associates Inc 1 

Narda Microwave Corp 1-2 

Polarad Electronics Corp 2 

Sivers Lab 2 


MULTIMETERS (See 
METERS) 


MULTIPLEX SYSTEMS— 
Frequency or Time 
Division 

Amalgamated Electric Corp Ltd 

Bristol Co of Canada Ltd The 

Brown Boveri Canada Ltd 

Canadian Motorola Electronics 


td 
Etelco Canada Ltd 
— Electric Co of Canada 

t 
Northern Radio Mfg Co Ltd 
Siemens Edison Swan Canada Ltd 
TMC Canada Ltd 


Bristol Co The 

Electro Mechanical Research Inc 
Epsco Inc 

General Electric Co Ltd The 
Hoover Electronics Co 
Motorola Overseas Corp 
Murphy Radio Ltd 

Radio Frequency Labs Inc 
Security Devices Lab 
Siemens & Halske A G 


a 
Electronic 
Hy Frequency 
3. Magnetic 
Bach Simpson Ltd 4 
Daystrom Ltd 4 
os °F Bus Machines Co 
t 
RCA Victor Co Ltd 1-2 
Topping F V Electronics Ltd 2 


4. Meter 
5. Servo 


Beckman Inst Inc Berkeley Div 1 

Donner Scientific Co 1 

General Magnetics Inc 3 

General Radio Co 2 

Gertsch Prods Inc 2 

Hermetic Seal spoueigames Co 2-3 

Hewlett Packard Co 2 

Industrial Control Co § 

Industrial Test Equipment Co 1 

Maury & Assoc Inc 2 

Microwave Associates Inc 2 

Muirhead & Co Ltd § 

Rank Cintel Ltd 1 

Rohde & Schwarz 2 

Servomex Controls Ltd 5 

Shallcross Mfg Co 4 

Siemens & Halske A G 2 

Solartron Electronic Group Ltd 
The 1-5 

Telectro Industries Corp 5 

Telonic Engineering Corp 2 

Varo Mfg Co Inc 1-2-3-5 


MUSIC SYSTEMS (See 
SOUND SYSTEMS) 


N 
NEEDLES (See STYLI) 


NETWORKS (See also 
FILTERS) 


1. Crossover 2. Matching 
3. Phasing, 4. Pulse Form- 
Antenna ing 
— Marine Prods of Canada 
t 
Amphenol Canada Ltd 2-3 
Bayly Engrg Ltd 1-2 
3MI-Cossor Electronics Ltd 1 
Ferritronics Ltd 1-2-4 
Lenkurt Electric Co of Canada 
Ltd 2 
McCurdy Radio Industries Ltd 1 
Micarta Fabricators Ltd 4 
RCA Victor Co Ltd 1-2-3-4 
Topping F V Electronics Ltd 2 


Continental ay ay Mfg Co 3 

Corson Electric Mfg Corp 4 

Cornell Dubilier Electric Corp 4 

Dielectric Prods Engrg Co Inc 2-3 

Federal Electronic Sales 2 

General Electric Co Ltd The 
1-2-3-4 


Hermetic Seal Transformer Co 4 
Jerrold Electronics Corp 1 
Lansing James B Sound Inc 1 
Racon Electric Co Inc 1 


Reproducers & Amplifiers Ltd 1 
Telegraph Condenser Co Ltd 4 
Torotel Inc 2-4 

Varo Mfg Co Inc 1-2-4 

Vitavox Ltd 1 

Weinschel Engrg & Mfg Corp 2 
Wharfedale Wireless Works Ltd 1 
ba games Electrical Radio Co Ltd 


Oo 
OHMMETERS (See 
METERS) 


OPTICAL EQUIPMENT & 
SPECIALTIES 


Barbier Benard & Turenne 

Baty J & Co Ltd 

Beck R & J Ltd 

Nems Clarke Co 

Phoenix Precision Instrument Co 
Zeiss Aerotopograph GmbH 
Zoomar Marketing Corp 


OSCILLATORS (See also 
GENERATORS—Signal) 
1. Audio 6. RF, Crystal 
Controlled 


Frequency 
2. AF, Fixed 7. RF, Fixed 
Frequency 


Frequency 


3. AF, Fork 8. RF, 

Controlled 
4. Microwave 
5. Radio 


9. Ultra-Low 
Frequency 

10. Ultrasonic 
Frequency 

Canadian Geloso Electronics Ltd 


Can Gopeed Electric Co Ltd 
EE&TD 1-5 

Canadian Marconi Co Comm 
Prods Div 

Canadian Research Institute 
1-2-3-5-9-10 

Collins Radio Co of Canada Ltd 5 

Daystrom Ltd 1-5-7 

De Havilland Aircraft of Canada 


Ltd 1 

Edo Canada Ltd 1 

Ferranti Packard Electric Ltd 4-8 

General Precision Industries Ltd 
1-2-3-4-5-6-7-8-9 

Lenkurt Electric Co of Canada 
Ltd 1-6 


Measurement Engrg Ltd 1-2 

Northern Electric Co Ltd 1 

Philips Electronics Industries Ltd 1 

ai ccc Development Co 
t 


RCA Victor Co Ltd 4-5-6-7-8-9 
Smith S & Sons Canada Ltd 10 
Topas 5 V Electronics Ltd 


Airborne Instrument Lab Inc 4 

American Electronics Co 5 

Antlab Inc 2-3 

Arenberg Ultrasonic Lab Inc 8-10 

Associated Electrical Ind Ltd 2 

Bliley Electric Co 6 

Borg Warner Controls Div Borg 
Warner 5 

Bruel & Kjaer A/S 1 

Burr Brown Research Corp 1-10 

California Technical Industries 4 

Clough Brengle Co 1-5-7 

Communication Measurements 
Lab Inc 1 

Daven Co The 1 

Dawe Instruments Ltd 9 

Decca Radar Ltd 4-8 

Delta-F Inc 6 

Di-An Controls Inc 2 

Dobbie McInnes Electronics Ltd 9 

Donner Scientific Co 1-9-10 

EMI Electronics Ltd 6-8-9-10 

Eitel McCullough Inc 4 

Electronic Instrument Co Inc 1-5 

Electronic Measurements Corp 1-5 

Electronics International Co 1-2 

Exact Electronics Inc 9 

FXR Inc 4 

Freed Transformer Co Inc 10 

General Radio Co 1-4-5-6-7-8-9 

Hermetic Seal Transformer Co 


Hewlett Packard Co 1-4-5-9 
Hickok | ern Instrument Co 
Hoover Electronics Co 5 
Huggins Labs Inc 

= Test Equipment Co 
Kay Electric Co 4-5-6-8 

Knight Electronics Corp . 
Krohn Hite Export Corp 
Laboratory For heen Be Inc 4 
Lavoie Labs Inc 6 


Moemasie —t> em Corp of 


Menlo Park Engrg 4 
Microwave Associates Inc 4 
Muirhead & Co Ltd 1-3-9 
Narda Ultrasonics Corp 10 
Pitometer Log Corp 4 

Polarad Electronice Corp 4-5 
Portchester insteoment “< Corp 4 
Precision Apparatus Co Inc 1-6-7 
Premier Instrument Corp 4 
Racal Engrg Ltd 5 

Radio Frequency Labs Inc 1-2-3 
Radiometer 6 

Rohde & Schwarz 1-5 
Schomandl K G 4 

Security Devices Lab 1-3 


Solartron Electronic Group Ltd 
The 1-4 

Stelma Inc 5 

Stromberg Carlson Co 5-6-7 

Sullivan H W Ltd 1-2-3-5-6-7 

Tektronix Inc § 

Telonic Engineering Corp 5-6-7-8 
Trad Electronics Corp 5 

Varo Mfg Co Inc 1-2-3 

Venner ym eg ah Ltd 2 

Walkirt Co The 

Waltham fiovblosical Cup S48 

Wandel & Goltermann 1 

Waveforms Inc 1 

Wayne Kerr Labs Ltd 1-4 

Winston Electronics Ltd 1 


OSCILLOGRAPHS—Direct 
Writing 
1. Single 2. Multi- 
Element Element 
Canadian Research Institute 2 
Honeywell Controls Ltd 2 
X-Ray & Radium Ltd 1-2 


Bruel & Kjaer A/S 1 
Cambridge Instrument Co Ltd 2 
Century Electronics & Instruments 


Dobbie McInnes Electronics Ltd 1 
Epsco Worcester 1-2 

Hartmann & Braun A G 1-2 
Hathaway Instruments Inc 1-2 
Lange 

Massa 1-2 

Offner Electronics 1-2 

Radiation -" 1-2 

Sanborn 2 

Siemens & “Halske AG 1-2 


OSCILLOSCOPES— 
Cathode Ray 
1. General 
P 
3. Multi- 
Channel 
Bach Simpson Ltd 1-6 
Canadian Marconi Co Comm 
Prods Div 
Daystrom Ltd 1-4 
EMI-Cossor Electronics Ltd 1-4 
Measurement Energ Ltd 1-2-4 
& 


Northern Radio Mfg Co Ltd 1 
Phili vr Electronics Industries Ltd 
1 


RCA Victor Co Ltd 1 
oat Electronic Instruments Ltd 


Allied Radio Corp 1-6 

Analab Instrument Corp 1-3-4 

Associated Electrical Ind Ltd 4 

Automatic Telephone & Electrical 
Co Ltd 4 

Biophysical Electronics Inc 4 

as md Electronics & Instruments 


Cossor —yr sy Ltd 1-2-4-6 
He meg ae A/S 

Disa Electronik 3-4 
Dumont Allen B Labs Inc 1-3-4-6 
EMI Electronics Ltd 1-4-6 
Edgerton Germeshausen & Grier 


nc 
Electronic Measurements Corp 1 
Electronic Tube Corp 1- 

Hewlett Packard Co 1-3-4-6 
Hickok Electrical Instrument Co 


4-6 
Hughes Aircraft Co 6 
Jackson Electrical yl Col 
Knight Piectrontce Corp 1 
Lavoie Labs Inc 1 
Lumatron Electronics Inc 6 
Matsushita jee Corp of 
Millen oes Mfg Co Inc 1 
Mullard Overseas Ltd 1 
Neoare Ltd 1-6 
Paco Electronics Co Inc 1-6 
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-2-3-4-5-6 
Solartron Electronic Group Ltd 
The 1-3-4 


Spivey James S Inc 1 
rg Carlson Co 1-2-3-5 
1-3-4-6 


Terminal Radio Intl Ltd 1-46 
Trad Electronics Corp 7 
— Electrical Tonerement Co 


Wandel & Goltermann 6 


Waterman My yy Co Inc 14 


Waters Corp The 
OVENS—Component or 
Crystal 





Canadian Research Institute 1 
Cope Sateen Co  Canate 
Sesso Beene Conde Aa8 8 

Fisher Scientific Co Ltd 1 
Harris E Co Ltd 1 
Kitchener 

Ltd 3 
feet & Mosthenp Canada Las 8 
Sola-Basic Products Ltd 1 
Thermovolt Instruments Ltd 1 
Viditon Corp Ltd 1 


| edt FET 


| Development Corp 
US Dynamics Inc 1-2 


P 
PAGING SYSTEMS (See 





Gi 
1 


Canadian Pittsburgh Industries 
Ltd 1-2 

Harris E Co Ltd 1-2 

Reeves Soundcraft Corp 1 


as > oe Electric Canada Ltd 
Autotronics Comet 3 
Aviation Electric L' #2 
Bailey Meter Co Lid t 
Barber ney 4 Canada Ltd 1 
Bayly Eng: 
Beecous a iy 4 = Mat Co 
td 1- 
Bishop Sons & Co Ltd 1-2-3-4 
- an Communication Systems 
Can General Electric Co Ltd 
EE&TD 2-3 
Canadian —— =}, prope 1 
tral Dynamics Ltd 1-2-3-4 





1 
Martin Engrg Inc 
Measurement Engrg Lid 1-234 
a a Soe Came 


National Sound Services Ltd 2-4 

Northern Electric Co Ltd 2 

Northern Radio Mfg Co Ltd 2 

Oki & Willadsen Ltd 1-2-3-4 

P & S Wiring Dev Div Renfrew 
Elect 1-4 


Petro Automation Industries Ltd 1 
Polytronics Co 1 

Powertronic Equipment Ltd 1-2-4 
Premier Metal Housings Ltd 4 
Radelin Ltd 1 

St Johns Metal Stamping Co 3 
Siemens Edison Swan Canada Ltd 


24 
Strippit Tool & Machine Co 1-3-4 
Struthers y we Relays Div 


Trew 
TMC Canada Ltd 2 
bs pemenees Cos of Canada 


Thermo Electric Canada Ltd 1 
Thermovolt Instruments Ltd 1-2 
United-Carr Fastener Co of Can 


Ltd 
X-Ray & Radium Ltd 1 


Anis Betlspnent Co 2 
udio Development 
Bodnar Industries Inc 1 
Bud Radio Inc 4 
Dialight corp 1 

EMI Electronics Ltd 2-4 
G-C Electrocraft Co 2 
General Radio Co 2 


Imhof Alfred Ltd 1-4 
Kell Switchboard & Supply 


Co 
Muirhead & Co Ltd 1 
Neill R W Co Inc 4 
Nems Clarke Co 2 
Parkway Specialties Co 1 
Smith Herman H Inc 2 
Spivey James S Inc 2 
Stromberg Carlson Co 2-3-4 
Switchcraft Inc 2 
Talk-A-Phone Co 4 
Trimm Inc 2 
US Radium Corp 
Universal Circuit Contsets 1-2-4 


PAPER (See also INSULA- 
TION MATERIALS & 
PARTS) 

1. Facsimile 2. Recording 


Honeywell Controls Ltd 2 
Muirhead Instruments Ltd 1 
— Electronics Industries Ltd 





X-Ray & Radium Ltd 2 


Alfax Paper & Engrg Co 1-2 
Judson Bigelow Sales Co 2 
Massa 2 

Muirhead & Co Ltd 1 
Times Facsimile Corp 1 


‘PERFORATORS—Tape 


Smith-Corona Canada Ltd 


California Technical Industries 
Data Insts Div Telecomputing 


wiy R 
Tally Register Corp 


PHONOGRAPHS 


Addison Industries Ltd 

Arrow Electronics 

Canadian Admiral Corp Ltd 
Canadian Geloso Electronics Ltd 
so Electrohome Industries 
Electronic Enterprises Ltd 

Fanon yoy - Canada Ltd 
Monarch Radio M fg Co 

Philips Electronics Industries Ltd 
Sparton of Canada Ltd 


Dual Gebr Steidinger 

Fen Tone Corp 

— Electric Corp of 
aie Carlson Co 


PHOTOFLASH EQUIP- 
MENT—Electronic 


Braun of Canada 
Micarta Fabricators Ltd 


Dawe 

rton Germeshausen & Grier 
Fruengel Dr Frank GmbH 
General Radio bo 
Hickok Electrical Instrument Co 
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Matsushita Electric Corp of 
America 

Nems Clarke Co 

Turner Ernest Electrical Instru- 
ments 


PICKUP ARMS 


Canadian Astatic Ltd 

Canadian Geloso Electronics Ltd 
Dalyn Industries 

Seabreeze Mfg Ltd 


Audax Div of Rek-O-Kut Inc 

1 Empire Div Dyna Empire 
nc 

Birmingham Sound Reproducers 

Cosmocord Ltd 

Dyna Inc 

Electro Sonic Labs Inc 

Fairchild Recording Equipment 


Co 
Fen Tone Corp 
G-C Electrocraft Co 
Garrard En & Mfg Co Lt 
Goldring Mfg Co Gt ‘Britain Lita 


The 

Gray Mfg Co 

Lesa SPA 

Matsushita Electric Corp of 
America 

Pickering & Co Inc 

Rek-O-Kut Co 

Stromberg Carlson Co 


Sugden A R & Co Lid 
Weathers Industries 


PICKUPS—Audio 
1. Ceramic 4. Magnetic 
2. Crystal 5. Photoelectric 
3. Dynamic 

Aviation Electric Ltd 4 

Canadian Astatic Ltd 1-2 

Can General Elec Co Elec Tube 
Sect 4 

Daystrom Ltd 1-2-4 

EV of Canada Ltd 1 

Monarch Radio Mfg Co 2 

Plessey Co of Canada Ltd The 1 

Seabreeze Mfg Ltd 2 


Allied Radio Corp 4 

7 Empire Div Dyna Empire 
nc 

Birmingham Sound Reproducers 2 

CBS Electronics Div of CBS Inc 1 

Collaro Ltd 2 

Cosmocord Ltd 2 

Dual Gebr Steidinger 2-4 

Dyna Inc 4 

Electro Sonic Labs Inc 3-4 

Electroacoustic GmbH 1-4 

ay Recording Equipment 


Co 
Federal Electronic Sales 2 
Fen Tone con + so 
General Radio C 
ae my Mfg Co. et Britain Ltd 


Jensen ~~ Om Inc 1-2 

Lesa SPA 1-2 

Matsushita Electric Corp of 
America 

Pickering & Co bey 34 

Shure Bros Inc 1-2-4 , 

Sonotone Co yf. 

Sugden A R & Co Ltd 1-4 

Weathers Industries 1 


PILOT LIGHTS (See 
LAMPS, LAMP 
ASSEMBLIES) 


PLUGS (See also CONNEC- 
TORS, TERMINALS) 
1. Battery 3. Terminal 
2. Telephone 
Amalgamated Electric Corp Ltd 2 
Amphenol Canada Ltd 1-2-3 
Automatic Electric Canada Ltd 2 
Dominion Auto Accessories Ltd 3 
Ericsson Telephone Sales of Can 
Ltd 2-3 
Lenkurt Electric Co of Canada 
Ltd 3 


Marsland Eric & Co 3 

Northern Electric Co Ltd 2 

Oki & Willadsen Ltd 1-3 

Siemens Edison Swan Canada Ltd 


United-Carr Fastener Co of Can 
Ltd 2-3 


Aerolite Electronics Corp 1-3 
Alcon Metal Prods Inc 

Audio Development Co 3 
Bulgin A F & Co Ltd 1-2-3 
Connector Corp 1 

Eby Hugh H Co Inc 1 
Electronic Compenenss Corp 2 
G-C Electrocraft Co 1 

General Electric Co Ltd The 2 
Grayhill Inc 3 

Industrial Hardware Mfg Co Inc 1 


Ken Tron 2 

Keyswitch “Ao 2 

Malco Mf; 5 Bey? 

Mandex Mfg oe Inc 13 
McMurdo Instrument Co The 3 
Natl Fabricated Prods Inc 1-3 
Natl Tel Tronics Corp 2-3 
Nems Clarke Co 4 

Painton & Co Ltd 3 
Permonite Mfg Co 1 

Royal Electric: Corp 3 
Schouboe Firma , a 3 
Sealectro Corp 

Smith Houmas it Inc 1-3 
Stromberg Carlson Co 2-3 
Switchcraft Inc 2 
Talk-A-Phone Co 2 
Telephone Mfg Co Ltd 2 
Trimm Inc 2 

US Components Inc 3 
Usines Jeanrenaud 3 

Walsco Electronics Mfg Co 1-2-3 
Waltham Horological Corp 2 


POINTERS—Dial 


Aviation Electric Ltd 
Canadian Research Institute 
Dial & Instrument Finishers 


in Ltd 
sc” pee Fastener Co of Can 
X-Ray & Radium Ltd 


G-C Electrocraft Co 
Jackson Bros London Ltd 
Litton Industries Components Div 
peat & Co Ltd 
C Design Corp 


POSTS—B: 

Amphenol Canada Ltd 

Marsland Eric & Co 

Northern Electric Co Ltd 

Oki & Willadsen Ltd 

Siemens Edison Swan Canada Ltd 

a ~ es Fastener Co of Can 
t 


Alcon Metal Prods Inc 
Amatom Electronic Hardware Co 


nc 
Belling & Lee Ltd 

Bulgin A F & Co Ltd 
Eby Hugh H Co Inc 
General Radio Co 
Grayhill Inc 

Harwin Engineers Ltd 
Keystone Electronics Corp 
Malco Mf; 

Mandex Mis c Co Inc 
Millen James Mfg Co Inc 
Nat! Fabricated Prods Inc 
Painton & Co Ltd 
Schouboe Firma Tage 
Smith Herman H Inc 
Superior Electric Co The 
Usines Jeanrenaud 


POTENTIOMETERS (See 
RESISTORS—Variable 


POTS—Soldering 
Dee Electric Co 


POWER SUPPLIES (See also 
CONVERTERS, GENER- 
ATORS—Power) 

1 6. Microwave 
2. DC 7. Regulated 
3. High Voltage 8. 

4. Klystron 9. Variable 

5. Magnetic Voltage 
Acme Electric Corp Ltd 

1-2-3-5-7-8-9 

aa. yy & Equipment 


Altea Marine Prods of Canada 
Ltd 1-2-3-4-7 

-* Electric Corp Ltd 

Automatic Electric Canada Ltd 2 

Aviation Electric Ltd 1-2-3-7-8 

Avionics Ltd 

Beaconing Opt & Prec Mat Co 
Ltd 1-2-7-8 

Bepco Canada Ltd 1-2-5-7 

Canadian Applied Research Ltd 2 

Canadian Geloso Electronics Ltd 


Can General Electric Co Ltd 
EE&TD 1-2-3-4-8 

Canadian Motorola Electronics 
Ltd 6 

Canadian Research Institute 
1-2-3-7-8-9 

Can y teamed Co Ltd Elec 
Div 

Collins Radio Go of Canada Ltd 7 

parece Ltd 2 


villand Aircraft of Canada 
Ltd “12-78 
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Products and Services 


Electric Products Co Ltd 1-2-5-7 
Electronic Controls Ltd 
2-3-4-5-6-7-8- 


— Electronics of Canada 

t 

Ferranti-Packard Electric Ltd 
2-7-8 


Fisher Scientific se Ltd 1-2-7-8 
Garrett Mfg Ltd 1 7 
Gomard Electronics Ltd 2-7-8-9 
Leland Electric Co Ltd 1-2-6 
a xvre Sw of Canada 


Lucas-Rotax Ltd 1-2-7-8-9 

McCurdy Radio Industries Ltd 
2-3-7-8-9 

Mechron Engrg Prods Ltd 1 

Meredith C C & Co Ltd 1-2-5-7-8-9 

National Sound Services Ltd 1-2 

Nichols R_ H Ltd 1-2-3-7 

Northern Electric Co Ltd 1-2 

Northern Radio Mfg Co Ltd 7-8 

— Electronics Industries Ltd 


1 
Plessey Co of Canada Ltd The 8 
Powertronic Equipment mp 7 
Presentey Engrg Prods Ltd 3- 
Pylon Electronic oa bey Co 
Ltd 1-2-3 
RCA Victor Co Ltd 1-2-3-4-6-7-8-9 
Research Industries Ltd 2-7-8 
Richardson Allen of Canada Ltd 
2-3-5-7-8-9 


Rotronic Corp Ltd 2 
— Edison Swan Canada 


Sola Basic Products Ltd 2-7 
Sapa Svecneage Co of Canada 
td 


L 
Standard Telephones & Cables 
Mfg Co 2-7 


Standard Television Prods Ltd 


Syntron Canada Ltd 2 

TMC Canada Ltd 2 

Thermovolt Instruments Ltd 1-2 

Triad Instruments & Controls 
Ltd 2-7 

Vector Labs Inc 1-2-7 


AEG 1-2 
APT Electronic Industries Ltd 
4-5-6-7-8-9 


Acme Electronic Corp 1-2-7-9 
Advance Components Ltd 
2-3-7-8-9 

Alto Scientific Co Inc 2-7-8 

American Rectifier Corp 1-2-3-7-9 

Arnold Magnetics Corp 1-2-7 

Associated Research Inc 3 

Audio Instruments Co Ltd 1-2 

B & F Instruments Inc 8 

Behlman Engrg Co 1 

Beta Electric Corp 1-2-3 

Boulton Paul Aircraft Co 2 

Brandenburg Ltd 3-7-8-9 

Buckleys Uvral Ltd 3 

—— s Corp Electronic Tube 
iv 2- 

Carad Corp 3-4-7 

Century Electronics & Instruments 


Christie Electrical Corp 2-7-9 

Coil Winders Inc 1-2-3-7-8 

ee Measurements 
Lab Inc 

Cornell Dubilier Electric Corp 
1-2-8 


Cubic Corp 4 

Danbridge A/S 7 

Daven Co & 

Dawe Instruments Ltd 2 

De Mornay Bonardi 4-6 

Decca Radar Ltd 4 

Del Electronics Corp 1-2-3-7-9 
Designers For Industry Inc 1 
Dressen Barnes Corp 2-3-5-7-8-9 
EMI Electronics Ltd 2-7 
Electric Construction Co The 


9 
Electric Specialty Co 1-2-3-9 
Electro Development Corp 7-8 
Electro Engrg Works 1-2-3 
Electro Prods Labs Inc 2-8-9 
Electronic Instrument Co Inc 2 
Electronic Measurements Co Inc 


Electronic Research Associates 
Inc 1-2-3-4-5-6-7-8- 

Electronics International Co 1-7-9 

Ellison George Ld 1-2 

Empire ry! Prods Corp 9 

Endevco la 

FXR Inc 4-6 

Ferrotran Electronics Co Inc 2-7-8 

Fidelity ey oye Corp 2-5-7-8-9 

Fluke John Mfg Co Inc 2-3-4-7-9 

Freed ak Co Inc 
1-2-5-7-9 

Garrett Corp The 1-2-5-7 

General Magnetics Inc 5 

General Radio Co 1-2-4-7-9 

Gow Mac Instrument Co2 


Gyra Electronics Corp 2-3-7 
Harrison Labs 2-3-7-8-9 
Hermetic Seal Transformer Co 


1-2-3-5-8 
Hewlett Packard Co 2-4-7-8-9 
Industrial Instruments Inc 3 
Industrial Test Equipment Co 1 
Inet Div Leach Corp 1-2-7-9 
Julie Research Labs Inc 7 
Kay Electric Co 8 
Keithley Instrument Inc 2-3-7-9 
Kepco Labs Inc 1-2-5-7-9 
Kin Tel 2-7-9 
Kollsman Instrument Corp 4 
Krohn Hite Export Corp 1-2-7-9 
— Electronics Prods Inc 


Lorain Prods 1-2-8-9 

Lyons Ltd Claude 2-7-9 

Mallory P R & Co Inc 8 

Manson Labs Inc 3-4-6 

Mid Eastern Electronics Inc 1-2-7-8 

Millen James Mfg Co » a 3 

Missile Systems Corp 6 
Missouri Research Labs Inc 7 

Motor Generator Corp 1-2-7 

NJE Corp 2-3-7-8-9 

Narda Microwave Corp 4-6 

Neill R W Co Inc 2 

Newport Instruments Ltd 7 

Northeast Scientific Corp re 3-4-7-9 

Opad Electric Co 1-2-3-4-5-6-7-8-9 

Oregon Electronic Mfg Co 2-7-9 

Owen Labs Inc 2-7-8 

Perkin Engrg Corp 1-2-5-7-8-9 

Philbrick G A Research Inc 2-7 

Plastic Capacitors Inc 3 

Polarad Electronics Corp 4-6 

Power Sources Inc 1-2-5-6-7-8 

Quan Tech Labs 7-8 

Radio Frequency Labs Inc 1-7-9 

Radiometer 2 

Reflectone Corp 1-2-5-7-8 

Rochar S A Electronique 8 

Rohde & Schwarz 2-4 

Sangamo Electronic Component 
Sales 2 

Schaevitz Engrg 1 

Servomex Controls Ltd 1-2-7-8-9 

Shalicross Mfg Co 9 

Sivers Lab 4-6 

Solartron Electronic Group Ltd 
The 2-3-4-7-8-9 

Solidyne 7 

Sorenson & Co Inc 1-2-3-5-7-8-9 

Spectrol Electronics Corp 
1-2-3-7- 

Spellman High Voltage Co 

1-2-3-7-9 

Standard Electronics Co 10 

Stromberg Carlson Co 2-7 

Superior Electric Co The 1-7-9 

Talk-A-Phone Co 8 

Tally Register Corp 2 

Technical Measurement Corp 3 

Telechrome Mfg Corp 1-2-3-7-8 

Teiectro Industries Corp 
1-2-3-5-6-7-8-9 

Thompson J Langham Ltd 2 

Torotel Inc 5-7-8 

Trans Electronics Inc 1-2-3-5-7-8-9 

Transistor Specialties Inc 2-7-8-9 

Valor Electronics Inc 1-2-7-8-9 

Varo Mfg Co Inc 1-2-3-4-5-6-7-8-9 

Venner Electronics Ltd 8 

Victoreen Instrument Co The 3 

Viking Industries Inc 1-8 

Waltham Horological Corp 1 

Wesco Inc 3 

Westinghouse Brake & Signal Co 
Ltd 2-3-7 


PREAMPLIFIERS 


1. Audio 3. Radio 
Frequency Frequency 
2. Oscilloscope 4. Television 
Boosters 
Barvic Engrg Ltd 1 
Beaconing Opt & Prec Mat Co 
Ltd 1-3 
Beama Engrg Ltd 1-4 
Benco Television Associates Ltd 4 
Can General Electric Co Ltd 
EE&TD 1- 
Can General Elec Co Elec Tube 
Sect 1 
Can Westinghouse Co Ltd Elec 
Div 3 


Daystrom Ltd 1 

EMI-Cossor Electronics Ltd 4 

EV of Canada Ltd 1 

Electronic Research & Dev Co 
Ltd 1-3 

Electro Vox Intercom Inc 1 

General Precision Industries Ltd 3 

Jerrold Electronics Canada Ltd 3-4 

McCurdy Radio Industries Ltd 1 

Northern Electric Co Ltd 1 

Northern Radio Mfg Co Ltd 1 

Plessey Co of Canada Ltd The 3 

Presentey Engrg Prods Ltd 1-2-3 

Pritchard X-Ray Mfg Ltd 1 


i Siveteents Development Co 
t 


RCA Victor Co Ltd 3 
Soundmaster Ltd 1 

TMC Canada Ltd 3 

Thompson Prods Ltd 1 
Topping F V Electronics Ltd 3 
Watkins Electronics Ltd 4 


A R & T Electronics Inc 3-4 

Acoustical Mfg Co Ltd 1 

Advance Components Ltd 2 

Allied Radio Corp 1 

Ampex Corp 1 

Analab Instrument Corp 2 

Blonder Tongue Labs Inc 4 

British Physical Labs 2 

Burr Brown Research Corp 1-3 

Community Engrg Corp 3 

Cossor Instruments Ltd 4 

Dow Key Co Inc 3 

Dukane Corp 1-3 

Dumont Allen B Labs Inc 2 

Dyna Inc 1 

EMI Electronics Ltd 4 

Electrodyne Corp 

Electronic Instrument Co Inc 1 

Entron Inc 

Fisher Radio Corp 1 

Hewlett Packard Co 2 

IDEA Inc 4 

IH Mfg Co 4 

Jerrold Electronics Corp 3-4 

Kay Electric Co 3 

Knight Electronics Corp 1 

Lagier Etablissements 1 

Leak HJ & CoLtd 1 

Marconis Wireless Telegraph Co 
Ltd 1 

McIntosh Lab Inc 1 

Millivac Instruments 1-2 

Nems Clarke Co 3 

Pilot Radio Corp 1 

Quality Electronics 5 

SKL Instruments 4 

Sherwood Electronics Labs Inc 1 

Siemens & Halske A G 1 

Solartron Electronic Group Ltd 
The 1 

Stromberg Carlson Co 1 

Talk-A-Phone Co 1 

Tektronix Inc 2 

Telectrosonic Corp 1 

Varo Mfg Co Inc 1 


PRESELECTORS 


Aviation Electric Ltd 


Frequency Standards Ltd 
Meridian Metalcraft Inc 


PRESSURIZATION UNITS 
—Airborne 
Garrett Mfg Ltd 


Dielectric Prods Engrg Co Inc 
Eastern Industries Inc 
Garrett Corp The 

Lear Inc 

Titan Inti Corp 


PRINTERS 
1. Digital 3. Keyboard 
2. High Speed 4. Line 
International Bus Machines Co 
Ltd 1-2-3-4 
RCA Victor Co Ltd 1-2-3 
Smith-Corona Canada Ltd 2-3-4 


Beckman Inst Inc Berkeley Div 1 

Clary Corp 1 

Computer Measurements Corp 1-2 

Datex Corp 1 

—_ Div Automation Industries 
nc 

Gilmore Industries Ltd 1 

Hewlett Packard Co 1-2 

Milman Engrg Co 1 

Nuclear Corp of America Inc 1 

Potter Instrument Co Inc 1-2 

Rohde & Schwarz 1 

Sodeco Societe Des Compteurs 1 

Telechrome Mfg Corp 1-4 

Westrex Corp 2 

Wetzer Hermann 1 


PROBES 


1, ~~ 
Frequency 

2. High Voltage 
Airtron Canada Ltd 3 
Autotronics Control 4 
Bach Simpson Ltd 1-2-4 
Canadian Research Institute 2-4 
Daystrom Ltd 1-2-4 
EMI-Cossor Electronics Ltd 1 
Presentey Engrg Prods Ltd 1 


3. Microwave 
4. Test Lead 


Aerolite Electronics Corp 1-2-4 


Bopest * Corp 1 
Bulgin A F & Co Ltd 4 
Diamond Antenna & Microwave 


orp 
Dielectric Prods Engrg Co Inc 3 
Dumont Allen B Labs Inc 1 
FXR Inc 3 
General Radio Co 1 
Hewlett Packard Co 1-2-4 
— Electrical Instrument Co 
Jones M C Electronics Co Inc 1 
Kearfott Co Inc 3 
Keithley Instrument Inc 2 
Kingston Electronics Corp 2 
Meridian Metalcraft Inc 3 
Microlab 3 
Paco Electronics Co Inc 1-2 
Portchester Instrument Corp 3 
Precision Apparatus Co 4 1-2 
Premier Instrument Corp 3 
Radar Measurements a 3 
Smith Herman H Inc 4 
Solartron Electronic Group Ltd 


The 1 
Tektronix Inc 1-2-3-4 
Waveline Inc 3 


PUBLIC ADDRESS SYS- 
TEMS (See also SOUND 
SYSTEMS) 


Audio Vox Intercom Inc 
Canadian Communication Systems 
EMI-Cossor Electronics Ltd 

EV of Canada Ltd 

Electro Vox Intercom Inc 

Fanon Electronics of Canada Ltd 
Hackbusch Electronics Ltd 
Measurement Engrg Ltd 

National Sound Services Ltd 
Northern Electric Co Ltd 

Philips Electronics arcane Ltd 
RCA Victor Co Ltd 

Siemens Edison Swan Canada Ltd 
Soundmaster Ltd 





Altec Lansing Corp 

Dukane Corp 

Electro Sonic Labs Inc 

Grampian Reproducers Ltd 

Lagier Etablissements 

Lake Mfg Co Inc 

Lawrence Inc 

Lowell Mfg Co 

Matsushita Electric Corp of 
America 

Neill R W Co Inc 

Sound Craft Systems 

Stromberg Carlson Co 

Talk-A-Phone Co 

Telectrosonic Corp 

Terminal Radio Intl Ltd 


R 
RACKS—Mounting & Relay 


Automatic Electric Canada Ltd 

: °° Opt & Prec Mat Co 
td 

Bishop Sons & Co Ltd 

Can General Electric Co Ltd 

EE&TD 

—— Telephone Sales of Can 

td 


Hammond Mfg Co Ltd 
— Electric Co of Canada 
td 

Measurement Engrg Ltd 

National Sound Services Ltd 

Northern Electric Co Ltd 

Northern Radio Mfg Co Ltd 

P & S Wiring Dev Div Renfrew 
Elec 

Powertronic Equipment Ltd 

Premier Metal Housings Ltd 

RCA Victor Co Ltd 

Siemens Edison Swan Canada Ltd 

Struthers Dunn Relays Div 
Renfrew 


Amco Energ Co Co 
Bud Radio 

Falstrom Co 

Imhof Alfred Ltd 
Lord Mfg Co 

Spivey James S Inc 
Stromberg Carlson Co 
Talk-A-Phone Co 


RADAR SYSTEMS 
1. Airborne 3. Shipborne 
2. Ground 

Beaconing Opt & Prec Mat Co 
Ltd 3 


Canadian Applied Research Ltd 1 

Can General Electric Co Ltd 
EE&TD 1-2-3 

Can Westinghouse Co Ltd Elec Div 
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Collins Radio Co of Canada Ltd 1 
EMI-Cossor Electronics Ltd 1-2 
Edo Canada Ltd 1-3 

Electrical 


Northern Electric Co Ltd 2 

Philips Electronics Industries Ltd 2 
RCA Vietes © Co Ltd 1-2-3 
Raytheon Canada Ltd 1-2-3 

ae eee Co of Canada 


Ltd 
Spiisbury & & Tindall Ltd 3 


Associated Electrical Ind Ltd 2-3 
Bendix Aviation Corp AEL 1-3 
Decca Radar Ltd 2-3 

EMI a Ltd1 

Lavoie Labs 

—T Wireless Telegraph Co 


Norden Div United Aircraft Corp 


Reflectone Corp 4 
Telectro Industries Corp 1-2-3 
Titan Intl Corp 1 


RADIOMETERS 

Barnes Engineering 
RADIOSONDES 

Cpefien Motorola Electronics 


EMI-Cossor ~) - Ltd 
Rotronic Corp Ltd 
Topping F V Electronics Ltd 


Bendix Aviation AEL 
Hermetic Seal Transformer Co 
Sprenger 

Sprenger A 

RADO 


Brunswick Balke Collender Co of 


Can 
Fleet oats Ltd 
Long Sault Woodcraft Lt 
Thompson H I Co of } a Ltd 


Connecticut Hard Rubber Co The 

EMI Electronics Ltd 

— Wireless Telegraph Co 
t 


REACTORS—Saturable (See 
INDUCTORS—Variable) 


READERS 
1. Punched 
Card 
Ferranti-Packard Electric Ltd 1-2 

a Bus Machines Co 


td 1- 
Smith-Corona Canada Ltd 2 
Sugeey Gysessage Co of Canada 
t 


2. Punched 


a Inst Inc Berkeley Div 


1- 
Benson Lehner Corp 1-2 
California Technical Industries 2 
Computer Measurements Corp 1-2 
Data + ¥ Div Telecomputing 


McInnes Electronics Ltd 


Electro Instruments Inc 1-2 


Epsco Inc 

Mosele FL Co 1-2 
Photocircuits Corp 

Strombe Carlson Co 1-2 
Tally Register Corp 2 . 


RECEIVERS 
12. Navigation 
Beacon 


13. Paging 
14. Panoramic 
15. Portable 
16. ae 


is. Single Sid 
e- 
band 
19. UHF 
20. Vehicular 


21. VHF 
22. VHF Omni- 


tion 23. VLF_ 
11. Microwave 


Addison mere oy Pe ied 15-20 
Electric Ltd 1-3-10-16 


9%. 
10. Marine 


joso 
General Electric Co Ltd 
EE&TD 1-3-6-9-14-15-18-15-20 
Canadian Marconi Co 
Prods Div 3-4-8-16 
Copating Mascon Co Telecomm 
pt 
Canadian Motorola Electronics 
Ltd 8-10-11-15-17-18-19-20-21 
Can bys a Co Ltd Elec 
Div 6-11 


Co of Canada Ltd 


Electronic Enterprises Ltd 15 

Electronic Research & Dev Co Ltd 
3-8-19-2 

Ferranti-Packard Electric Ltd 3-21 

General Precision Industries Ltd 
2-3-6-8-10-11-16-23 

International Systcoms Ltd 8-10-21 

Lenkurt Electric Co of Canada 


Northern Electric Co Ltd 13 
Northern Radio Mfg Co Ltd 7 
Philips Electronics Industries Ltd 


20 
Plessey Co of Canada Ltd The 
1-6-8-10-12-15-16-19-21 
se A Engrg Prods Ltd 
Pye Canada it 3-8-10-15-20-21 
RCA Victor Co Ltd 3-4-6-7-8-9-10- 
11-12-15-16-18-19-20-21-22-23 
Raytheon Canada Ltd 10-11-16 
fone © * wed Co of Canada 


alten Se Tindall Ltd 3-8-10- 
12-16-18-20-21 
TMC Canada Ltd 2-3-6-10-18 
Top ing F V Electronics Ltd 
2- 


5 
Wind Turbine Co of Canada Ltd 
The 12 


Adler Electronics Inc 11-19 

Aeronautical Communications 
Egqpt Inc 1-3-6 

Aircraft Radio o Cone 5 1-12-16-20-22 

Allied Radio Corp 

Alto Scientific co Inc 4-11-19-21 

American Electronics Co 2 

Andersen Labs Inc 1-16 

Antlab Inc 11 

Beckman Inst Inc Berkeley Div 3 

Bendix Aviation Corp AEL 
10-12-16-21 

Boulevard Electronics Inc 1 

Decca Radar Ltd 11 

Designers For Industry Inc 

9-20-21 


1 

Dumont Allen B Labs Inc 
3-8-11-15-17-19-20-21 

EMI Electronics Ltd 11 

Electronic Devices Corp 1 

Electronic Instrument Co Inc 2 

Empire Devices Prods Corp 19 

Farinon Electric Co 11-21 

Felten & Guilleaume Fernmeldean- 
lagen GmbH 11 

General Communications Co * 16 

General Electric Co Ltd The 

Gonset — Young Spring & Wire 
Corp 

Guest TP orods Co 

Hallicrafters Co - § 238-18 

Hamlyn Electronics Corp 1 

Hammarlund Mfg Co Inc The 

2-3-6-18-23 


Hell Dr Ing Rudolf 7 

Industrial Radio Corp 8-15-20-21 

Instrument Mfg Corp of South 
Africa 1 

Kaas Enere Corp 3-4-8-10-15-16- 


Knight Electronics Corp 2-20 

Lagier Etablissements 3-4-8-10-16-21 

Lear Inc 1-16-21 

Lyons Ltd Claude 8 

Marconis Wireless Telegrer Co 
Ltd 1-3-4-6-8-10-11-12-16-18-22 

Matsushita Electric Corp of 
America 15-17 

Morrow Radio Mfg Co 2-3-4 

Motorola Overseas Corp 1-4-8-11- 
13-17-18-19-20-21 

Muirhead & Co Ltd 7 

Mullard Overseas Ltd 20 

saanene ~ ay A 13 

Murphy Radio 

Natl Radio Co Inc 2-3-6-10-15-18 

Nems Clarke Co 1-3-6-8-19-21-24 

Northern Radio Co 1-3-10-15-24 

Philips Electronics Inc ae 

Polarad Electronics Corp 

al rg Ltd Sr 10-14- 


En; Lm! -% 8-11-18 
Radio 4 7-8-9- 


Redifon Englan 
hep ts-i8-19-20-21-22 
Rohde & Schwarz 3-6-8-10-12-16- 


21 
ser meamon if 
—— ic Atlanta Inc 
Sieme: Halske A G 3-6-8-10- 
tieie-18-1618-19.21-25 
Specific Products Co 
Stoddart Aircraft Radio Co Inc 23 
Stronmers Carlson Co 1-3-11-13- 


Teiocoreme Mfg Corp 2-3-6-8-11- 


Tesone Industries Corp 1-3-7-8- 
10-11-12-16-22 
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Times Facsimile Com 7 
Titan Intl Co 

Waveline inch 
Westrex Corp 6-7-18-23 


RECEIVERS—Home 
17. 
susfenone 
18. FM/TV 
Console 


19. Phono Con. 


20. AMM 
21 AM/FM) 
. AM M 
> / 
2s, kita 
Console 
24. Recorder & 
— 
AM/Phono 25. Built-in W: 
Portable , Types os 
Addison sndeateies Ltd 2-3-4-8-9. 


“ 10-11-15-1 4 
utomatic Radio of 
aol o of Canada Ltd 


Canadian Admiral Corp Ltd 2-3-4- 
7-8-9-10-11- 14-15-19-21-23 
oe Geloso Electronics Ltd 


Can Marconi Co Home Electronic 
Div 2-3-4-7-8-9-10-11-15-16-23 

Clairtone Sound Corp Ltd 19 

Daystrom Ltd 1-2-3-11-14-17-24 

Dominion Electrohome Industries 
Ltd 2-3-8-9-10-11-15-19-23-25 

Md of Comet Ltd 3-7-25 
ene nterprises Ltd 

ae -16-24 ” 
lectwood co 1-2-3-5-8-9-10-11- 
12-15-17-1 19 9-21 — 

McCurdy Radio Industries Ltd 14 

Philco Corp of ay ia Ltd 
1-2-3-4-8-9-10-11-21 

Philips Electronics Industries Ltd 
rer ee did- is 


Plessey Co of Canada Ltd The 
1-2-3-5-7-8-9-10-11-12-13-14-15- 
16-17-18-19-20-21-22-23-24 

RCA Victor Co Ltd 1-2-3-4-5-6-7- 
8-9-10-11-12-13-14-15-16-17-18-19- 
20-21-22-23-24-25 

Seabreeze Mfg Ltd 4-12-14-15-16- 
17-19-20-24 

Shelbern Industries Canada Ltd 
1-3-11-15-17 

Sparton of Canada Ltd 1-2-3-8-9. 
10-11-15-16-19 

Tenatronics Ltd 2 

Zenith Radio Corp of Canada Ltd 
2-3-4-5-8-9-10-11-13-14-19-21-23 


Allied Radio Corp 3-11 

Arkay International Inc 3-7-14-25 

Blonder Tongue Labs Inc 7-14 

Conrac Inc 8-1 

Fisher Radio Co 

Hallicrafters Co : " 

IDEA Inc 4 

Knight Electronics Corp 3-7 

Matsushita Electric Corp of 
America 1 2.3-5.6-7.8.9-10-11- 12- 
13-14-15-16-17-19-20-21 

McIntosh Lab ae 7 

Motorola Overseas Corp 

1-2-3-4- 6189-10-11 12-13-14- 
15-16-17-18-19-20-21-22-23 

Norddeutsche Mende Rundfunk 
GmbH 1-2-3-12-13-14-15-16-17- 
18-19-20-21-22-23-24 

Stromberg Carlson Co 
1-5-12-15-19-24-25 


RECORDERS 


1. Antenna 17. PH 
Pattern 18. Potenti- 
2. Blood ometer 
19. Power Level 
20. Pressure, 
Electronic 
. Self- 


32. Thickness, 
Electronic 


33. Timing 

34. Torque, 
Electronic 

35. Vacuum 


Gutomnds yy I Canada Ltd 30 

ailey Meter Co Ltd 3-8-1 

* 17-18-20-21- ‘Ss 3-14-16- 
arber Colman of C 
17-18-20-21-26-31 oe 

Bayly Engrg Ltd 33 

Bell & Howell Canada Ltd 27 

Bristol Co of Canada Ltd The 
3-8-9-10-11- Aas 18-20- 
21-23-25-26-31-33-3: 

Copedion Gelose Electronics Ltd 


Can General Biectric Cc 
EE&TD 6-19-23 tee 
mer Aae-¥ Institute 
3-9-10-17-39 
Daan Ltd 3-8-9-11-13-17-18-19- 
39-31-23-24-25-26-27-31-32-35-36- 


EMI-Cossor Biestoonics Ltd 37 
——e High Vacuum Canada 


Electronic Associates Ltd 13 
Electronic Enterprises Ltd 4-27 
Aen ‘Packard Electric Ltd 5-28 
ischer ‘orter C 
ca te r Canada Ltd 


Fisher Scientific Co Ltd oSsh 17 

Found Bros Aviation Ltd 

Foxboro Co Ltd The sean 13-14- 
15-16-17-18-20-21-25-31 

Honeywell Controls Ltd 2-3-8-10- 
: iho 16-17 -16-30-21-23-25-26-28- 


International Bus Machines Co 
Ltd 5-33 


Leeds & Northrup Canada Ltd 
— -18-19-20-21-23- 


Ltd 23 
dustries Ltd 


Measurement Eng 
— Electronics 


Polytronics Co 23 

Presentey Engrg Prods Ltd 27-28 
RCA Victor Co Ltd 6 

Seabreeze Mfg Ltd 27 

Smith S & Sons Canada Ltd 10 
= ne Instruments Canada Ltd 


Taylor Instrument Cos of Canada 
Ltd 3-8-10-13-17-18-20-21-25-26-31 

Thermo Electric Canada Ltd 21-31 

Thermovoit Instruments Ltd 
8-9-11-13-14-15-17-18-19-20-31 

Thompson Prods Ltd 27 

Varian Associates of Canada Ltd 
10-18-21 

Viditon Corp Ltd 16-17-18-21-27-31 

X-Ray & Radium Ltd 2 


AEG 9 

Airborne Instrument Lab Inc 1 

Allied Radio Corp 27 

Ampex Corp 6-27-28-29 

Antlab Inc 1-19-39 

Arkay International Inc 27 

Associated Electrical Ind Ltd 31 

BaF inprements Inc 18-26-34 

Baldwin Lima Hamilton Corp 

Barnes Development Co 12-21- 
26-31 

Beckman ry Inc Process Inst 

Bendix Aviation Corp CDC 36 

Biophysical Electronics Inc 2 

Bogen Presto 


Bristol Co The 3-8-9-10-11-13-14- 
15-16-17-18-20-21-23-25-26-31-33- 


5..36-39 
British Ferrograph Recorder Co 
Ltd 27-28 


Bruel & Kjaer A/S _ 10-24-26 

Brush Instruments 10- 

California Computer Prods Inc 39 

California Technical Industries 1 

Cambridge Instrument Co Ltd 
3-10-11-16-17-18-21-31 

Camille Bauer Ltd 10 

Cuery Electronics & Instruments 

1 ¥ 

Cossor Instruments Ltd 27 

Datran Div Automation Industries 
Inc 8-20-21-26-31 39 

Dielectric Prods Engrg Co Inc 1 

Dobbie McInnes Electronics Ltd 


1 
Drello Ing P Drewell 33 
Electric Eye Equipment Co 15 
Electro Instruments Inc 
Electro Mechanical Research Inc 


10 
Electronic Associates Inc 39 
Electronic Secretary Industries Inc 


30 
Elima GmbH 10 
Elliott Bros London Ltd 37 
Epsco Worcester 20-26-31 
Epsylon Industries Ltd 5-27-28-29 
Ether Ltd 18-21-31 
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Products and Services 


Evershed & Vignoles Ltd 
4-8-9-10-14 

Fen Tone Corp 27-28-29 

Fielden Electronics Ltd 8-13-15- 
17-20-21-23-31-35 

General Control Co 33 


Inc 7 
General Radio Co 9-10-13-24 
ge Industries Ltd 8-20-21-26- 


7-39 
Gorrell & Gorrell 10-12-33 
Hallikainen Instruments 25-36 
Hartmann & Braun A ‘G 4-10-14- 
16-17-18-21-26 
Hathaway Instruments Inc 
2-10-20-26 


Houston Instrument Corp 39 
al Instruments Inc 3-16-17 
Industrial Ins ee 


uet Ltd 14 
pe tne bey Dr Justus Rosen- 
hagen 10-11-33 
Lange Dr a4 2” 
Lip lecronics Div of Textron 22 
Magna Tech Electronic Co 7-27 
Magnasync Mfg Co 7 
Magnecord Div Midwestern Insts 
Inc 27-28 
=, Electric Corp of 
America 2 
Mervyn Instruments 16-18 
Mohawk Business Machines Corp 


27 
Moseley F L Co 10-18-21-39 
Muirhead & Co Ltd 6- 
NRC E pipmens < Corp 35 
Nalder Bros & Thompson Ltd 9-10 
Natl Instrument Labs Inc 8-16 
Norddeutsche Mende Rundfunk 
GmbH 27 
Nuclear Corp of Amecice Inc 10 
Offner Electronics 2-21-26 
Polarad Electronics Corp 1-9 
Potter Instrument Co Inc 28 
Precision Instrument Co 28 
a et elect nique 8-9 
Rochar lectroni 
Rust Industrial Co 10-12-24-33 
Sanborn Co eat te te 
20-22-24-26-31-32-34-36-37-39 
Savage & Parsons Ltd 10-26 
Schaevitz Engrg 21 
Scientific Atlanta Inc 1 
Scott James and Co Ltd 1 
Service Recorder Co 33 
Servomex Controls Ltd 16 
Shaw Moisture Meters 11-15 
Siemens & Halske A G 10 
Solartron Pucwente Group Ltd 
The 9- : 
Southwestern industrial Elec- 
tronics 
Stanton “+ Ltd 37 
Staub & Co 1 
Stromberg Carlson Co 28-30-39 
Stromberg Time Corp 33 
Superscope Lg 2 27 
Systron Corp 
Tally Register , = 39 
Tandberg 27 
Technique Amos b ny 18 _ 
Telechrome ¢ Co 9-. 
as Industries rs 4-10-28-29- 


Telectrosonic Corp 

Texas ) ang Inc Indus Inst 
Div 10-18-21 

Times Facsimile Corp 6 __ 

Tinius Olsen Testing Machine Co 


Truvox Ltd 27 

Viking of eiencepets Inc 27 
Wayne Kerr Labs Ltd 31 
Webcor Inc 27 

West Instrument Corp 31 
Westronics Inc 18-21-26-31 
Winston Electronics Ltd 2-27-39 


RECTIFIERS (See also 
DIODES, POWER SUP- 
PLIES, TUBES) 


CLM Industries 5-6 

Can General Electric Co Ltd 
EE&TD 4-5-6 

Can General Elec Co Elec Tube 
Sect 1-2-4-5-6 

Electric Products Co Ltd 1-5-6 

English Electric Canada 4-6 

Ericsson Telephone Sales of Can 


Ltd 5-6 
Ferranti-Packard Electric Ltd 6 
IRC Resistors Div Renfrew Elec- 


tric 5 
Meredith C C & Co Ltd 1-5-6 


Nichols R H Ltd 1 

Plessey Co of Canada Ltd The 4-6 
RCA Victor Co Ltd 4-5-6 
Raytheon Canada Ltd 4-5-6 
Richardson Allen of Canada Ltd 


5-6 

Rogers Electronic Tubes & 
Components 4-5 

Standard Telephones & Cables 
Mfg Co 4-5-6 

Sylvania Electric Canada Ltd 6 

Syntron Canada Ltd 

Taylor Leslie Min & Engrg Corp 


t 
Topping F V Electronics Ltd 6 


Associated Electrical Ind Ltd 4-6 
Automatic Mfg Div Gen Inst 
Corp 4-5-6 


‘orp 
Bradley Semi Conductor ae 2-5 
Columbus onics Corp 6 
Cornell Dubilier Electric Corp 4-6 
Dansk Ventil Industri 2-5 
Eberle & Co Electro GmbH 6 
Electric Construction Co The 

1-2-4-5-6 
Electronic Devices Inc 5 
Fairchild Semiconductor Corp 6 
Hoffman Semiconductor Div 6 
Hughes Aircraft Co 6 
Intl Rectifier Corp 1-5-6 
— Telephone & Telegraph Corp 


Lorain Prods 5 

Mallory P R & Co Inc 3-6 
Microwave Associates Inc 6 
Natl Electronics Inc 1 

— American Electronics Inc 


Opad Electric Co 1-4-5-6 

Pacific Semiconductors Inc 6 

Parks Robert M Co Inc 5-6 

Radio Receptor Co Inc 4-5-6 

Rectico Inc 2-3-5. 

SKL Instruments 5 

Sarke Tarzian Inc 1-5-6 

Semi Elements Inc 1-2-3-4-6 

Siemens & Halske A G 4-5-6 

Solitron Devices Inc 6 

Texas Instruments Inc Semicon 

iv 

Transitron Electronic Corp 1-6 

Trans Sil Corp 6 

Tung Sol Electric Inc 5-6 

Vickers Inc 

Westinghouse Brake & Signal Co 
Ltd 2-4-5-6 


REELS—Magnetic Tape 


Daystrom Ltd 
Philips Electronics Industries Ltd 


Ampex Corp 

British Ferrograph Recorder Co 
Ltd 

Ferrodynamics Corp 

Matsushita Electric — of 
America 


REFLECTORS—Passive 

Collins Radio Co of Canada Ltd 

Dominion Aluminum Fabricating 
Ltd 

Micro-Tower Ltd 

Par Tex Engrg & Contracting 


Co Lt 
Sinclair Radio Labs Ltd 


Dielectric Prods Engrg Co Inc 
EMI Electronics Ltd 
Emerson & Cuming Inc 


REFRIGERATION UNITS 
(See COOLING UNITS) 


REGISTERS—Shift 


Ferranti-Packard Electric Ltd 


Di-An Controls Inc 
Epsco Inc 
Tally Register Corp 


REGULATORS 
1. Current 
2. Frequency 
Brown Boveri Canada Ltd 1-2-3 
Can General Electric Co Ltd 
EE&TD 


3. Voltage 


Can General Elec Co Transformer 
Dept 3 

Canadian Research Institute 1-3 

Clare C P Canada Ltd 3 

De Havilland Aircraft of Canada 
Ltd 2-3 

Electronic Components Ltd 1-3 

Electronic Controls Ltd 1-3 

Garrett Mfg Ltd 1-2-3 

Kelk George Ltd 3 

ia Electric Co of Canada 


Meredith C C i &. Ltd 1-3 
Nichols R H Ltd 

Polytronics Co ty 

Powertronic Equipment Ltd 3 
Raytheon Canada Ltd 1-3 
Sola-Basic Products Ltd 1-3 
Topping F V Electronics Ltd 2 


Advance Companente Ltd 3 

Aerolux Light Corp 3 

Airpax Shestpenion | Inc 2 

Amperite Co 1-3 

Budelman Electronics Corp 1 

Electric Regulator Corp 1-3 

Electronic Measurements Co Inc 3 

Garrett Corp The 1-2-3 

General Radio Co 3 

Gyra Electronics Corp 1-3 

Intl Rectifier Corp 3 

Kuhnke Electrotechnische Fabrik 
GmbH 1- 

Lyons Ltd Claude 3 

Opad Electric Co 1-2-3 

Power Sources Inc 3 

Radio Heaters Ltd 3 

SKL Instruments 3 

Servomex Controls Ltd 3 

Siemens & Halske A G 3 

Simplex Co 3 

Superior Electric Co The 3 

Tel Instrument Electronic Corp 3 

Telectro Industries Corp 

Transitron Electronic ad 3 

Valor Electronics Inc 3 

Varo Mfg Co Inc 1-2-3 


RELAYS 
Coaxial 
Crossbar 
D’Arsonval 


15. Polarized 
. Power 
Resistance 


2. Subminiature 
. Telephone 
. Temperature 
Compen- 
sated 
- Thermal 
. Time Delay 
- Vacuum 
Contact 
Vibrating 
Reed 


SP 4S FPP 


pinion 
BGR=S 


Allen reer Canada Ltd 
ma mae ed mecte Corp Lt 
13-14-16-21-22-2. ee 

Automatic Electric Canada Ltd 
8-10-11-15-18-19-20-21-23-26-28 

on - eee Timing & Controls Inc 


Avionics Ltd 1-9-10-16-23 

Bach Simpson Ltd 3 

Beaconing Opt & Prec Mat Co 
Ltd 15 


Brown Boveri Canada Ltd 4-7-10- 
13-14-15-16-23-24-26 

Canadian Controllers Ltd 13-16-26 

Canadian Cutler Hammer Ltd 
13-14-20-26 


Can General Electric Co Ltd 
E& 3-14-16-17-19-22-26 
Canadian Research Institute 
3-25-26 


Carriere & MacFeeters Ltd 12-22 

Clare C P Canada Ltd 1-8-10-11- 
12-13-15-19-20-21-22-23-25-26-28 

Darcy J H Ltd 2-7-8-9-10-12-14- 
16-23-24-26-28 


Davis Automatic Controls Ltd 
4-26 


Daystrom Ltd 3-14-19-24 
Dupar Canada Ltd 10-13-14-16-26 
cone High Vacuum Canada 

t 


Electronics Corp of America Can 
Ltd 26 

Ericsson Telephone Sales of Can 
Ltd 2-8-10-12-14-15-16-18-21-22- 
23-26-28 


Frost L H Canada Ltd 16-21-22 
Lenkurt Electric Co of Canada 
Ltd 5-9-23 
Marsland Engrg Co Ltd 12-21-22 
Measurement ners Ltd 13-17-19 

Northern Radio Mfg Co Ltd 23 

Osborne Electric Co Ltd 1-2-4-5-6- 
7-8-9-10-13-14-15-16-22-23-26 

Pioneer Electric Brandon Ltd 25 

Pie, Co of Canada Ltd The 

Potter & Brumfield Canada Lt’ 
8-9-10-12-13-16-17-19-20-21-22-23 

RCA Victor Co Ltd 23 

Siemens Edison Swan Fagete Ltd 

8-11- 15-18-19-23-25-26- 
Smith S & Sons Canada Ta 22 
ar Instruments Canada Ltd 


CANADIAN 


Standard Telephones & Cables 
Mfg Co 2- 

Stegg Electric Ltd 12-13-14 

Struthers Dunn Relays Div Ren- 
frew 1-2-4-6-7-8-10-11-12-13-14- 
15-16-19-20-21-23-25-26-27 

Trepac Corp of Canada Ltd 19 

Ward Leonard of Canada Ltd 
14-16-19 


Adams & Westlake Co The 11-26 
Advance Relays 1-6-7-9-10-12-13- 
16-19-22-23-25-26 


Aemco Inc 1-7-9-10-12-13-16-22-23 

Allard Instrument Corp 5-10 

Allied Control eA Inc t 1-10-12-13- 
14-15-16-19-22-23 

American Designed Components 
Inc 11 

Amperite Co 25-26 

Austinlite Ltd 14 

Automatic Telephone & Electric 
Co Ltd 23 


Automatic Metal Prods Corp 1 

Babcock Relays Inc 6-22-24 

Barber Colman Co 4-10-15 

Baso Inc 19-22-24-26 

Beckman Insts Inc Systems Div 11 

Belling & Lee Ltd 

Besson & pobiees Ltd 10-12-16-23 

Branson Corp 6-12-22-25-26 

Bristol Co The 12-28 

C-G Electronics Corp 28 

bas gad Electronics & Instruments 

Comar Electric Co 10-12-13-14-15- 
16-17-19-20-22-23-25-26-27 

Cornell Dubilier Electric Corp 
1-8-10-12-16-23 

Couch Ordnance Inc 6-12-18-19-22 

Cramer Controls Corp 26 

Curtiss Wright Thermal Device 

iv 

Dialtron Corp 25-26 

Dielectric Prods Engrg Co Inc 1-16 
w Key Go Inc 1 

Durakool Inc 11-26 

Ebert Electronics Corp 11-19-26 

Elastic Stop Nut Corp (Relays) 26 

Eiecwe J Mechanical Specialties Co 

0-12-18-21-22-26 

Electronic Instruments Ltd 28 

Electrovac 11 

Elienberger & Poensgen GmbH 
13-26 


=. $ Gibbs Ltd 4-7-8-10-11-12- 
4-16-19-20-23-26-27 

GV C ontrols Inc 13-14-25-26 

Garrett Corp The 14 

General Automatic Corp 4-8-9-10- 
12-14-19-23-24-26 

General Communications Co 1 

Gossen P & Co GmbH 3 

Guardian Electric Mfg Co 8-9-10- 
12-13-14-16-18-19-20-21-22-23-26 

Hart Mfg Co The 6-8-12-15-19-20 

Hasler A G 12-23 

Haydon A W Co The 9-20-21-26 

Heinemann Electric Co 13-26 

Hi-G Inc 6-18-22 

Hillburn Electronic Prods Co 8-9- 
10-12-15-16-19-20-21-23 

Iron a Mfg Co 10-12-19- 

Jennings Radio Mfg Corp 
1-7-10-13-14-16-27 

Ketegs Switchboard & Supply Co 


Keyswitch Co The 4-7-8-10-11-12- 
13-14-15-19-21-23-26 

Kuhnke Electrotechnische Fabrik 
GmbH 6-7-8-9-12-13-16-19-20- 
22-24-26 

Kurman Electric Co 9-12-15-16- 
18-19-21-22-23 

Leach Relay Div Leach Corp 4-5- 
6-10-12-13-14-15-16-18-19-22-26 

Line Electric Co 8-9-10-12-13-16- 
23-25-26 

Litton Industries 27 

Londex Ltd 1-8-10-11-12-14-21-26 

MTE Control Gear Ltd 10-13-16-26 

Machinery Electrification Inc 26 

Magnecraft Electric Co 8-10-12- 
15 16-19-22-23-26 

Minelco Corp 22 

Muirhead & Co Ltd 4 

North Electric Co 8-10-12-15-22- 
23-26-28 


Opad Electric Co 5-13-14-17-19 
Pacific Scientific Co 28 

Penta Labs Inc 27 

— Control Corp 8-9-10-13- 


Portchester Instrument Corp 1 

Precision Thermometer & 
Instrument 19 

Premier Instrument Corp 1 

Relay Sales Inc 1-4-6-7-8-9-10-11- 
12-13-15-16-18-19-20-21-22-23-25- 


26-28 
Rhodes M H & Sons Co 26 
Security Devices Lab 5-28 
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Shalicross Mfg Co 3 

Siemens & Halske A G 11-12-22 

Siemens Schuckertwerke A G 
3-4-5-11-13-14-16-26 

Sigma Instruments Inc 4-8-9-10-12- 
a a my 

Spivey James S In 

Stevens Arnold ive $-13-15-19- 
28-29 


Stormers Comigen Co 7-8-9-10- 


Tally Register Corp 26 

Telecomputing Corp 12-18-19 

Telephone Mig Co Ltd 2-15-23 

Terado 12 

Terminal Radio Intl Ltd 9-12-13- 
16-17-19-22-23 

= Instruments Inc Met & Con 

iv 

Transelectric Mfg Co 12 

Varo Mfg Co Inc 5-14-19-28 

Zenith Electric Co 4-16-26 

Zettler Alois GmbH 8-9-10-11-13- 
14-15-16-19-20-21-22-23-24-26 


RELIEFS—Strain 


Heyman Mfg Co 
Keyswitch Co The 
Smith Herman H Inc 


REMOTE CONTROL 
SYSTEMS 


Automatic Alarms & Signals Ltd 
a re Opt & Prec Mat Co 


Bristol Co of Canada Ltd The 

Brown Boveri Canada Ltd 

Can General Electric Co Ltd 
EE&TD 


Canadian Research Institute 
Collins Radio Co of Canada Ltd 
Electrical Mfg Co Ltd 
Electronic Associates Ltd 
Evershed Powertronic Ltd 
Garrett Mfg Ltd 

Honeywell Controls Ltd 

Nichols R_ H Ltd 

Northern pow! e< Co Ltd 


td 
Servomechanisms Canada Ltd 
Tele Radio Systems Ltd 
Thermovolt Instruments Ltd 


Bristol Co The 

Control Corp 

Electro Mechanical Research Inc 
Garrett Corp 

Hartmann & Braun A G 
Keyswitch Co The 


Inc 
Multitone Electric Co Ltd 
Peebles Bruce & Co Ltd 
Security Devices Lab 
Siemens Schuckertwerke A G 
oaereng | Carlson Co 
Telectro Industries Corp 
Varo Mfg Co Inc 


RESISTORS—Fixed 
i. Carbon Film 11. Subminia- 
2. Coaxial ture 


Cc 

7 12. Tape 

> . = 13. T ture 

> ra e 

14. Voltage 
Sensiti 


ive 

15. Wirewound 

16. Wirewound, 
Noninduc- 


tive 
17. Wirewound, 
Precision 
18. Wire Woven 
Allen Bradley Canada Ltd 3-6-11 
Arrow Radio Co 2-15 
Bayly Engrg Ltd 6 
Canadian Research Institute 17 
Canadian Stackpole Ltd 3 
Cerl-Dale Ltd 1-4-5-6-8-15-16-17 
eet a Co of Canada Ltd The 


Daystrom Ltd 6-8-11 

Dupar Canada Ltd 15 

Erie Resistor of Canada Ltd 3 

IRC Resistors Div Renfrew Elec- 
tric 1-3-4-5-6-7-8-9-15-16-17 

Marsland Co Ltd 8-15 

Micarta Fa’ tors Ltd 1-4-5-6-7- 
8-9-11-15-16-17 

Plessey Co of Canada Ltd The 
15-17 


Polytronics Co 13-15-16-17-18 

Rogers Electronic Tubes & Com- 
ponents 3 

wae 4 Leonard of Canada Ltd 
15-16- 

Welwyn , re Ltd 1-4-5-6-8-15-17 


Arnhold Ceramics Inc 1-4-5-6-8-11 








Associated Electrical Ind Ltd 15 

Beyschlag Dr Bernard 1-4-11 

Bird Electronic Corp 2 

CTS Corp 17 

Carborundum Co The 3-5-8-11- 
13-14 


Clarostat Mfg Co Inc 4-5-15-16-17 

Core Resistance Co of Am 
Inc 4-5-6-8-9-13-15-16-17 

Continental oes Electronics Corp 
1-3-6-15-17 

Danbridge A/S 17 

Daven Co The 6-11-15-16-17 

Electra Mfg Corp 1-4-6 

Electro Scientific Industries Inc 


Fox P X Ltd 15-16-17 

G-C Electrocraft Co 3-7-15 

Gamewell Co The 17 

General Radio Co 5-17 

General Transistor cate 17 

Hamilton Hall Inc 1 

Julie Research Labs fis 5-16-17 

Keyswitch Co The 1-2-3-4-5-6- 
10-11-12-13-14-15-16-17-18 

Mallory P R & Co Inc 15-16 

Matsushita Electric Corp of 
America 1 

Mepco Inc 3-4-6-15-17 

Milwaukee Resistor Co 7-15-16-17 

Muirhead & Co Ltd 15-16- 

Nucleonic Products Co Inc 13-14 

Co Mfg Co 1-3-4-5-6-7-8-15- 


Painton & Co Ltd 1-4-6-15-16-17 

Radio Frequency Labs Inc 17 

Reon Resistor Corp 8-17 

Resista 1-4-17 

Rheinisch Westfaelische Isolatoren 
15-16-17 


Rinco Inc 16-17 
Rivlin Instruments Ltd 13-15-17 
es 2 een Corp 8-10-15- 


Shallcross Mfg < 2-5-8-11-15-17 

Siemens & Halske A G 1 

Societe Ohmic sister? 

Victoreen Instrument Co The 1-4 

Welwyn Electrical Labs Ltd 
1-4-5-6 


RESISTORS—Variable 
1. Adjustable 8. Printed 
Circuit 
Taps) 9. Rheostats, 


2, 
3. Composition, 10. Rheostats, 
4 11. T; ~ ig 


Miniature 
12. 
5. Composition, 13. Wirewound 
Subminia- 14. Wirewound, 
ture Miniature 
6. Decade 15. Wirewound, 
7. Metallic Precision 
Film 16. Wirewound, 
Subminiature 
Allen Bradley Canada Ltd 
2-3-8-11-12 


Arrow Radio Co 1-13 

Canadian Research Institute 6 
Canadian Stackpole Ltd 2-3 
Centralab Canada Ltd 2-3-5-8-12-13 
Cerl Dale Ltd 1-12-15-16 
Daystrom Ltd 1-6-7-12-13 

Douglas Randall Canada Ltd 8-12 
— Electric Ltd 


Helipot Div Beckman Insts Inc 
-11-12-13-14-15 

IRC Resistors Div Renfrew Elec- 
tric 1-2-3-6-9-10-11-13-14-15-16 

Marsland Engrg Co Ltd 1 

Meredith C C & Co Ltd 2-3-5-7- 
8-11-12-13-14 

Micarta Fabricators Ltd 1-13 

Muirhead Instruments Ltd 6 

National Fibre Co of Canada 


Ltd 8 
Philips Electronics Industries Ltd 
Plessey Co of Canada Ltd The 
1-2-3-4-5 


Polytronics Co 6 

Precision Electronic Comp 1956 
Ltd 2- 

Siemens Edison Swan Canada 
Ltd 13 

Tinsley Instruments Canada Ltd 6 

Ward Leonard of Canada Ltd 
10-13-15 


Aero Electronics Corp 3-5-14-16 

Analogue Controls Inc 15 

Atohm Electronics Inc 10-12 

Bamford Corp 12-14-16 

Borg Eqpt Div Div Amphenol 

Borg Elec 9-12-13-15 

Bourns Inc 8-12 

Budd Instruments Div 8 

eg AF & Co Ltd 1-10-13 
Corp 2-3-5-7-8-11-12-13-14 

oa Engrg Div of Aerovox 


orp 
Circuit Instruments Inc 14-15-16 
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Clarostat Mfg Co Inc 1-2-3-4-5-6- 
8-9-11-13-14-15-16 

Colvern Ltd 15 

Consolidated Resistance Co of Am 
Inc 11-12-13 

Continental Wirt Electronics Corp 
1-9-13-14-16 

Corning Glass Works Electrical 
Prods 7-13-14 

Cee Precision Instrument Co 


Danbridge A/S 6 

Daven Co The 4 

Dejur Amsco Corp 9-10-11-12-13- 
14-15-16 

a Scientific Industries Inc 


Electronic Instrument Co Inc 6 

Fairchild Controls Corp 7-11-12- 
13-14-15-16 

Filmohm Corp 7 

Fox P X Ltd 10-11- 0-00-06 05-26 

Gamewell Co The 13-14-15-16 

Garrett Corp The i 

General Radio Co 6-15 

Hamilton Hall Inc 13 

a Hindle Inc 1-10-11-13- 


Hartmann & Braun A G 6-15 

Howell Instrument Co 1-10-13-15 

Humphrey Inc 14-15 

Industrial Instruments Inc 15 

Julie Researck Labs Inc 6-15 

Keyswitch Co The 1-2-3-4-5-6-7-8- 
9-10-11-12-13-14 

Legpa 2-3-4-13-14-15 

Lesa SPA 2-3-4-5-8-9-11-12-13-14 

cfee meus Components Div 


Mallory P R & Co Inc 1-2-3-9- 
11-13 


Matsushita Electric Corp of 
America 2- 

Maurey Instrument Corp 12-13-14- 
15-16 


Milwaukee Resistor Co 1-13-14-16 
Minelco Corp 12-13-14-15-16 
Muirhead & Co Ltd 6 

Natl Radio Co Inc 12 

— Div United Aircraft Corp 


Ohmite Mfg Co 1-2-5-9-10-11-13-14 
Pacific Scientific Co 13 

Painton & Co Ltd 6-9-13-14-15 
Perkin Elmer Corp 15 

a George A 4-11-13-14-15- 


Rheinisch Westfaelische Isolatoren 
1-10-13-14-16 
Rinco Inc 6-13-15 
= Instruments Ltd 8-11-13-14- 
-16 


Rohde & Schwarz 6 

Samulevitz Firma S 10-13 

sag ee Electric Mfg Co 
13- 

Smith Herman H Inc 14 

Societe Ohmic 1-2-3-4 

Spectrol Electronics Corp 10-11- 
12-13-14-15-16 

Tomeeer” Instrument Corp 

Texas Instruments Inc Semicon 
Div 

Waters Mfg Inc 7-12-14-15-16 

Welwyn i ee Labs Ltd 
3-4-13-14-15 

Wilkor Div Aerovox Corp 7 


RESOLVERS 
1. Co-ordinate 
Transform 
2. Product 
Aviation Electric Ltd 1-3 
Muirhead Instruments Ltd 1 
Smith S & Sons Canada Ltd 3 


3. Sine or 
Cosine 


American Electronics Inc 1-2-3 

Data —_ Div Telecomputing 
Corp 

Diehl Mie Co 1-2-3 

Muirhead & Co Ltd 1-3 

Nescen Div United Aircraft Corp 


Reeves Instrument Corp 1-2-3 


RHEOSTATS (See 
RESISTORS—Variable) 


RUBBER (See also INSU- 
LATION MATERIALS 
& PARTS) 


1. Conductive 3. Natural 
2. Hard 4. Synthetic 
Can General Electric Co Ltd 
EE&TD 2 
Dominion Rubber Co 3-4 
General Tire & Rubber Co of 
Can Ltd 2 
Goodrich B F Canada Ltd 1-2.3-4 
Lion Rubber & Plastics Ltd 1-2-3-4 
Minnesota Mining & Mfg of 
Canada Ltd 4 


Associated Electrical Ind Lid 2 
Parker Seal Co 3-4 


Ss 
SCALES—Oscilloscope 


Dial & Instrument Finishers 
Oki & Willadsen Lid 
X-Ray & Radium Ltd 


Dumont Alien B Labs Inc 
SCANNERS—Reflected or 
Transmitted Light 


Can General Electric Co Lid 
EE&TD 
Measurement Engrg Ltd 


Evans Electroselenium Ltd 
Norden Div United Aircraft Corp 
Television Utilities Corp 


SCRAMBLERS—Speech 


Measurement Engrg Ltd 
RCA Victor Co Ltd 


Redifon England Ltd 
Westrex Corp 


SEALS 

1. Hermetic 2. Mechanical 
Armet Industries Ltd 1-2 
— Steel Prods Co of Canada 


Ltd 
Quality Hermetics Ltd 1 


Alite Div US Stoneware Co 1-2 
Automatic & Precision Mfg Co 


Belling & Lee Ltd 1 

Connector Seals Corp 1 

Durakool Inc 1 

Electrical Industries Div of 
Philips 1 

Fusite Corp 1 

General Hermetic ry Corp 1 

Hermetic Pacific Co: 

Hermetic Seal Corp 

Phillips Control Corp 1 

Sealtron Corp 1 

Silicone Seals Inc 2 

Super Oil Seal & Gaskets 2 


SELECTIVE CALLING 
APPARATUS 


Can General Electric Co Lid 
EE&TD 


— Motorola Electronics 

td 

Collins Radio Co of Canada Ltd 

Executone Communication Sys- 
tems Lid 

Fanon Electronics of Canada Ltd 

Kitchener Electronic Industries Ltd 

Lenkurt Electric Co Canada Ltd 

Northern Electric Co Ltd 

Siemens Edison Swan Canada Ltd 


Dumont Allen B Labs Inc 

Hasler A G 

= Wireless Telegraph Co 
td 

Multitone Electric Co Ltd 

Secode Corp 

Security Devices Lab 

Stromberg Carlson Co 


SERVICES (See page 105) 


SERVOMECHANISMS & 
SERVOSYSTEMS 

Beposaiag Opt & Prec Mat Co 
t 


Central Dynamics Ltd 

Found Bros Aviation Ltd 

Garrett Mfg Ltd 

Honeywell Controls Ltd 

yee wow! Engrg Co Ltd 

Muirhead Instruments Ltd 

Philips Electronics Industries Ltd 

Servomechanisms Canada Ltd 

Sperry Gyroscope Co of Canada 
t 


American Electronics Inc 
Bowmar Instrument Corp 
Feedback Controls Inc 
Garrett Corp The 

enry & Thomas Ltd 
Industrial Control Co 
Missouri Research Labs Inc 
M Servocontrols Inc 
Muirhead & Co Ltd 


PIC Design 
Redifon ba Pnalond Ltd 


Reflectone 
Servomex Controls Ltd 
Solartron Electronic Group Ltd 


The 
Telectro Industries Corp 
Vactric Control Equipment Ltd 





Products and Services 


SHIELDING 
1. Electrostatic 4, Wwe, 
2. Magnetic raided 


3. Radiation 


General Wire & Cable Co Ltd 4 
Stark Electronic Instruments Ltd 


X-Ray & Radium Ltd 3 


Ace Engrg & Machine Co Inc 1-2 

Allied Plastics Supply Corp 3 
Iden Mfg Co 4 

Breeze Corporations Inc 2 

Cooperative Industries Inc 4 

Electric Auto Lite Co 4 

Fidelity Instrument Corp 2 

Magnetic Metals Co 2 

Lear Inc 2 

Lindgren Erik Assoc Inc 1-2-4 

Magnetic Metals Co 2 

Nuclear Corp of America Inc 3 

Nuclear Measurements Corp 3 

Stromberg Carlson Co 4 

Telcon Metals Ltd 2 

Telectro Industries Corp 2 


SHIELDS 
1. Cathode Ray 3. Tube 
be 4. Tube, Heat 


Tal 
2. Coil or Dissipating 
Transformer 
Amphenol Canada Ltd 3 
— Radio Co of Canada Ltd 


om Eric & Co 3 


Atlee Corp 4 

Augat Bros Inc 4 
Birtcher Corp The 3-4 
Connector Corp 3 

Dumont Allen B Labs Inc 1 

Eby Hugh H Co Inc 3-4 

Elco Corp 

Goat Fred Co Inc 3-4 

Intl Electronic Research Corp 3-4 
Jan Hardware Mfg Co Inc 1 
Johnson E F Co 3 

Magnetic & Electrical Alloys Ltd 


Magnetic Metals Co 3 

McMurdo Instrument Co The 3-4 
Millen James Mfg Co Inc 1-3 
Natl Fabricated Prods Inc 3 
Nems Clarke Co 3 

Siemens & Halske A G ‘1-4 
Smith Herman H Inc 3 

Staver Co Inc The 3-4 
Stromberg Carlson Co 1 


SHIFTERS—Phase 
3. Radio 
Frequency 


Airtron Canada Ltd 2 

Aviation Electric Ltd 2 
Ferritronics Ltd 3 

Northern Radio Mfg Co Ltd 1-3 
Presentey Engrg Prods Ltd 1 
RCA Victor Co Ltd 2-3 


Ad-Yu Electronics Lab Inc 1 

Bogart Mfg Corp 2-3 

Decca Radar Ltd 2 

Diamond Antenna & Microwave 
Corp 2 

Dymec Inc 2 

Dytronics Co 1 

General Electric Co Ltd The 2 

Hewlett Packard Co 2 

Industrial Test Equipment Co 1 

Kearfott Co Inc 

Meridian Metalcraft Inc 2 

Microlab 2 

Narda Microwave Corp 2 

Varo Mfg Co Inc 1 


SHUNTS—Meter 

Canadian om Institute 
Daystrom L 

Federal Pacific Electric of Canada 


Camille Bauer Ltd 

Elima GmbH 

Hartmann & Braun A G 
Hickok Electrical fastrement Co 
Norma 


SINKS—Heat, Transistor 


Augat Bros Inc 

Birtcher Corp The 

Dielectric Prods Engrg Co Inc 
Intl Electronic Research Corp 
Opad Electric Co 

United Aircraft Prods Inc 


SLIDES—Chassis 
ame Opt & Prec Mat Co 


Adams Rite Mfg Co 

Chassis Trak Inc 

Grant Pulley & Hardware Corp 
Jonathan Mfg Co 

Radio Prequanay Labs Inc 
Robins Industries Corp 


SLIP RING ASSEMBLIES 
Aviation Electric Ltd 

Johnson Matthey & Mallory Ltd 
Presentey Engrg Prods Ltd 


Dielectric Prods Engrg Co Inc 
Electro Miniatures Corp 

Ney J M Co The 

Schaevitz Engrg 

Slip Ring Co of America 


SOCKETS 

1. Crystal 6. Relay 

2. Diode 

3. Lamp 

4. Pencit Tube 

5. Printed 

Circuit 11. Wiring Plug 
Amphenol Canada Ltd 
1-5-6-8-10-11 

Dominion Auto Accessories Ltd 3 
Electronic Components Ltd 3 
Marsland Eric & Co 5-8-10 
< we Fibre Co of Canada Ltd 


Oki & Willadsen Ltd 3-5-8 

P & S Wiring Dev Div Renfrew 
Elect 11 

Plessey Co of Canada Ltd The 8 

Rogers Electronic Tubes & Com- 
ponents 8 

— Edison Swan Canada Ltd 


Sylvania Electric Canada Ltd 1-7-8 

United-Carr Fastener Co of Can 
Ltd 1-2-3-5-6-7-8-11 

as * * pd Electronic Prods Inc 


Aerolite Electronics Corp 11 

Alcon Metal Prods Inc 

American Electronics Co 1 

Augat Bros Inc 1-2-6-7 

Barnes Development Co 6 

Belling & Lee Ltd 5-11 

Bulgin A F & Co Ltd 3-11 

Circon Component Co 3 

Connector Corp 2-5-8 

Dielectric Prods Engrg Co Inc 7 

Drake Mfg Co 3 

Eby Hugh H Co Inc 1-5-7-8 

Eby Sales Co 1-5-7 

Eitel McCullough Inc 8-10 

Elco Corp 1-2-4-5-6-7-8-9-10-11 

G-C Electrocraft Co 8 

Grayhill Inc 4-7 

Hart Mfg Co The 6-11 

Henry & Thomas Ltd 8 

Industrial oo Mfg Co Inc 

Intl Elcotronic mye Lemp 7-8 

Johnson E F Co 1-3-8-10 

Keystone Electronics Corp 2 

Leecraft Mfg Co Inc 3 

Lerco Electronics Inc 2 

Line Electric Co 6 

Mandex Mfg Co Inc 2-5-8 

McMurdo Instrument Co The 
1-2-4-5-6-7-8-10-11 

Millen James Mfg Co Inc 1-8 

Natl Fabricated Prods Inc 
2-5-7-8-10-11 

Nat! Radio a Inc 1-8 

Painton & Co Ltd 5 

Permonite Mfg Co 1-5-8 

Smith Herman H Inc 1-3-8 

US Components Inc 5-6 

Usines Jeanrenaud 5-7 

Vector Electronic Co Inc 7-8-9 

Viking Industries Inc 6 

Waldom Electronics Inc 1 

Winchester Electronics Inc 11 


SOLDER 
1. Acid Core 5. Silver 
2. Aluminum 6. Resin Core 
3. Platinum 7. Rings & 
4. Lead-Tin Preforms 
Canada Metal Co Ltd The 
1-2-4-5-6-7 
Consol Mining & Smelting Co of 


Can 
TT Industries of Canada 
td 
Eutectic Welding Alloy Co of Can 
Ltd 1-2-4-5-6-7 
ney & Harman of Canada Ltd 
ig 2 Matthey & Mallory Ltd 


5. 
Kester Solder Co of Canada Ltd 
1-2-4-5-6-7 


Atlas Mfg Co 4-6 


Chemalloy Electronics ae 2 
Frys Metal Foundries Ltd 2-4-5-6 
Johnson Matthey & Co Ltd 5 
Multicore Solders Ltd 4-5-6-7 
Perdeck Solder Products Ltd 4-7 
Stromberg Carlson Co 1-4-6 
Workman TV Inc 5 


SOLENOIDS 

1. Linear 2. Rotary 
Allen Bradley Canada Ltd 1 
Canadian Cutler Hammer Ltd 1 
Carriere & MacFeeters Ltd 1-2 
Controls Co Canada Ltd 1 
Electronic Components Ltd 1 
Found Bros Aviation Ltd 2 
Lucas-Rotax Ltd 1 
Marsland Engrg Co Ltd 2 
Osborne Electric Co Ltd 1 


Aero Supply Co 1 

Consolidated Controls Corp 1 
Dormeyer Industries 1 

Eckel Valve Co 1 

Electro Mechanical Specialties Co 


Goring Kerr Ltd 1 

Guardian Electric Mfg Co 1 
Hillburn Electronic Prods Co 1 
IMC Magnetics Corp 1-2 
Leetronics inc 2 

Line Electric Co 1 

Relay Sales Inc 1-2 

United Aircraft Prods Inc 1 

West Coast Electrical Mfg Corp 1 


SONAR SYSTEMS 
Can General Electric Co Ltd 
EE&TD 


Can Westinghouse Co Ltd Elec 
Div 


EMI-Cossor Electronics Ltd 
Edo Canada Ltd 

Fleet Mfg Ltd 

RCA Victor Co Ltd 
Raytheon Canada Ltd 


Edgerton Germeshausen & Grier 


nc 
Stromberg Carlson Co 
Telectro Industries Corp 


SOUND SYSTEMS—Com- 
plete (See also PUBLIC 
ADDRESS SYTEMS) 


Audio Vox Intercom Inc 

Barvic Engrg Ltd 

Canadian Communication Systems 

Daystrom Ltd 

Electronic Associates Ltd 

Electronic Research & Dev Co Ltd 

Electro Vox Intercom Inc 

Executone Communication Sys- 
tems Ltd 

Fanon Electronics of Canada Ltd 

Hackbusch Electronics Ltd 

Jensen _—- Div Renfrew 
Electri 

Kitchener Electronic Industries 


McCurdy Radio Industries Ltd 
Measurement Engrg Ltd 

National Sound Services Ltd 
Northern Electric Co Ltd 

Peffer Sound Systems Ltd 

Philips Electronics Industries Ltd 
RCA Victor Co Ltd 

Siemens Edison Swan Canada Ltd 
Soundmaster Ltd 


Acoustical Mfg Co Ltd 

Altec Lansing Corp 

Dukane Corp 

Grampian Reproducers Ltd 
Instructomatic Inc 

Marconis Wireless Telegraph Co 


Ltd 
Matsushita Electric Corp of 
America 


Max Egon Becker 

Maxson W L Co Langevin 
Amplifier Div 

Sound Craft Systems 

Stromberg Carlson Co 

Talk-A-Phone Co 

Tape Athon Inc 

Telectrosonic Corp 

Terminal Radio Intl Ltd 

Warren Jay © Inc 


SPEAKERS 


1. Dual Cone 5. Low 

2. Electrostatic Frequency 

3. Flame & 6. Marine, 
Explosion Weather- 


Proof proof 

4. High 7. Wide Range 
Frequency 

Amalgamated Electric Corp Ltd 7 


CANADIAN 


Can General * ane Co Elec Tube 
Sect 1-4-5- 

Daystrom Led 1-4-5-7 

EM vy r Electronics Ltd 


EV of Canada Ltd 1-4-5-7 
Jensen Speakers Div Renfrew 
Electric 1 7 
Marsland Engrg Co Ltd 4-5-6 
se | fe of Canada Ltd The 


RCA Victor Co Ltd 1-3-4-5-7 

Radio Speakers Canada Ltd 1-4-5-7 

Rogers Electronic Tubes & 
omponents 1-4-5-7 


Acoustical -_: Ltd 2-7 
Allen Robert L 
Allied Radio hy 1-2-7 
Altec Lansing Corp 4-5-7 
Atlas Sound Corp 3-4-5-6-7 
Audax Div of Rek-O-Kut Inc 
1-4-5-7 
Beam Echo Ltd 4-5-7 
Bozak Sales Co 1-4-5-7 
Cletron Inc 1-3-4-5-7 
Cosmocord Ltd 5 
Cossor Instruments Ltd 1-4-5 
Dukane Corp 4-5-7 
EMI Sales & Service 4-5-7 
Electro Products ms 5 
Fisher Radio Corp 
Goodmans edontian Ltd 1-4-5-6-7 
Isophon Werke GmbH 1-2-3-4-5-6-7 
Knight Electronics Corp 7 
Lansing James B Sound Inc 4-5-7 
Matsushita Electric Corp of 
America 
Oaktron Industries Inc 1-2-4-5 
Oxford Electric Corp 1-4-6-7 
Peerless Fabrikkerne A S 
1-3-4- 


~6- 
Quam-Nichols Co 1-4-5-7 
Racon Electric Co Inc 1-3-4-5-6-7 
Reproducers & Amplifiers Ltd 


1-4-5- 
Reslo Sound Ltd 4-6 
Rola Celestion Ltd 4-5-6-7 
Stromberg Carlson $ 4-5-6-7 
Telectrosonic Corp 
1-4-5-6-7 


Utah Radio Prods, Co 
Vitavox Ltd 1 
Wharfedale Wireless Works Ltd 


1-4-5-7 
a" Electrical Radio Co Ltd 


SPECTROGRAPHS & 

SPECTROMETERS 

1. Alpha or 2. Gamma or 
Beta X-Ray 

Philips Electronics Industries Ltd 


Viditon Corp Ltd 1-2 
Beckman Inst Inc Scientific Inst 


Borg Warner Controls Div Borg 
Warner 2 

Falk M 1-2 

Hilger & Watts Ltd 2 

Nuclear Corp of America Inc 1-2 

Nuclear Measurements Corp 1-2 

Radiation Instrument Dev Lab 1-2 

Schomandl K G 2 

Solartron Electronic Group Ltd 
The 2 

Unicam Instruments Ltd 2 

Victoreen Instrument Co The 1-2 


SPECTROSCOPIC SOURCE 
UNITS 

Viditon Corp Ltd 

Aerolux Light Corp 


Atlas Werke AG 
Nuclear Corp of America Inc 


SPLICERS—Magnetic Tape 


G-C Electrocraft Co 
Robins Industries Corp 
Telectro Industries Corp 


SPRINGS 
3. Instrument 
Hairsprings 
4. Precision 
Bohne Industries Ltd 1-2-4 
Wallace Barnes Co Ltd The 


Wind Turbine Co of Canada Ltd 
The 1 
Crucible Steel Co of America 2 


Dielectric Prods Engrg Co Inc 1 
Taylor Spring & Mfg Co Inc 2-4 
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5. Inductance 
6. Phase 
7.2 
8. Resistance 
9. Time 
10. Voltage 
Canadian Research Institute 
1-8-1 
Leeds & Northrup Canada Ltd 
1-5-8-10 


Polytronics Co 8 
Tinsley Instruments Canada Ltd 
5-8-10 


= * om Inst Inc Berkeley Div 


Boonton Electronics Corp 1 

Cambridge Instrument Co Ltd 
1-5-8-10 

Consolidated Controls Corp 10 

Danbridge A/S 1-5-8 

Delta-F Inc 2-3-4-9 

Designers For Industry Inc 2 

Electro Scientific Industries Inc 8 

Freeport Engrg Co 

Frequency aot Ltd 3 

General Radio Co 1-2-5-8-9 

Hartmann & Braun A G 1-5-8-10 

Hewlett Packard Co 4-9 

Holt Instrument Co 10 

Industrial Test Equipment Co 2-6 

Jensen Condenser Prods Co Ltd 1 

Julie Research Labs Inc 8-10 

Marconis Wireless Telegraph Co 


Ltd 4 
Mid-Eastern Electronics Inc 8 
Muirhead & Co Ltd 1-10 
Norma 8 
Rank Cintel Ltd 2-3-4 
Rochar S A Electronique 2 
Rohde & Schwarz 2-3-4-9 
Savoy Electronics Inc 4 
Schomandl K G 3-4 
——- a Instrument 


Corp 
snietons Mfg Co 8 
Siemens & Halske A G 4 
Sullivan H W Ltd 1-5-8 
US Radium Corp 11 
Varo Mfg Co Inc 2-9 
Viking Industries Inc 10 
Wayne Kerr Labs Ltd 1 


STANDS 

1. Microphone 2. Speaker 
Canadian Astatic Ltd 1 
Canadian Geloso Electronics Ltd 1 
EV of Canada Ltd 1 
Electro Vox Intercom Inc 1 
National Sound Services Ltd 1-2 
Northern Electric Co Ltd 1-2 


Atlas Sound Corp 1-2 
Dyna Inc 1 

GC Electrocraft Co 1 
Grampian Reproducers Ltd 1 
Neill R W Co Inc 1-2 

Racon Electric Co Inc 1 
Sonotone Corp 1 
Talk-A-Phone Co 1 

Turner Co 1 


STETHOSCOPES— 
Amplifying 

Smith S & Sons Canada Ltd 

X-Ray & Radium Ltd 


Electro Mechanisms Ltd 
Sanborn Co 


STRAIGHTENERS— 
Tube Pin 


Belling & Lee Ltd 
Workman TV Inc 


STRAIN RELIEFS (See 
RELIEFS—Strain) 

STRIP TRANSMISSION 
LINES 


Amphenol Canada Ltd 


Kearfott Co Inc 
Portchester Instrument Corp 
Premier Instrument Corp 


STRIPS—Mounting (See 
TERMINAL Strips) 


STROBOSCOPES 
EMI-Cossor Electronics Ltd 
Nichols R H Ltd 

Philips Electronics Industries Ltd 


Ce ication M ements 
Lab Inc 

Cossor Instruments Ltd 

Dawe Instruments Ltd 





Drello Ing P Drewell 

EMI Electronics Ltd 

“ae Germeshausen & Grier 
nc 

General Radio Co 

Hickok Electrical Instrument Co 

Orr Industries Inc 

Savage & Parsons Ltd 

Turner Ernest Electrical Instru- 


ments 
Walsco Electronics Mfg Co 


STYLI 


1. Cutting 
2. Playback, 
Diamond 


Canadian Astatic Ltd 2-3-4 
Can General Elec Co Elec Tube 
Sect 2-4 


EV of Canada Ltd 2-4 


Audio Devices Inc 1-2-4 
Broadcaster Needles 2-4 
c : A eee Div of CBS Inc 


Cosmocord Ltd 2-4 

Duotone Co Inc 1-2-3-4 

Fen Tone Corp 2-3-4 

G-C Electrocraft Co 3 

Goldring Mfg Co Gt Britain Ltd 
The 2-4 


e 
Isophon Werke GmbH 2-4 
Jensen Industries Inc 1-2-3-4 
Miller M A Mfg Co 1-2-3-4 
Qualitone Industries Inc 2-4 
Reeves Soundcraft Corp 1 
Shure Bros Inc 2-4 
Sonotone Corp 2-4 

Weathers Industries 2-4 


SUPPRESSORS—Noise 
(Incl. Auto Ignition) 


Erie Resistor of Canada Ltd 
Plessey Co of Canada Ltd The 


Belling & Lee Ltd 
Continental Wirt Electronics Corp 


SWITCHBOARDS 
1, Telephone 2. Television 
Master 


Automatic Electric Canada Ltd 1 
ae - Telephone Sales of Can 
t 


Executone Communication Sys- 
tems 
Fanon Electronics of Canada Ltd 


1 
Northern Electric Co Ltd 1-2 
RCA Victor Co Ltd 1 
Siemens Edison Swan Canada Ltd 


1 
Standard Telephones & Cables 
Mfg Col 


Agen Telephone & Electric 


‘© Ltd 
EMI > Se Ltd2 
Hasler AG 1 
— Switchboard & Supply 


Stromberg Carlson Co 1 
Telephone Mfg Co Ltd 1 


SWITCHES 


1. Coaxial . Pressure 
Cable Actuated 
. Pushbutton 
Rotary 
16. Safety 
Slide 
Snap Action 
Stepping 
Tap 
Thermal 
. Toggle 
Transfer 
11. Mercury 24. Vacuum 
12. . Waveguide 


~ 
SP Pnavreywr 


Airtron Canada Ltd 3-25 
-_: * e Electric Corp Ltd 
16-18-22 


Amphenol Canada Ltd 15-20 

Arrow Hart & Hegeman Canada 
Ltd 5-7-9-14-15-17-22 

Automatic Electric Canada Ltd 
7-14-15-19 

Aviation Electric Ltd 13-16-24 

Boncoeng 5st & Prec Mat Co 
Ltd 15- 


Bristol Co of Canada Ltd The 13 

Brown Boveri Canada Ltd 14-23 

st Electric Prods Co Canada 
t 


16 
Canadian Controllers Ltd 5-9-14 
Canadian Cutler Hammer Ltd 
4-9-11-13-14-22 
Can General Electric Co Ltd 
EE&TD 1-2-7-8-9-11-13-18-22 
Canadian Stackpole Ltd 17 
Centralab Canada Ltd 13-15-17 
Clare C P Canada Ltd 7-19 
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Controls Co Canada Ltd 4-6-9-12- 
13-14-15-16-17-18-19-21-22 

Davis Automatic Controls Ltd 
4-5-9-11-13-14-23 

Dominion Auto Accessories Ltd 
12-14-17-18-22 

Dupar Canada Ltd 5-7-9-14 

Edwards High Vacuum Canada 
Ltd 24 


Electronic Components Ltd 14-22 

Ericsson Telephone Sales of Can 
Ltd 2-7-14-15-19 

Erie Resistor of Canada Ltd 
14-15-17 

Etlin H B Co Ltd 18-22 

Federal Pacific Electric of Canada 
15-16-23 

Found Bros Aviation Ltd 25 

Frost L H Canada Ltd 18 

Garrett Mfg Ltd 

Honeywell Controls Ltd 5-9-11- 
13-14-16-18-22 

Jerrold Electronics Canada Ltd 


Lenkurt Electric Co of Canada 
Ltd 23 

Leonard Electric Ltd 14-15-17- 
18-22 


Licon Switch Div Can Ill Tools 
Ltd 6-9-14-18-22 

Marsland Engrg Co Ltd 8-19 

Meredith C C & Co Ltd 15-18-21 

Northern Electric Co Ltd 2 

P & S Wiring Dev Div Renfrew 
Elec 11-13-18-22 

Pioneer Electric Brandon Ltd 21 

Plessey Co of Canada Ltd The 
12-14-15-17 

RCA Victor Co Ltd 1-3-15-23-25 

Radio Components Ltd 
14-15-17-18-20-25 

Raytheon Canada Ltd 3 

Siemens Edison Swan Canada Ltd 
7-13-14-19-21-24 

Siemens eee & Cables 


g Co 
Stark R W 7-13-15-20-21-22 
Struthers Dunn Relays Div 

Renfrew 9-10-11-12-21 
Thermovolt Instruments Ltd 
4-11-15 


Tinsley Instruments Canada Ltd 15 
United-Carr Fastener Co of Can 
Ltd 14 
Verd-A-Ray Electronic Prods 
Inc 8-14-15-18-20-22 
White Rodgers Ltd 9 
Wind Turbine Co of Canada 
Ltd The 2-23 


Advance Components Ltd 1-15 

Aero Instrument Co 13 

Allied Control Co Inc 14-22 

Allied Radio Corp 15 

American Designed Components 
Inc 11 

Arcolectric Switches Ltd 22 

Atlas Sound Corp § 

Austinlite Ltd 15 

Barkelew Electric Mfg Co 8-15 

Barksdale Valves 13-24 

Belling & Lee Ltd 21 

Bird Electric Corp 1 

Birtcher Corp The 5 

Bogart Mfg Corp 1-25 

Bomac Labs Inc 25 

Bristol Co The 13 

Bristol Motor Div Vocaline Co 


12 
Bulgin A F & Co Ltd 5-7-14-15- 
17-18-22 
CTS Corp 15-18 
Capitol Machine Co The 7-14-22 
Century Electronics & Instruments 


Cherry E aerteed Prods Corp 
4-13-16-18 

Cinema Engrg Div of Aerovox 
Corp 15 

Clarostat Mfg Co Inc 15 

Colvin Labs Inc 13 

Communication Prods Co Inc 15 

Consolidated Controls Corp 

Consolidated Vacuum Corp 24 

a eae Wirt Electronics Corp 


1 

Control Prods Inc 21 

Control Switch Div Controls Co 
of AM 5-9-14-15-16-18-22 

Corning Glass Works Electrical 
Pro 

Couch Ordnance Inc 15 

a Precision Instrument Co 


Cunningham James Son & Co 


nc 

Danbury Knudsen Co 1-25 

Daven Co The 

Dielectric Prods Engrg Co Inc 
1-2-12-25 

Digitran Co The 15 

Dow Key Co Inc 1 

Durakool Inc 11 

Eby Sales Co 17 

Electro Miniatures Co’ 

Electro Products Inc 1 


12-15 


Electrovac 11 

Engel & Gibbs Ltd 11-21-24 

G-C Electrocraft Co 14-17-22 
GV Controls Inc 21 

Gems Co Inc The 4-13 
General Communications Co 1 
General Control Co 5-7-9-14 
General Hermetic Sealing Corp 


General Radio Co 15 

Genisco Inc 6 

Globe aout Inc 12 

Gordos Corp 

Grayhill yg 14-15-20 

Grigsby Allison Co Inc 15-17 

Guardian Electric Mfg Co 10-19 

Hamlin Inc 11 

Hart Mfg Co The 15-22 

Hasler AG 2-10 

Haydon A W Co The 19 

Haydon Switch Inc 9-18 

Henry & Thomas Ltd 7 

Industrial Devices Inc 15 

pao Hardware Mfg Co Inc 

Development Labs 

Intl Instruments Inc 15 

Jennings Radio Mfg Corp 23-24 

Jerrold Electronics Corp 1-23 

Kay Electric Co 1 

Kearfott Co Inc 25 

Kellogg Switchboard & Supply 
Co 2-19 


Keyswitch Co The 7-9-14 
Knight Electronics Corp 15 
Lamarche Products Co 16 
Linemaster Switch Corp 5 
Litton Industries 24 
Mallory P R & Co Inc 14-15 
Maury & Assoc Inc 
Mayer Josef Electrotechnische 
Fabrik 15 
Meridian Metalcraft Inc 25 
Microdot Inc 1 
Mossman Donald P Inc 14-18-22 
Muirhead & Co Ltd 7-15-19 
pson Lid 8 
Co 14-15-16-17-18-20 
fg Co 20 
Painton & Co Ltd 14-15-18-22 
Portchester Instrument Corp 1-25 
Premier Instrument Corp 1-25 
Racal Engrg Ltd 
Radar Measurements Corp 25 
Rahm Instrument Div 13- 
Relay Sales Inc 19 
Royal Electric Corp 14-15 
Scott James and Co Ltd 9-10-19 
Sealectro 4 > 2 
Secode Corp I 
Shallcross Nits Co 12-14-15-19- 
20-23 


Siemens Schuckertwerke A G 
5-7-8-9-13-14 

Sivers Lab 1-25 

Smith Herman H Inc 
7-8-15-17-18-22 

Spectrol Electronics Corp 12-15-19 

Stromberg Carlson Co 7-15-19 

Switchcraft Inc 7-14 

Tally Register Corp 26 

Tech Laboratories Inc 
2-12-15-19-20-26 

Telecomputing Corp 15 

Telectro Industries Corp 15 

Texas Instruments Inc Met & 
Con Div 9-13-14-15-18-21-22 

Torotor As 7-14-15-20-22 

Torsion Balance Co 22 

Trad Electronics Corp 1 

Tung Sol Electric Inc 24 

Unimax Switch Div W L Maxson 
Corp 9-14-15-18-22 

US Gauge Div Amer Machine & 
Metals 13-24 

Universal Circuit Controls 
7-9-14-15-22 

Usines Jeanrenaud 14-15-17-20 

Vactric Control Equipment Ltd 


Walsco Electronics Mfg Co 
8-14-15-17-22 
Waters Mfg Inc 15 


SYNCHROS 


Aviation Electric Ltd 
Daystrom Ltd 

Muirhead Instruments Ltd 
Smith S & Sons Canada Ltd 


American Electronics Inc 

IMC Ma -rxyear Trg 

Muirhead & Co L 

Norden Div Senet Aircraft Corp 

US Gauge Div Amer Machine & 
Metals 


SYNCHROSCOPES 


Aviation Electric Ltd 

Bepco Canada Ltd 
Raytheon Canada Ltd 
Smith S & Sons Canada Ltd 


Elima GmbH 
Evershed & Vignoles Ltd 





Products and Services 


Hartmann & Braun A G 
Matsushita Electric Corp of 
America 


Norma B 
Polarad Electronics Corp 


T 


TACHOMETERS 
1. Electronic 2. Rotary 
ae ye = manceats Ls Ltd 1-2 
Bach Sim td 
Barber Colman of oo Ltd1 
Bristol Co of Canada Ltd The 1 
Can General Electric Co Ltd 
EE&TD 2 
Canadian Research Institute 2 
Daystrom Ltd 1-2 
EMI-Cossor Electronics Ltd 1 
EV of Canada Ltd 1 
Electronic Associates Ltd 1 
Found Bros Aviation coe 1-2 
Measurement Engrg Ltd 1-2 
Philips Electronics Industries Ltd 


2 
Smith S & Sons Canada Ltd 2 


Airpax Electronics Inc 1 
American Electronics Inc 2 
Associated Research Inc 2 
Barber Colman Co 2 é 
Beckman Inst Inc Berkeley Div 1 
Bristol Co The 1 

Cossor Instruments Ltd 1 
Dawe Instruments Ltd 1 
Deuta Werke GmbH 2 
Diehl Mfg Co 2 

EMI Electronics Ltd 1 
Evershed & Vignoles Ltd 2 
Garrett Corp The 

Globe Industries Inc 2 
Gossen P & Co GmbH 2 
Hartmann & Braun A G 2 
Hewlett Packard Co 1 
Jaquet Ltd 2 

Jones Motrola Corp 2-3 
Morrow Radio yr Col 
Muirhead & Co Ltd 

Norden Div United Aircraft 


Corp 
Rochar S A Electronique 1 
Southwestern Industrial Elec- 
tronics 1 
Uniwave Inc 1 
Vactric Control Equipment Ltd 2 
Varo Mfg Co Inc : 
Waters Corp The 1 


TAPE MECHANISMS 
(Decks) 


Daystrom Ltd 
Electronic Specialties 
Executone Communication Sys- 
tems Ltd ; 
Ferranti-Packard Electric Ltd 
Presentey Engrg Prods Ltd 
Thompson Products Ltd 
Viditon Corp Ltd 


Arkay International Inc 

Birmingham Sound Reproducers 

Bogen Presto 

Fy Ferrograph Recorder Co 
t 


Collaro Ltd 
Magnecord Div Midwestern Insts 


Inc 
Norddeutsche Mende Rundfunk 
GmbH 


mi 
Solartron Electronic Group Ltd 
The 


-Athon Inc 
Viking of Minneapolis Inc 
Webcor Inc 


TAPES—Magnetic 
1. Audio, 5. Pre-record- 
ed, Special 
2. Audio, Purpose 
. Instru- 
mentation 
Canadian Astatic Ltd 2 
Daystrom Ltd 1-2 
d Recording Ltd 5 
EMI-Cossor Electronics Ltd 2-3 
Electronic Specialties 2 
Executone Communication Sys- 
tems Ltd 1 
Honeywell Controls Ltd 3 
Minnesota Mining & Mfg of 
Canada Ltd 1-2-3-4 
Philips Electronics Industries 


t 
Viditon Corp Ltd 2 
x Corp 2-3-4 


A 
Audio Devices Inc 1-2-3-4 
ee Div Dyna Empire 


British Ferrograph Recorder Co 
Ltd 2 


Ferrodynamics Corp 2 
Inet Div Lezch Corp 3 

MSS Recording Co Ltd 2-3 
Magnetronics, Inc 5 

Morrison Recording Labs 5 
Orr Industries Inc 1-2 

Reeves Soundcraft Corp 1-2-3-4 
Saxton Prods Inc 5 

Tape Athon Inc 2-5 

Telectro Industries Corp 3 
Valentino Thomas J Inc 5 
Webcor Inc 2 


TEES—Microwave 


Airtron Canada Ltd 
Sinclair Radio Labs Ltd 


Diamond Antenna & Microwave 
Corp 

Dielectric Prods Engrg Co Inc 

Felten & Guilleaume Fernmeldean- 
lagen GmbH 

General Electric Co Ltd The 

Kearfott Co Inc 

Maury & Assoc Inc 

Meridian Metalcraft Inc 

Narda Microwave Corp 

Portchester Instrument Corp 

Premier Instrument Corp 

Sanders Assoc Inc 

Uniwave Inc 


TELEMETERING 
SYSTEMS 


Autotronics Control 

Bristol Co of Canada Ltd The 
Brown Boveri Canada Ltd 
Electrical Mfg Co Ltd 
Evershed Powertronic Ltd 
Ferranti-Packard Electric Ltd 
Honeywell Controls Ltd 
Nichols R _H Ltd 

Northern Radio Mfg Co Ltd 
Presentey Engrg Prods Ltd 
RCA Victor Co Ltd 
Raytheon Canada Ltd 

Tele Radio Systems Ltd 


Associated Electric Ind Ltd 
Beckman Insts Inc Systems Div 
Bendix Aviation Corp CDC 
Bristol Co The 

Control Corp 

Dymec Inc 

Electro Mechanical Research Inc 
Hartmann & Braun 

Hoover Electronics Co 

Moore Assoc Inc 

Motorola oe Corp 

Nems Clarke 

Precision Sestremont Co 
Radiation Inc 

Radio Frequency Labs Inc 
Security Devices Lab 

Siemens & Halske A G 
Telechrome Mfg Corp 

Telectro Industries Corp 
Waltham Horological Corp 


TELEPHONES—Handsets 


Amalgamated Electric Corp Ltd 
Automatic Electric Canada Ltd 

Campbell Mfg Co Ltd 

Ericsson Telephone Sales of Can 


Executone Communication Sys- 
tems Ltd 

Fanon Electronics of Canada Ltd 

Northern Electric Co Ltd 

RCA Victor Co Ltd 

Standard Telephones & Cables 
Mfg Co 


Dukane Corp 

G-C Electrocraft Co 

Hasler A G 

Kellogg Switchboard & Supply Co 
Telephone Mfg Co Ltd 
Transelectric Mfg Co 


TELEVISION SYSTEMS— 
Closed Circuit 


Automatic Alarms & Signals 
Ltd 


Benco Television Associates Ltd 
Can sonaeel Electric Co Ltd 


Diamond Specialty Ltd 
EMI-Cossor Electronics Ltd 
Jerrold Electronics Canada Ltd 
Northern Electric Co Ltd 

Philips Electronics Industries Ltd 
RCA Victor Co Ltd 

Sylvania Electric Canada Ltd 


Thompson Prods Ltd 
Transmission Div Pye Canada Ltd 


Blonder Tongue Labs Inc 


Cossor Instruments Ltd 

Dumont Allen B Labs Inc 

EMI Electronics Ltd 

Eastman International Co GmbH 

Entron Inc 

Epsylon Industries Ltd 

Felten & Guilleaume Fernmeldean- 
lagen GmbH 

General Precision Lab Inc 

Giantview Closed Circuit TV 
Network 

Grundig Verkaufs GmbH 

Ingenieur Buro Atlas 

Jerrold Electronics Corp 

Kin Tel 

Marconis Wireless Telegraph Co 

t 

Matsushita Electric Corp of 
America 

Motorola Overseas Corp 

SKL Instruments 

Tel ey Corp 

Telechrome Mfg Corp 

Telectro Industries cop 

Westinghouse Electric Intl Corp 


TENSIONS—Coil Winding 
Found Bros Aviation Ltd 


Coil Winding Equipment Co 
Industrial Winding Machinery 


Corp 
gaevens Geo Mfg Co Inc 


TERMINAL BOARDS, ETC. 
1. Blocks 3. Strips 
Boards 


me Marine Prods of Canada 


Amphenol Canada Ltd 2-3 

Automatic Electric Canada Ltd 1 

Beaconing Opt & Prec Mat Co 
Ltd 2 

Burndy Canada Ltd. 3 

a Thermionic of Canada 

Can General Electric Co Ltd 
EE&TD 1-2-3 

One Electronic Equip 

‘oL 

Continental Diamond Fibre of 
Can Ltd 1-2-3 

Cyanamid of Canada Ltd 1-2 

Dial & Instrument Finishers 3 

Dominion Auto Accessories Ltd 1 

Electro Vox Intercom Inc 2 

English Electric a 1 

Etlin H B Co Ltd 

General Tire & Rubber Co of 
Can Ltd 1-3 

Kings Electronics Canada Ltd 3 

Lenkurt Electric Co of Canada 
Ltd 1-3 

Marsland Eric & Co 2 

Measurement Engrg Ltd 2-3 

—— Fibre Co of ted Ltd 


Oki & Willadsen Ltd 1-2-3 
Plessey Co of Canada Ltd The 1 
Powertronic Equipment Ltd 1 
RCA Victor Co Ltd 1-2-3 
Siemens Edison Swan Canada 


Spaulding Fibre of Canada Ltd 
12-3 


Topping F V Electronics Ltd 2 

United-Carr Fastener Co of Can 
Ltd 1-2-3 

X-Ray & Radium Ltd 3 


Accurate Electronics Corp 3 
Aerolite Electronics Corp 1-2-3 
Alcon Metal Prods Inc 

Allied Plastics Supply Corp 1-2-3 
Amatom Electronic Hardware Co 


Inc 3 
Belling & Lee Ltd 1 
Buchanan Electrical Prods Co 1 
Budd Instruments Div 3 
Bulgin A F & Co Ltd 2-3 
Camblock Corp 1-3 
Cue, Development & Mfg Co 


Excellex Electronic Inc 1-2-3 
Federal Screw Prods Inc 1-3 
G-C Electrocraft Co 1-2-3 
Harwin Engineers Ltd 2-3 
Henry & Thomas Ltd 3 
Industrial Hardware Mfg Co Inc 
Insulators Ltd 1 

Jones Hiram Electronics 2 
Keystone Electronics Corp 1-2-3 
Lerco Electronics Inc 2 

Li Industries Components Div 


Mandex Mfg Co Inc 2-3 
McMurdo Instrument Co The 2 
Millen James Mfg Co Inc 3 
Natl Fabricated Prods Inc 2-3 
Natl Tel Tronics Corp 2-3 


Permonite Mfg Co 1-2-3 
Precision Metal Prods Co 2-3 
Schouboe Firma Tage 1-2-3 
Smith Herman H Inc 1-2-3 
States Co The 1-3 

Stromberg Carlson Co 1-2-3 
Titan Intl Corp 1-2-3 

Usines Jeanrenaud 1-2-3 
Vector mogense Co Inc 2-3 
Wama Co The 1 

Weidmuller C AKG 1 


TERMINALS 
1. Hermeti- 


3. Solderiess 

4. Strip or 

2. Printed Chassis 
Wiring 


Aircraft Marine Prods of Canada 
Ltd 2-3 


td 

Amphenol Canada Ltd 1-4 
Burndy Canada Ltd 1-2-3-4 
Cambridge Thermionic of Canada 

Ltd 1-2-4 
Dominion Auto Accessories Ltd 3 
Electronic Components Ltd 3 

tlin H B Co Ltd 3 
Ferranti-Packard Electric Ltd 1 
Marsland Eric & Co 2-3-4 
emi Fibre Co of Canada 


Ltd 

Oki & Witladeen Ltd 2 

Plessey Co of Canada Ltd The 3 

Quality Hermetics Ltd 1 

Rogers Electronic Tubes & Com- 
ponents 2 

Sido Ltd 3 

United-Carr Fastener Co of Can 
Ltd 3-4 


t 
X-Ray & Radium Ltd 4 


Accurate Electronics Corp 4 
Aerolite Electronics Corp 1-4 
Alcon Metal Prods Inc 
Alite Div US — Col 
Bellin qy eae Ss 
ETC 
Electrix’ id 3 
Engel & Gi Ltd 3-4 
Federal Screw Prods Inc 3-4 
G-C Electrocraft Co 3-4 
ss ze 1-2 

ener: ermetic Sealin rp i 
Harwin Engineers Ltd 153 
Heldor Mis Co. Co Inc 1 
Hermetic Pacific Corp 1 
Hermetic Seal Corp 1 
Hollingsworth Co 
Insulators Ltd 4 
Jones Hiram Electronics 2 
KLG Sparking Plugs Ltd 1 
Keystone Electronics Corp 4 
Litton Industries Components 


Div 1-2-3 
Malco Mfg Co 2-3-4 
Natl Tel Tronics Corp 2-4 
Oxley Developments Co Ltd 4 
Painton & Co Ltd 2-3-4 
Precision Metal Prods Co 3-4 
Sealectro Corp 4 
Sealtron Corp 1 
Smith Herman H Inc 3-4 
Sphere Co The 1 
Stromberg Carlson Co 2-4 
Taurus Corp 3-4 
Tri Point Plastics Inc 4 
Usines Jeanrenaud 4 
Vaco Prods Co 3 
Vector Electronic Co Inc 3-4 
Waldom Electronics Inc 3 
Wama Co The 3 
Weidmuller C A KG 4 
Winchester Electronics Inc 2-4 


TERMINATIONS 
1. Microwave 2. VHF, Video 
or Pulse 
Airtron Canada Ltd 1 
Canadian Motorola Electronics 


td 

ae ~ 5 em Co of Canada 
t 

RCA Victor Co Ltd 1-2 


Bird Electronic Co: 
Bogart Mfg Corp 1- 
ee Antenna & Microwave 


Corp 
Dement ‘Allen B Labs Inc 1-2 
FXR Inc 1 
General Electric Co Ltd The 1 
General Radio Co 1-2 
Hewlett Packard Co 1 
Jones M C Electronics Co Inc 2 
Kearfott Co Inc a 
Maury & Assoc 
Meridian ened | he 1 
Microlab 1-2 
Microwave Associates Inc 1 
Microwave Development Labs 


Inc 1 
Missile Systems Corp 1 
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Motorola Overseas Corp 1-2 
Narda Microwave Corp 1 
Portchester Ins’ 


Radar Measurements Corp 1-2 
Sierra ye Corp 2 

Sivers Lab 1 

—— Aircraft Radio Co Inc 


En 
CHAMBERS) 


TESTERS (See also ANAL- 
YZERS, METERS, ETC.) 
10. Gyroscope 
11. Induction 
12. Insulation 
Breakdown 
13. Insulation 
Charac- 
teristics 
14. Radar 
15. Relay 
16. Synchro 
Error 
17. Transistor 
18. Tube 


Aviation Electric Ltd 6-12-16 

Bach Simpson Ltd 2-6-17-18 

Beaconing Opt & Prec Mat Co 
Ltd 15 

CLM Industries 2 

Canadian Research Institute 2-3-4- 
5-6-7-9-12-13-15-17-18 

Daystrom Ltd 4-5-6-18 

De Havilland Aircraft of Canada 
Ltd 6-8 

English Electric Canada 12 

om 3 Northrup Canada Ltd 


Loko Electric Co of Canada 
d 34 


Lt 
Measurement Engrg Ltd 7-8 
National Sound Services Ltd 
2-6-12-13 


Philips Electronics Industries Ltd 
13-17-18 
RCA Victor Co Ltd 18 
Swan Canada 


Stark Electronic Instruments Ltd 


2-4-5-6-9-17-1 

Struthers Dunn Relays Div 
Renfrew 15 

Thermovolt Instruments Ltd 11-12 

Wage Ay Electronic Prods Inc 


AEG ll 

Acker R Heidelberg 13 
Instrument Lab Inc 6-9 

Allied Radio Corp 4-9-17-18 

Associated Research Inc 3-4-12-13 

Atronic Prods Inc 17 

Avo Ltd 17-18 

B & K Mfg Co 5-17-18 

Barnes a Co4 


Bennin 
Bosco Bon re Co 6 
Deleon Physical Labs 4-12 
Buckleys Uvral Ltd 12-13 
California Technical Industries 
4-6-9-17 


Cambridge Instrument Co Ltd 3 
Coney onics & Instruments 


6-15 
Communication Measurements 
Lab Inc 


Cornell a Electric Corp 4 
Cubic Corp 

Danbridge” Ays 4 

Designers For Industry Inc 17 
Dynatran Electronics Corp 9-17 
= Scientific Industries Inc 


Electronic Instrument Co Inc 
17-18 


Electronic Instruments Ltd 4 
ic Measurements Corp 
2-4-5-17-18 
= Research Associates 


Electronics International Co 10 
Evans Electroselenium Ltd 
Evershed & Vignoles Ltd $43 
Fischer E & Co 3-12 

Freed Vaacoweee yh Co} Inc 4-12-13 
G-C Electrocraft Co 

General ad I al Co l4 
General Hermetic Sealing Corp 13 
Gossen P & Co GmbH 12-13 
Hallamore Electronics Co 6 
Hartmann & Braun 4s G34 


Hewson Co Inc 
Instrument Co 
2-5-17-18 
Hitachi Ltd 3-12-13 
Industrial Control Co 4-16 
ial Instruments Inc 12-13 


Industrial Test Equipment C 
n ial Test t Co 
1-12-16 





Industrial Transformer Corp 12 
Jackson Electrical Instrument Co 


18 
Jones M C Electronics Co Inc 14 
Kay Electric Co 14 
Knight Electronics Corp 4-17-18 
Lange Dr B 8 
Lavoie Labs Inc 3-6-15 
Legpa 3 
Lintronics Ltd 12-13 
Matsushita Electric Corp of 
America 6 


Mercury Electronics 18 
Metronix sd oe 
oon La Inc 14 


Missouri 
Miurhead 4 &C Co Ltd 
Nash and Thompson Ltd 7-17-18 
Neuberger Joseph 18 
Norden Div United Aircraft 
Corp 17 
Memnk 3-12 
Opad Electric Co 2-3-12- 
Optimized Devices Inc 5612-15-17 
Owen Labs Inc 17 
Paco Electronics Co Inc 4-18 
Peschel Electronics Inc 12 
Photovolt Corp 8 
Pitometer Log Corp 1 
Polarad Electronics 1a 15-18 
Precision Apparatus Co Inc 
5-17-18 
Radio Frequency Labs Inc 12 
Rutherford thy Co 14 
Schauer Mfg ty 
Shallcross Mfg Co 
Siemens & —— 4 G 12-13-15-18 
Sivers Lab 1 
Solartron | J Group Ltd 
The 5-16 


Telectro Industries Corp 4-6-9-13 
Thomas Electronics Inc 5 

Trans Electronics Inc 9-17 
Transistor Specialties Inc 17 

be ox! oe Instrument Co 


Turner Ernest Electrical Instru- 
ments 

US Gauge Div Amer Machine & 
Metals 16 

Von Corp The 13 


THERMISTORS (See 
BOLOMETERS) 


THERMOCOUPLES 
1. Basic 4. Vacuum 
2. Type 
3. Reference 

Junction 

Aviation Electric Ltd 2 

Bailey Meter Co Ltd 1-2 

-* Colman of Canada Ltd 


Bristol Co of Canada Ltd The 2 
Canadian Research Institute 1-2-4 
we | Scientific Co of Canada 
Davis Automatic Controls Ltd 2 
Daystrom Ltd 1-2-4 
Foxboro Co Ltd The 2 
Honeywell Controls Ltd 1-2 
Leeds & Northrup <a Ltd 12 
Measurement Engrg Ltd 1 
Polytronics Co 2 
be) epee Cos of Canada 
t 


Thermo Electric Canada Ltd 1-2-3 

Thermovolt Instruments Ltd 2 

Viditon Corp Ltd 1-2 

Aero Research Instrument Co Inc 
1-2-3 


Bristol Co The 2 

Cambri it Co Ltd 1-2 

Hartmann & Braun A &' 1-2-3 
Instruments Co Inc 2 


Magnetic 

Rosemount Engrg Co 1-2 

Sensitive Research Instrument 
Corp 4 

— eee Instrument Co 

t 

United Sensor & Control Corp 1 

THERMOMETERS— 
Resistance 


Aviation Electric Ltd 


Tinsley Instrumen‘ 
Viditon Corp Ltd 
Aero Research Instrument Co Inc 
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Bendix Aviation Corp CDC 
Co The 


Bristol 

Cambri Instrument Co Ltd 

Fielden Electronics Ltd 

HB t 

Hartmann & Braun A G 

Precision Thermometer & 
Instrument 

Ruge Arthur C Inc 

Savage & Parsons Ltd 


THERMOPILES 


Leeds & Northrup Canada Ltd 
Thermo Electric Canada Lid 


Cambridge Instrument | Co Ltd 
Hartmann & Braun A G 


Hughes Aircraft Co 
Lange Dr B 


THERMOSTATS 

Barber Colman of Canada Ltd 

Canadian Research Institute 

Controls Co Canada Ltd 

a: ee Industries of Canada 
t 


Honeywell Controls Ltd 

— Cooling Semiconductors 
t 

Pioneer Electric Brandon Ltd 

Polytronics Co 

ie Instrument Cos of Canada 
t 


United Electric Controls Can Ltd 
White Rodgers Ltd 


American Thermostat Corp 
Electrovac 

Engel & Gibbs Ltd 

Fielden Electronics Ltd 

Hart Mfg Co The 

GV Controls Inc 

Garrett Corp The 

Stevens Mfg Co Inc 

Texas — ts Inc Met & 


Allen Bradley Canada Ltd 5 

Automatic Timing & Controls 
Inc 1-2-3-4-5-6-7-8-9-10 

Bristol Co of Canada Ltd The 
1-3-7-8-9 


Brown Boveri Canada Ltd 8-10 
Canadian Marconi Co Comm 
Prods Div 5 
dian Research Institute 9 
Controls Co Canada Ltd 1-37 
YF Automatic Controls Ltd 


5-4 

Daystrom Ltd 2 
Dupar Canada Lid 3-9 
Electronics Corp of 

Can Ltd 5-10 
Ferranti-Packard Electric Ltd ° 
International Bus Machines C 

Ltd 1-4-5-6-7 
Kelk George Ltd 4 
Measurement Ltd 1-5-7-9 
Pritchard X-Ray Mfg Ltd 5-6-7-10 
Smith S & Sons Canada Ltd 4 
 ” pas Instruments Canada Ltd 


Taylor Instrument Cos of Canada 
Ltd 4-9 

Topping F V Electronics Ltd 

Vector Labs Inc 1-3-4-5-8-9 

Advance Co ts a 4-5-6-7 

Aemco Inc 1 7-8- 


Aero Instrument Co 4 
Associated Electrical Ind Ltd 


Automatic Telephone & Electric 
Co Ltd 4 


Bristol Co The 1-3-7-8-9 
Computer : Corp 


1 
Cramer nd Cop 1-3-4-7 
Dej Col 





| Ltd § 
Elgin Micronics 

pees & Se 106 0.0302 
Farmer rods Co Inc § 


Favag es eae Elec- 
GV 


General roy éo 1-5-7-10 
Globe Industries Inc 7-9 


Industrial Timer Corp 1-34-79 


i pemtemiom Dr Justus Rosen- 


hagen 
Lux Clock Mfg Corp The 
1-3-4-5-7-8 


Mallory P R & Co Inc 7 

Matsushita Electric Corp of 
America 1-2 

Miller Harris Instrument Co 
1-3-4-5-6-7-8-9 


Montgomery Mfg Co 3-8-9 

Nems Clarke Co Il 

Nuclear Corp of America Inc 
4-5-6-7 


on Electric Co 1-3-7-9 


Scott James and Co Ltd 3-9 

Seely Instrument Co Ltd 3-7-8-9 

Siemens Schuckertwerke A G 
5-8-10 

Sodeco Societe Des Compteurs 4 

Saeeee Electronic Group Ltd 


Standard Electric Time Co 4-7 
Thompson Clock Co 1-4 
Transistor Specialties Inc 4-5-7 
Trumeter Co Ltd 4 

Uniwave Inc 1-3-4-5-6-7-8-9 
Victoreen Instrument Co The 4-5 
Waugh Engrg Co 1-5-6-9 
Wayne Kerr Labs Ltd 5 
Westport Electric 5-7 

Wetzer Hermann 4 

Zenith Electric C Co 1-3-6-7-8-9 


TITRATION APPARATUS 
—Electronic 


Canadian Research Institute 
a Scientific Co of Canada 


Cambridge Instrument Co Ltd 
Electronic Instruments Ltd 
Evans Electroselenium Ltd 
Evershed & Vignoles Ltd 
Nash and Thompson Ltd 
Polarad Electronics Corp 
Sargent E H & Co 


Wrapping 
Canadian Fairbanks-Morse Co 
Ltd The 1-2-3-4 


Daystrom Ltd 4 

Gardner Denver Canada Ltd 1-2-6 

Linde Co 4 

Proto Tools of Canada Lid 1 

Ungar Electric Tool Co of 
Canada 4 


Adcola Prods Ltd 4 
American Electrical Heater Co 


1-3-4 

Atlas Mfg Co 4 

Contact Inc 3 

Dremel Mfg Co 1 

Electric Soldering pee Co4 

G-C Electrocraft Co 1 

Hunter Tools 1 

Ideal Industries Ltd 1-3-4 
Co4 


rods 1 
Oo Electrical Labs Ltd 4 
Preis H P Engraving Machine Co 


4 
Samulevitz Firma S 4 
Saxton Prods Inc 1 
Technical Devices Co 1 


Weller Mfg Co 4 

Wincheste t Electronics Inc 7 
Xcelite Inc 1 

Zeva Elektrizitats A G 4-7 


TRACERS—Curve, Tran- 
sistor or Tube 


General Radio Co 


TRANSCEIVERS 
1. Aircraft 4. UHF 
2. Lifeboat 


5. VHF 
3. Portable 
Addison Industries Ltd 3 


Aviation Electric Ltd 1 
Can General Electric Co Ltd 


EE&TD 345 
Canadian Marconi Co Comm 
Prods Div 2 7 
Canadian M la Elec 
Ltd 3-5 








Products and Services 


Coline Radio Co of Canada Ltd 


Daystrom Ltd 3 
— Electronics Industries Ltd 


Plessey Co of Canada Ltd The 
1-4-5 


Pye Canada Ltd 3-5 
RCA Victor Co Ltd 2-3-4-5 
Topping F V Electronics Ltd 3 


Aeronautical Communications 
E Inc 1 


qpt 
Dumont Allen B Labs - 3-4-5 
Electronic Devices Corp 1 
— a. Young Spring & Wire 


Hasan — Corp 1 
Kaar Engrg Corp 

Lagier Etablissements 2-5 

Lear Inc 1 

Marconis Wireless Telegraph Co 


Lt 

Matsushita Electric Corp of 
erica 3 

Motorola Overseas id 4-5 

Northern Radio Co 1 

Radio Specialists Co 3-4 

Redifon England Ltd 3-4-5 

Seiscor 3 

Titan Intl Corp 1 


TRANSDUCERS 
3. Photo- 


electric 
4. Thermo- 
electric 


1. Acoustic 
2. Electro- 
mechanical 


Aviation Electric Ltd 2 

Daystrom Ltd 3 

De Havilland Aircraft of Canada 
Ltd 2 


Edo Canada Ltd 1-2 

Ferranti-Packard Electric Ltd. 2-3 

Garrett Mfg Ltd 2-4 

Helipot Div Beckman Insts Inc 2 

Honeywell Controls Ltd 4 

IRC Resistors Div Renfrew Elec- 
tric 

—- & Northrup Canada Ltd 


* . Engrg Ltd 3 
National Semiconductors Ltd 3 
Philips Electronics Industries Ltd 


2. 
Plessey Co of Canada Ltd The 1 
Presentey Engrg Prods Ltd 2 
Smith S & Sons Canada Ltd 2-4 
‘Teptec Dantrement Cos of Canada 
t 


Tinsley Instruments Canada Ltd 2 
ber ry’ Electric Corp of Canada 
t 


Airpax Electronics Inc 2 

Allied Radio Corp 1 

Atlantic Research Corp 1 

B & F Instruments Inc 2 

a. Inst Inc Berkeley Div 


Biophysical Electronics Inc 2 
Boulton Paul Aircraft Co 2 
Bruel & Kjaer A/S 1-2 

Budd Instruments Div 2 
Colvin Labs Inc 2 
Consolidated Controls Corp 2 
Crescent Engrg & Research Co 


Dynapar Corp 2 
Electro Ceramics Inc 1-2 
es Mechanical Research Inc 


Electro Mechanisms Ltd 2-4 
Electro Prods Labs Inc 2 
Elliott Bros London Ltd 2 
Fairchild Controls Corp 2 
Garrett Corp The 2-4 
Gilmore Industries Ltd 2 
Hartmann & Braun A G 2-3 
Hewlett Packard Co 3 
Lansing James B Sound Inc 1 
Massa 1 

Nacimo 2 

ae Div United Aircraft Corp 


Racon Electric Co Inc 1-2 
Rahm Instrument Div 5 
Rochar S A Electronique 2-3 
Rosemount Engrg Co 4 
Sanborn Co 2 

Schaevitz Engrg 2 

Scott James and Co Ltd 2 
Security Devices Lab 1 
Solartron Electronic Group Ltd 


ie 

Southwestern Industrial Elec- 
tronics 2-3 

Sperry Products Inc 1 

Statham Instruments Inc 2 

Stromberg Carlson Co 1 

Technology pry “ 2 

Thompaon J Lan td 2 


Ultradyne Inc 2 
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TRANSFORMERS 
1. Audio Input 16. Precision 


" Gee 
3. Audio 17. Pul 
Modulation 
. Audio 
Output 
Bias 


Current 
Limiting 
Filament 
— Wound 
Voltage 
. Instrument 
Isolation 
. Matrix 
. Microwave 
Plate 
. Precision 
Matched 
Acme Electric Corp Ltd 1-3-4-6- 
7-9-11-13-14-15-16-17-19-26-27- 
28-29 
Aircraft Marine Prods of Canada 
Ltd 17 


Airtron Canada Ltd 13 
Allanson Mfg Corp Ltd 7-14 
Amalgamated Electric Cop Ltd 9 
Audio Merwe! Co 
1-2-4-7-11 27 
Automatic Coll Mfg Ltd 18-21 
Aviation Electric Ltd 10 
Bayly Engrg Ltd 10-19-24 
Bepco Canada Ltd 10 
Brown Boveri Canada Ltd 28-29-30 
Combciaes Thermionic of Canada 
Ltd 18 
Capes Geloso Electronics Ltd 


Can General Electric Co Ltd 
—_— 9-10-11-14-17- 18.19-20- 


Canadian Research Institute 10 

De Havilland Aircraft of Canada 
Ltd 19-24 

Electric Products Co Ltd 19-24 

Electronic Craftsmen Ltd 

Electronic Engrg 1-2-3-4-7-11-14-28 

English Electric Canada 9-10 

Essex Electronics of Canada Ltd 
17-18-24 

Ferranti-Packard Electric Ltd 17 

Ferritronics Ltd 18 

Frost L H Canada Ltd 6-28 

Garrett Mfg Ltd 6 

General Electric X-Ray Corp Ltd 


x» 
Cos Precision Industries Ltd 


Gomard Electronics Ltd 1-2-4-7-9- 

14-21-23-25 

Hammond Mfg Co Ltd 1-2-3-4-5-7- 
11-14-17-19-27-28 

Jensen Speakers Div Renfrew 
Electric 1-2-3-4-6-7-10-11-22-23- 
27-28 

Lane Electric Co of Canada 

td 

Linde Co 0 

Magnetic Coil Co 6-7-11 

McCurdy Radio Industries Ltd 4 

Micarta Fabricators Ltd 17 

Moloney Electric Co of Canada 
Lid 7-8-9-10-11-14-16-17-28-29 

Northern Electric Co Ltd 1-4 

Osborne Electric Co Ltd 6-7-8-9- 
14-15-19 

Plessey Co of Canada Ltd The 
1-2-3-4-5-7-18 

Polytronics:Co 19 

Precision Welder & Flexopress 
Can 29 

RCA Victor Co Ltd 1-2-3-4-5-6-7- 
9-10-11-13-14-18-21-22-23-27 

Rotronic Corp Ltd 7-10 

Sola-Basic Products Ltd 7-14-28 

Standard Telephones & Cables 
Mfg Co 1-2-3-4-5-9-17-18 

Standard Television Prods Ltd 1-2- 
3-4-5-7-8-9-10-11- og 7 -23-24-27 

Stanwyck Coii Prods Ltd 
1-4-17-18-26 

Sylvania Electric Sygate Ltd 21 

TMC Canada Ltd 1 

Topping F V Elstronics Ltd 18 

Valeriote Electronics Guelph 
Ltd 1-17-18 

X-Ray & Radium Ltd #0 


Acme Electronic Corp 1-2-3-4-7- 
14-28 


Advance Components Ltd 
6-7-19-28 

Airpax Electronics Inc 
5-9-10-15-17-19-27 

Aladdin Electronics Inc 17 

Arnold Magnetics Corp 
1-2-7-9-10-19-24 

Atlas Sound Corp 4 


Audio Deeiamest Co 1-2-4-6-13- 
14-15-17-18-19-24-25 

Automatic Coil Co Inc 
17-18-22-24-26 

Brandenburg Ltd 9 

Budelman Electronics Corp 15 

Burnell & Co Inc 24 

=e Electronic S Trans 

9-13-15-17-18-19-20-24 

Carad Corp 9-11-13-14-15-17-24 

Coil Winders Inc 1-2-3-4-6-7-9-11- 
15-17-18-19-20-21-24-25-26-27-28 

Daytronic Corp 26 

Del Electronics Corp 
6-9-11-14-16-26 

Dielectric Prods Engrg Co Inc 
13-18 


Dumont Allen B Labs Inc 17 

EH Research Labs Inc 17 

ESC Corp 17-24 

Electric Construction Co The 9 

Electro Development Corp 11-28 

Electro Engrg Works 3-4-6-7- 
9-11-14 

Ferrotran Electronics Co Inc 1 

Fidelity Instrument Corp 19 

Forbes and Wagner Inc 
17-18-19-21-24 

Fortiphone Ltd 2 

Freed Transformer Co Inc 1-2-3-6- 
9-11-15-16-17-19-20-24-25-27-28 

Garrett Corp The 6-28 

General Radio Co 26 

Gertsch Prods Inc 15-16 

Grand Transformers Inc 1-2-3-4-7- 
9-10-11-14-28 

Hartmann & Braun A G 10 

Hermetic Seal Transformer Co 
1-2-3-4-5-7-8-9-10-11-14-15-16-17- 
19-24-28-30 

Hughey & Phillips Inc 11 

Industrial Transformer Corp 1-2- 
3-4-5-6-7-8-9-10-11-12-13-14-15-16- 
17-19-20-24-25-27-28-29-30 

Jerrold Electronics Corp 22 

Kuhnke Electrotechnische Fabrik 
GmbH 28 

art Wireless Telegraph Co 
Ltd 1 

nine ite Electric Corp of 
America 1-3-4-9-18-26-29 

Maury & Assoc Inc 15 

Meridian Metalcraft Inc 13 

Mico + om Co 

Microlab 

Microtran Co Inc 1-2-3-4-5-7-9-10- 
11-15-27 

Miller J W Co 18 

Neill R W & Co Inc 24 

New England Transformer Co 
1-2-3-4-7-9-14-17-26-27 

Norma 10 

PCA Electronics Inc 17 

Partridge Transformers Ltd 

1-2-4-7-9-11 

Penn East Engrg Co’ 

Perkin Elmer Corp 2 

Portchester Inst Corp 13 

Premier Inst Corp 1 

Radio Industries - 18-21 

SKL Instruments 

Schou Firma — 1-2-3-4-7-9- 
10-11-14-15-16-17 

Siemens & Halske A G 10 

Smith Hobson Ltd 10 

Stromberg Carlson Co 1-2-3-4 

Superior Electric Co The 26 

Talk-A-Phone Co 1-4 

Telecomputing Corp 16-17-19-24 

Telectro Industries Corp 1-2-3-9- 
17-18-23-26-28 

Telex Labs Inc 1-2-4-18-24 

Thordarson Meissner 1-2-4-18-21-23 

Torotel Inc 1-2-3-4-5-6-7-8-9-10-11- 
14-15- yey 33 

Torotor As 18- 

Triad Transformer Some 1-4-7-9-21 

Valor Electronics Inc 6 

Varo Mfg Co Inc 1-2-3-4-5-6-7-8- 
9-10-11-12-13-14-15-16-17-18-19- 
20-21-22-23-24-25-26-27-28 

Westinghouse Electric Intl Corp 


Woden Transformer Co 7-9-19 


TRANSISTORS 


. Germanium 


1 5. Silicon, 
2. Germanium, 
3 


Power 
6. Switching 


Power 
7. Tetrode 


. Photo 
4. Silicon 
Can General Elec Co Elec Tube 
Sect 1-2-4-5-6-7 
Clare C P Canada Ltd 1-6 
Ferranti-Packard Electric Ltd 4-5 
Plessey Co of Canada Ltd The 
1-2-4-7 
RCA Victor Co Ltd 1 
Raytheon Canada Ltd 1-2-4-5 
Rogers Electronic Tubes & 
‘omponents 1-4 


Sylvania Electric Canada Ltd 
3-4-5-6-7 


Associated Electrical Ind Ltd 
1-2-4-5 


Bendix Aviation Corp (CDC) 1-4 
ey pas Conductor Inc 


-2-4-! 
CBS Electronics Div of CBS Inc 
1-2-6 


Clevite Transistor Prods 1-2-4-5-6 

Cornell Dubilier Electric Corp 1-2 

Fairchild Semiconductor Corp 4 

General Transistor Corp 1-2 5-6 

Hoffman Semiconductor Div 4-6 

Hughes Aircraft Co 1-4-6 

Industro Corp 1-4-6 

Matsushita Flectric Corp of 
America 1-2 

Motorola Overseas Corp 
1-2-3-4-5-6 

Pacific Semiconductors Inc 4 

Pyramid Electric Co 4 

Rheem Semiconductor Corp 4-5-6 

Siemens & Halske A G 1-2-3-4-6 

Silicon Transistor Corp 4-5 . 

Texas Instruments Inc Semicon Div 
1-2-3-4-5-6-7 

Transitron Electronic Corp 4-5-6 

Tung Sol Electric Inc 1-2 

Workman TV Inc 1-2 


TRANSMISSION LINE 
(See CABLES) 


TRANSMITTERS 
Aircraft 14. Portable & 
2. Amateur Mobile 
Radio 
Telephone 
15. Pulse Time 
16. Radar 
17. Radio Range 
18. Railroad 


19. Single 
Sideband 


Frequency Mono- 
Loran cl 
Marine 22. UHF 
. Microwave 23. VHF 
13. Multiplex 24. VHF 
Omnirange 
25. VLF 


Aviation Electric Ltd 1-6-11-16 
acne Opt & Prec Mat Co 


t 
Bristol Co of Canada Ltd The 
13-15 


Brown Boveri Canada Ltd 
3-4-7-9-12-13-19-22-23-24-25 
Canadian Geloso Electronics Ltd 


Can General Electric Co Ltd 
EE&TD 3-4-7-9-14-16-20-21-22-23 

Canadian Marconi Co Comm 
Prods Div 6 

eet 2 Marconi Co Telecomm 

t 1 

Canaiien Motorola Electronics 
Ltd 7-11-12-13-14-18-19-22-23 

Can Westinghouse Co Ltd Elec 
Div 7-12-17-22-24 

Collins Radio Co of Canada Ltd 
1-2-3-4-9-12-13-14-16-19-22-23-24 

Daystrom Ltd 2 

EMI-Cossor Electronics Ltd 16 

EV of Canada Ltd 2 

Edo Canada Ltd 16 

Electronic Research & Dev Co 
Ltd 7-11-14-22-23 

GConsest Precision Industries Ltd 

Honeywell Controls Ltd 15 

Lenkurt Electric Co of Canada 
Ltd 7-9-12-13-14-22 

Measurement Engrg Ltd 9-11-17- 
22-23-24-25 

Northern Radio Mfg Co Ltd 8 

Philips papeeeeaies ndustries Ltd 

Plessey Co of Canada Ltd The 
1-7-9-11-14-22-23-24 

Presentey Engrg Prods Ltd 
14-22-23-24 


Pye Canada Ltd 7-9-11-14-23 
RCA Victor Co Ltd 1-3-4-7-8-9-10- 
tp a ai eater etal 


Raytheon Canada Ltd 12-16 

oer Se Seepaeege Co of Canada 
td 

Splisbury re Tindall Ltd 1-7-9-11- 
14-16-19. 


Standard & Cables 
Mfg Co 6-9-12-19-23 
TMC Canada Ltd 2-7-9-11-13-14-19 
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Toppi 
opping F V Electronics Ltd 


Adler Electronics Inc 12-22-23 

Aeronautical Communications 
Egqpt Inc 1-6-9-23 

Aircraft Radio Corp 1-6-14-17-24 

Allied Radio Corp 2-19 

American Electronics Co 2 

Andersen Labs Inc 1-6 

Bendix Aviation Corp (AEL) 6-11 

— = Gomme Corp (CDC) 


Bristol Co The 13 

Continental Electronics Mfg Co 3 

Decca Radar Ltd 16 

Dumont Allen E Labs Inc 7-8-9- 
12-14-18-20-21-22-23 

EMI Electronics Ltd 4-12-22 

Electronic Devices Corp 1 

sme ieudieounent Co Inc 


Electronic Instrument Co Inc 2 

Farinon Electric Co 12-23 

Felten & Guilleaume Fernmeldean- 
lagen GmbH 12 

General spmemnentions Co 
12-16-17 

General Electric Co Ltd The 12-13 

Gonset Div Young Spring & Wire 
Corp 2-9-19-23 

Hallicrafters Co The 2-19 

Hamlyn Electronics Corp 1 

Hammarlund Mfg Co Inc The 2-19 

Hell Dr Ing Rudolf 8 

Industrial Radio Corp 7-14-23 

wy Mfg Corp of South 


Kaar Engrg Corp 7-9-11-14-22 

Knight Electronics Corp 2-14-19 

Lagier Etablissements 7-9-11-23 

Lear Inc 1- 

Levinthal Electronics Prods Inc 
5-6-7-12-15-16-17-22-23 

Ling Electronics Corp 25 

Lynch Carrier dvetens Inc 19 

Marconis Wireless Telegraph Co 
Ltd 1-3-4-6-7-11-12-16-19-20-21- 
22-23-24 

Matsushita Electric Corp of 
America 14 

Missile Systems Corp 12 

Morrow Radio Mfg Co 2-9-14 

Motorola Overseas Corp 1-7-9-12- 
13-14-18-19-22-23 

Muirhead & Co Ltd 8 

Mullard Overseas Ltd 3-4-14 

Murphy Radio Ltd 9-14-23 

Norden Div United Aircraft Corp 


16 
Northern Radio Co 1-9-11-17-26 
Racal Engrg Ltd 9-13-14-19 
Radiation Inc 26 
Radio Engrg Labs Inc 2-7-12-19 
Redifon England Ltd 3-4-7-8-9-10- 
11-13-14-17-19-23-24 
Rohde & Schwarz 4-6-9-20-23-24 
Savoy Electronics Inc 11 
Scientific Atlanta Inc 12 
Seiscor 14 
Siemens & Halske A G 4-6-7-9- 
12-14-19-20-21-22-23 
Standard Electronics Div Radio 


20-21 
Carlson Co i-5-7-9-13- 
-19-22- 
Telechrome Mfg Corp 1-2-7-9-19- 
20-21-22 


Tee Kranr’y Corp 1-3-4-6-7- 
8-11-12-16-17-24 

Times Facatmile Corp 8 

Titan Intl Corp 1 

Valor Electronics Inc 15 

Westrex Corp 8-19 


TRAPS—Wave 

Ashman Electronics Ltd 
Automatic Coil Mfg Ltd 

Benco Television Associates Ltd 
Brown Boveri Canada Ltd 
Canadian Geloso Electronics Ltd 
Delhi Metal Products Ltd 
General Precision Industries Ltd 
Jerrold Electronics Canada Ltd 
Smallwood S G Ltd 

Watkins Electronics Ltd 


IH Mfg Co 

Jerrold Electronics Corp 
Radio Industries Inc 
Siemens & Halske A G 
Thordarson Meissner 


TUBES 


1. 
Wave 
2. 


3. 


4. 
5. 





6. 
7. 


1 
‘ 
| 
I 
7 





7. 





28. Thyratron 
29. = Pre-TR 
Anti-TR 
», oa 
Wave 
31. Vi 
Reference or 


32. X- 
Amsiqpeated Electric Corp Ltd 
1-2-3-4-5-6-7-8-9-10-11-12-13-14 
15-16-17-18-19-20-21-22-23-24-25- 
26-27-28-29-30-31 


—. Boveri Canada Ltd 15-21- 


Can General Elec Co Elec Tube 
Sect 3-4-7-13-14-15-16-18-19-21- 
22-23-24-25-26-28-29-30-31 


Can Marconi Co Elec Tube & 
Compt Div 4-16-21-22-26 

Can Westinghouse Co Ltd Tube 
Div 4-16-21-22-24-26 

EMI-Cossor Electronics Ltd 5-6- 
14-24-25-26-28 

Ericsson Telephone Sales of Can 
Ltd 16-21- 

Ferranti-Packard Electric Ltd 
eer ee ase 


National Semiconductors Ltd 18-19 
RCA Victor Co Ltd 4-5-6-7-8-12- 
13-14-15-16-17-18-19-21-22-23-24- 
25-26-27-28-30-31-32 
Raytheon Canada Ltd 1-4-5-6-14- 
15-16-21-22-23-24-28-30-31 
Rogers Electronic Tubes & Com- 
foo 1-2-3-4-5-8-9-10-11-12-13- 
2-9 eae eee 
26-28-29-30-31 


-32 
Superir Electronics Inc 26 
Sy Electric Canada Ltd 1-4- 
7B 12-14-15 16-17-18-20-21.22-23- 
24-25-26-27-28-29-30-31 


Varian Associates of Canada Ltd 
1-14-15-29-30 
X-Ray & Radium Ltd 32 


Aerolux Light Corp 31 
Amperex Electronic Co; 
14-15-16-21-22-23-24- 

Amperite Co 2-31 

Anton Electronics 8-11-12-18-31 

Associated Electrical Ind Ltd 2-4- 
18-21-22-23-24-28-31 

Bendix Aviation Corp CDC 14- 
17-28-30-31 

Bomac Labs Inc 14-15-29 

Burrow: Electronic Tube 
Div 8-9-12-2 

Consolidated Vacuum Corp 20 

Continental Electric Co 18-23-24- 


Dumont Allen B Labs Inc 
4-5-6-18-19 

| Germeshausen & Grier 
ne 

Eitel McCullough Inc 7-14-21-23- 
24-30 

Ekco Electronics Ltd 8 


8-11-13- 
1-32 


Electronic Products Div Post 
ach Co 8 

Electronic Tube Corp 4-5 

Electrons 23-28 

English Electric Valve Co 1-6-7- 

m . +. ; re 


Hu Ga Labs Inc 1-30 
Hughes ae Co 1-44-30 
IH Mf, 
Intl Tele 
— -21 


‘0 32 
Kuthe Labs Inc 28 
Lewis & Eeutmen Inc 21-23-24 
iitce ae 15-30 
t Labs Inc 6-7-21-23-24-25- 


a 
Marconis Wireless Telegraph Co 
Ltd 13-14-15-21-22-23- 
Matsushita Electric Corp of 
America 4-16-21-22-24-28-31 
Microwave Associates Inc 15-29 
Merowave = Electronic Tube Co 


1 
Natl E -. & Inc ay 4 
Natl Union Electric Corp 4-8-9-31 
ow Corp of America Inc 
Penta Labs Inc 21-24-28 

Polarad Electronics Corp 14 
SKL Instruments 26-30 

oe & Halske A G 4-7-11- 


16-21-22-30 
Solartron oe Group Ltd 
Stromberg Carlson Co 4-5-6-9-27 
Soggtaal Radio Int] Ltd 4-8-10-11- 
Thermosen Inc 16-17-22-24-31 


“K, & Telegraph Corp 
1-23-24-30 
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Thomas Electronics Inc 4-5-26 

Tung Sol Electric Inc 2-3-12-16- 
21-22-24-26-28-31 

United Electronics Co eo 

Waterman Products Co Inc 4 

wae Electric Intl Corp 


TUNERS 
i AM/EM 
3. FM 
4. Klystron 


Addison Industries Ltd 1-2 
Canadian Geloso Electronics Ltd 


3 
Cae Gopenet Elec Co Elec Tube 
ops Radio Co of Canada Ltd 


Daystrom Ltd 1-2-3 

EV of Canada Ltd 2 

Lenkurt Electric Co of Canada 
Ltd 5-7 

Marsland Engrg Co Ltd 6 

McCurdy Radio Industries Ltd 2 

> Co of Canada Ltd The 


RCA Victor Co Ltd 1-2-3-5-6 

Rogers Electronic Tubes & 
Components 3 

Seabreeze Mfg Ltd 1-2 

Standard Coil Prods Canada Ltd 
1-2-3-6-7 


Thompson Products Ltd 1-2-3 


Acoustical Mfg Co Ltd 1-3 
Allied Radio Corp 2-3 
American Electronics Co 1 
Ampex Corp 2 

Arkay International Inc 1-2-3 
Blonder Tongue Labs Inc 2 
Boulevard Electronics Inc 1-2-3 
Cages C T Reproducers Ltd 


5. Microwave 
6. Television 
7. UHF 


Diamond Antenna & Microwave 
Corp § 


rp 
Dukane Corp 1-2-3 
Electronic SE cnment Co Inc 1-23 
Fisher Radio Corp 1-2-3 
_ Young Spring & Wire 
oO “ 
Harmen Kardon Inc 2-3 
JFD Electronics Inc 7 
Jones Electronics Co Inc M C 8 
Knight Electronics Corp 1-2-3 
Leak H J & Co Ltd 
Matsushita Electric Corp of 
America 1- 
Mcintosh Lab Inc 1-2-3 
Microwave Associates Inc 5 
Miller J W Co 2-3 
Moog Servocontrols Inc 4 
Motorola Overseas Corp 2-3-6 
Paco Electronics Co Inc 2-3 
Pilot Radio Corp 1-2-3 
Polarad Electronics Corp § 
Precision Electronics Inc 2-3 
Price Electric Corp 1-2-3 
Quality Electronics 1-2-3 
Radar Design Corp § 
Radar Measurements Corp 5 
as * ae Electronics Labs Inc 
1- 
Sivers Lab 4-5 
een | Carlson Co 1-2-3 
Telectro oa Corp 1-34 
Torotor A/S 3-46 
Usines Jeanrenaud 6 
Waveline Inc 4-5 
Webcor Inc 2 
Weinschel Engrg & Mfg Corp 5-7 


TUNING DEVICES— 
Mechanical 
1. Receiver 2. Transmitter 
a BY | Opt & Prec Mat Co 


om Radio Co of Canada Ltd 
Plessey Co of Canada Ltd The 1-2 


General Communications Co 1 
a Div United Aircraft Corp 


Price Electric Corp 1 
Sivers Lab 2 


Telechrome Mfg by By 
Weinschel Engrg fg Corp 1-2 


TURNTABLES—Recording 
& Transcription 
oe Div General Steel Wares 


Canadian Geloso Electronics Ltd 
Collins Radio Co of Canada Ltd 
Daystrom Ltd 

McCurdy Radio Industries Ltd 
Northern Electric Co Ltd 
Viditon Corp Ltd 


Arkay International Inc 
Birmingham Sound Reproducers 
Dual Gebr Steidinger 


Dukane me Com 
EMI Service 


Fairchild Recording Equipment Co 
Garrard Energ & Mfg Co Ltd 
Goldring Mfg Co Gt Britain Ltd 


ie 
Gray Mfg Co 
Lesa SPA 
Rek-O-Kut Co 
Stromberg Carlson Co 
Suzuki Denki 
Weathers Industries 


U 
ULTRASONIC EQUIP- 
MENT: 


Cleaners, Drills, etc. 
Canadian Research Institute 
— ted Electronic Equip Co 


EMI-Cossor Electronics Ltd 
achem Lid 

McPhar Mfg Ltd 

Measurement Engrg Ltd 

New Hermes of -_ Ltd 

Raytheon Canada Lt 

Smith S & Sons has Ltd 

TranSonic Ltd 


Andersen Labs Inc 

Arenberg Ultra Sonic Lab Inc 
Branson Ultrasonic Corp 
Cossor Instruments Ltd 

Crest Instrument 

Dawe Instruments Ltd 

EMI Electronics Ltd 
Electronic Assistance Corp 
Fruengel Dr Ing Frank GmbH 
Gulton Industries Inc 


Massa 
Narda Ultrasonics oy f 
Natl Instrument Labs Inc 
Natl Ultrasonic Corp 
Sperry Products Inc 


Vv 


VACUUM INDICATING, 
RECORDING & CON- 
TROL EQUIPMENT 

Bailey Meter Co Ltd 

Bristol Co of Canada Ltd The 

a Scientific Co of Canada 


t 
Daystrom Ltd 
as * High Vacuum Canada 
t 
Foxboro Co Ltd The 
oh Cooling Semiconductors 


td 
Thermovolt Instruments Ltd 
United Electric Controls Can Ltd 
Varian Associates of Canada Ltd 
Viditon Corp Ltd 


Best Products Ltd 

Bristol Co 

Consolidated Vacuum Corp 

Fielden Electronics Ltd 

US Gauge Div Amer Machine & 
Metals 

Veeco Vacuum Corp 


VACUUM PUMPS 
Central Scientific Co of Canada 


Ltd 
os High Vacuum Canada 
t 


Harris E Co Ltd 
Joy Mfg Co Canada Ltd 


Ltd 
Varian Associates of Canada Ltd 
Viditon Corp Ltd 


Consolidated Vacuum Corp 
Danochemo A/S 

Eitel McCullough Inc 

Lear Inc 

Mico Instrument Co 

Preis H P Engraving Machine Co 
Titan Intl Corp 

Veeco Vacuum Corp 


VALVES—Servo or Solenoid 
Alpers Appliances & Equipment 


mt Colman of Canada Ltd 
Cmie Fairbanks-Morse Co 


Central Dynamics Ltd 

Davis Automatic Controls Ltd 
Garrett Mfg Ltd 

Honeywell Controls L 

be ty Instrument Cos r’ Canada 


Ltd 
Thermovolt >: * mmemed Ltd 


Viditon Corp Li 
White Rodgers Ltd Ltd 


Aero Su 
Atchley BP Os tne Inc 





Products and Services 


soe Ve Valve Co Inc 


Auto Fossa h Inc 
Consolidated Controls Corp 
Consolidated Vacuum Co a | 
Denison ae Div Amer Brake 


Eckel Valve Co 
Garrett Corp The 

Lear Inc 

Moog Servocontrols Inc 
Robbins Aviation Corp 
Skinner Electric 


Valve Div 
Titan Intl Co: 
United Aircraft Prods Inc 
Veeco Vacuum Corp 


VARISTORS 
Can General Electric Co Ltd 
EE&TD 


premiers Carlson Co 
Telectro Industries Corp 


VIBRATION ANALYSIS 
EQUIPMENT 


EMI-Cossor Electronics Ltd 
Martin Engrg Inc 

Philips Electronics Industries Ltd 
Siemens Edison Swan Canada Ltd 
Vibron Ltd 


All American Tool Mfg Co 
Associated Electrical Ind Ltd 
Bruel & Kjaer A/S 

Cambridge Instrument Co Ltd 
Century Electronics & Instruments 
Dawe Instruments Ltd 

Electro Mechanisms Ltd 
Endevco 

General Radio Co 

Goodmans Industries Ltd 
Kistler Instruments Co Inc 
Ling Electronics Corp 

Lord Mfg Co 
Losenhausenwerk 

MB Electronics Div of Textron 
Muirhead & Co Ltd 

Riehle Testing ‘. = 
Rohde & Schwarz 

Sanborn 

Solartron Electronic Group Ltd 


e 

Southwestern Industrial Elec- 
tronics 

Tel Instrument Electronic Corp 

Unholtz Dickie Corp 


VIBRATION EXCITING 
EQUIPMENT 

Can General Electric Co Ltd 
EE&TD 


All American Tool Mfg Co 
Dawe Instruments Ltd 

Electro Development Corp 
Goodmans Industries Ltd 
Ling Electronics Corp 

MB Electronics Div ‘of Textron 
Racon Electric Co Inc 
Unholtz Dickie Corp 


VIBRATORS (CHOPPERS) 
(See also CONVERTERS, 
POWER SUPPLIES) 


Aviation Electric Ltd 
Westinghouse Co Ltd Elec 


iv 
Philips Electronics Industries Ltd 


Airpax Electronics Inc 
Barnes Development Co 
Cornell Dubilier Electric Corp 
Dawe Instruments Ltd 
Electro Development Corp 
Electronic Instruments J td 
James Electronics Inc 
Mallory P R & Co Inc 
Millivac Instruments 

Oak Mfg Co 

Racon Electric Co Inc 
Stevens Arnold Inc 
Vokar Prods Inc 


VOLTMETERS 
(See METERS) 


Ww 


WATTMETERS 
(See METERS) 


WAVEGUIDE DISSIPA- 
TIVE STRIPS 


Airtron Canada Ltd 
Neosid Canada Ltd 
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Emerson & Cuming Inc 
Kearfott Co Inc 

Sivers Lab 

Telerad Mfg Corp 
Waveline Inc 


WAVEGUIDE TEST 
EQUIPMENT 


RCA Victor Co Ltd 
Sinclair Radio Labs Ltd 


Associated Electrical Ind Ltd 
Bogart Mfg Corp 
Diamond Antenne & Microwave 


Core 

FXR Inc 

General Communications Co 
Hewlett Packard Co 

Kearfott Co Inc 

Radar Measurements Corp 
Rohde & Schwarz 

Sivers Lab 

Solartron Electronic Group Ltd 


The 
Telerad Mfg Corp 
Waveline Inc 


WAVEGUIDES 


1. Combination 
2. Flexible 
Airtron Canada Ltd 1-2-3 
Andrew Antenna Corp Ltd 1-2-3 
Fleet Mf, 
Lenkurt 
Ltd 1 
RCA Victor Co Ltd 3 
Raytheon Canada Ltd 1-2-3 
Research Industries Ltd 3 


Alford Mfg Co 1-2-3 

Bogart Mfg Corp 3 

CWS Waveguide Corp 1-3 

Co-operative Industries Inc 2-3 

Diamond Antenna & Microwave 
Corp 3 

Dielectric Prods Engrg Co Inc 3 

FXR Inc 3 

General Electric Co Ltd The 1-2-3 

Hilger & Watts Ltd Fy 

Kennedy D S & Co 3 

Meridian Metalcraft Inc 3 

Microwave Associates Inc 3 

Sie Development Labs 
nc 

Narda Microwave Corp 3 

Portchester Inst Corp 1-3 

Premier Inst Corp 1-3 

Sivers Lab 1-2-3 

Telerad Mfg Corp 1-2-3 

Texas Instruments Inc Met & Con 
Div 3 

Uniwave Inc 3 

Waveguide Inc 1-2-3 

Waveline Inc 1-3 


WAVEMETERS 
(See METERS) 


WELDERS—Spot 

Canadian Fairbanks-Morse Co 
Lid The 

Canadian Liquid Air Co Ltd 


3. Rigid 


td 3 
lectric Co of Canada 


‘Precision Welder & Flexopress 


Can 
Thermovolt Instruments Ltd 


Ewald Instrument Co 

Fruengel Dr Ing Frank GmbH 
Kahle Engrg Co 

Micro Test Inc 

Radio Heaters Ltd 

Siemens Schuckertwerke A G 
Weldmatic Div of Unitek Corp 


WINDOWS 


1. Infrared 2. Pressurizing 


Airtron Canada Ltd 2 
Beaconing Opt & Prec Mat Co 


Brunswick Balke Collender Co of 
an 

Sylvania Electric Canada Ltd 2 

Bomac Labs Inc 2 


Hughes Aircraft Co 1 
Semi Elements Inc 1 


WIRE 


1. Aluminum 
2. Annunciator 
3. Asbestos 


8. Cut and 


2. Gold 
13. Gold Plated 
14. High 


Voltage 


. Silver 
Plated 

. Steel 
(Guy, etc.) 
Steel, 


25. 
> ecording 37. 
38. 


38. ¢ 
Aluminum Co of Canada Ltd 1-18 
Am _— Canada Ltd 8-14-15-19- 


Arbuthnot Ewart Canada Ltd 27 
alfour Guthrie Canada x] 

Boston Insulated Wire & Cable 
Co Ltd 2-11- yop eary 

Come Wire & Cable Co L 

1-2-3-7-9-10-11- fa 15-17-18-19-23- 
-31-34-35 

Can General Electric Co Ltd 
EE&TD 1-3-7-9-14-15-18-20-22 

Canadian Wilbur B Driver Co 
Ltd 4-9-11-21-27-28-32-35 

Consol Mining & Smelting Co of 
Can 1 

Electronic Components Ltd 14-24 

Engelhard Industries of Canada 
Ltd 16-25 


Ericsson Telephone Sales of Can 
Ltd 7-9-14-18-19-24-31 

Fanon Electronics of Canada 
Ltd 8 


Federal Wire & Cable Co Ltd 
— 1-14-15-18-22-24-29- 
1- 

General Wire & Cable Co Ltd 
1-2-3-7-8-10-14-15-18-30 

Greening B Wire Co Ltd 1-7-9- 
10-21-22-23-24-27-32 

st Harman of Canada Ltd 

Harris E Co Ltd 10-21-23-32 

Hawkesbury Wire Co Ltd 10-17-18 

Honeywell Controls Ltd 35 

Hoskins Alloys of Canada Ltd 
9-10-21-27-32-33-34-35-36 

IRC Resistors Div Renfrew 
Electric 15-24 

Johnson Matthey & Mallory Ltd 
12-13-25-28-29-35 

Leeds & Northrup Canada Ltd 35 

Micarta Fabricators Ltd 5-34 

Noranda Copper & Brass Ltd 23 

Northern Electric Co Ltd 1-2-3- 
8-14-24-30 

Phillips Electrical Co Ltd 1-2-3-7- 
8-9-10-11-14-15-18-19-24 

Pirelli Cables Conduits Ltd 
1-2-3-7-11-14-24-31 

Polytronics Co 27 

Sylvania Electric Canada Ltd 
20-22-37-38 

Universal Wire & Cable Co Ltd 
The 9-18 

Viditon Corp Ltd 35 

X-Ray & Radium Ltd 10-17 


Aero Research Instrument Co Inc 
Ipha Wire Corp 7-8-9-10-11-14- 
5-18-19-23-24-29-34 

Associated American Wind 
Machinery 9-17-13 

Belden Mfg Co 1-3-7-9-14-15-17- 
18-24-34 


Berkshire Electric Cable Co 15-24 

Bridgeport Insulated Wire Co 
7-9-10-11-17-18-27 

Columbia Wire and Supply Co 
1-7-10-15-26-39 

Consolidated Wire & Associated 
Cos 1-2-3-4-5-7-8-9-10-11-14-15- 
18-19-22-24-27-28-34 

Crucible Steel Co of America 18 

Electric Auto Lite Co 7-9-18-24 

Gore & Associates Inc W L 
1-10-14-22-28-29-34-35 

Hitemp Wires Inc 5-15-18-34 

Hudson Wire Co 7-17-18-22-23-29 

Inso Electronic Prods Inc 34 

Jelliff C O Mfg Corp The 
9-10-21 


2 
Johnson Matthey & Co Ltd 
10-27-35 


Kanthal A B 27 
Lenz Co 1-14-19-24 
Low Moor Alloy Steelworks Ltd 


32 

Mallory P R & Co Inc 
20-33-36-37 

Matsushita rave on of 
——- 3-7-8-9- 

Ney J M Co The 9-10-12-28-39 


Phalo Plastics Corp 4-8-10-14-15- 
17-18-24-34 

ror Dodge Copper Prods Corp 
5-9-18 


Pixberg & Co 9-10-24-27-35 

Royal Electric Corp 2-3-8-19-24 

Saxton Prods Inc 1-2-7-8-9-14-15- 
19-24-26-29-30-31-34 

Superior Cable Corp 24 

Tensolite Insulated Wire Co 
10-15-18-24-34 

Thermal Wire of America 15-18-34 

bad y+ > a Cable Works Ltd 


West Instrument Corp 35 


WIRE STRIPPERS 


1. Chemical 3. Mechanical 
2. Hand 
Hellermann Canada Ltd 2 
—o Electronic Prods 

nc 


Artos Engrg Co 3 
Associated American Wind 
Machinery 3 
Contact Inc 2 
G-C Electrocraft Co 2-3 
Hooker Chemical Corp 1 
Hunter Tools 
Ideal Industries Ltd 2-3 
Miller K Tool & Mfg Co 2 
Saxton Prods Inc 2 
Herman H Inc 2 
Stevens Geo Mfg Co Inc 3 
Co , 


‘Stromberg Carlson 


Technical Devices Co 3 
Walsco Electronics Mfg Co 2 


x 


X-RAY DIFFRACTION 
EQUIPMENT 

General Electric X-Ray Corp Ltd 

RCA Victor a7 Ltd 

Viditon Corp Ltd 

X-Ray & Radium Ltd 


Hilger & Watts Ltd 
Siemens & Halske A G 
Unicam Instruments Ltd 


X-RAY EQUIPMENT 

1. Industrial 2. Medical. 
Barnard Stamp & Stencil Ltd 1-2 
Brown Boveri Canada Ltd 1-2 
Du Pont of Canada Ltd 1-2 
— Electric X-Ray Corp Ltd 
Kelk George Ltd 1-2 

— Electronics Industries Ltd 


Pritchard X-Ray Mfg Ltd 2 
Viditon Corp Ltd 1 
X-Ray & Radium Ltd 1-2 


Budd Instruments Div 1 

High Voltage Engrg Corp 1-2 

Kovo 2 

Marconi Instruments Ltd 1-2 

Suipetren Electronic Group Ltd 
e 

Sperry Products Inc 1 

Standard X-Ray Co 2 

US Radium Corp 1-2 

Westinghouse Electric Intl Corp 


Y 


YOKES—Deflection 


Automatic Coil Mfg Lid 
Gomard Electronics Ltd 
Muirhead Instruments Ltd 
RCA Victor Co Ltd 
Rotronic Corp Ltd 

Sylvania Electric Canada Ltd 


Coil Winders Inc 
Cossor Instruments Ltd 
EMI Electronics Ltd 
Forbes and Wagner Inc 
Muirhead & Co Ltd 
Radio Industries Inc 
Rogers Electronics 
Thordarson Meissner 





HARDWARE & FINDINGS 


ADHESIVES 
. —y Chemical Co Canada Ltd 
Dow Corning Silicones Ltd 


Goodrich B F Canada Ltd 
Halliday Armstrong Ltd 
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Minnesota Mining & Mfg of 
Canada Ltd 


Biwax Corp 

Connecticut Hard Rubber Co The 

Emerson & C Inc 

G-C Electrocraft Co 

Mico Instrument Co 

——— Div American Marietta 
oO 


BELLOWS 


Allied Plastics Supply Co 
Arrowhead Prods “4 
Breeze Corporations Inc 
Bristol Co The 


BEZELS 
Oki & Willadsen Ltd 


Allied Plastics Supply Co 
Millen James Mfg Co Inc ~ 
Telechrome Mfg Corp 


BOLTS 
1. Expansion 
2. Spade 
CLM Industries 1-3 
Canadian Fairbanks-Morse Co 
Ltd The 1 
Rawiplug Prods Canada Ltd 1-3 
be jad Electronic Prods Inc 


3. Toggle 


os ¥ } Electronic Hardware Co 
nc 


BOXES—Metal, Plastic or 
Waterproof 

Bishop Sons & Co Ltd 

Central Dynamics Ltd 

Glosta Mfg Co Ltd 

Long Sault Woodcraft Ltd 

Measurement Engrg Ltd 

National Sound Services Ltd 

Powertronic Equipment Ltd 

Premier Metal Housings Ltd 

Spasiding Fibre of Canada Ltd 
ornley Engrg Co Ltd The 

Verd-A-Ray Electronic Prods Inc 

Woodcraft Service 


Amco Engrg Co 

Bud Radio Inc 
Hamilton Hall Inc 
Imhof Alfred Ltd 

Neill R W Co Inc 
Rimak Inc 

Telectro Industries Corp 
Waldom Electronics Inc 


BRUSHES—Carbon & 
Graphite 


Electronic Components Ltd 
Morganite Canada Ltd 


CANS 


United-Carr Fastener Co of Can 
Ltd 


Heldor Mfg Co Inc 

Olympic Metal Prods Co Inc 
Rimak Inc 

Usines Jeanrenaud 

Vector Electronic Co Inc 


CASTINGS—Precision 


Airtron Canada Ltd 
Aviation Electric Ltd 


CEMENTS—Radio 
Amphenol Canada Ltd 


Chemtronics Inc 

G-C Electrocraft Co 

G-C Electronics Mfg Co Inc 
Walsco Electronics Mfg Co 
Workman TV Inc 

Zophar Mills Inc 


CHEMICALS 
1. Electronic 3. Luminescent 
2. Electro- 4. Tube 
plating 
Consol Mining & Smelting Co of 
Can 1 


Dial & Instrument Finishers 3 
ss Industries of Canada 


td 
Hunt Philip A Canada Ltd 1 
Johnson Matthey & Mallory Ltd 2 
Radelin Ltd 34 
Sylvania Electric Canada Ltd 3 
Witco Chemicals Co Canada Ltd 1 
X-Ray & Radium Ltd 3 


Beaver Labs Inc 1 
Chemtronics Inc 1-5 


" Coast Pro Seal & Mfg Co 1 


G-C Electrocraft Co 1 

Hooker Chemical Corp 1-2 

Injectorall Co 1 

Kirsch Music Corp 1 

Nuclear Corp of America Inc 3 

R-Columbia Prods Co Inc 1 

Servisol Ltd 

Texas Instruments Inc Met & 
Con Div 

Ultra-Violet Prods Inc 3 

US Radium Corp 3-4 

Walsco Electronics Mfg Co 1 

Workman TV Inc 1 


CLOTHS—Speaker Grille 


G-C Electrocraft Co 
Holyoke Fabrics Inc 
Newcastle Fabrics Corp 
Electronics Mfg Co 
Wendell Plastic Fabrics Corp 


CLOTHS—Woven Wire 
Greening B Wire Co Ltd 
Harris E Co Ltd 


COATINGS 


1. Conductive 
2. Protective 


Bepeeting Opt & Prec Mat Co 

Ltd 2- 

.- Chemical Co Canada Ltd 
e -. 

Canadian Fairbanks-Morse Co 


t 
Canadian Pittsburgh Industries 
Ltd 1-2-3 
Dial & Instrument Finishers 1 
Dow Corning Silicones Ltd 2 
Du Pont of Canada Ltd 1-2-3 
Goodrich B F Canada Ltd 2-3 
Halliday Armstrong Ltd 2-3 
Harris E Co Ltd 1 
Hysol Canada Ltd 1-2-3 
Ross Frank T & Sons Ltd 2 
X-Ray & Radium Ltd 1 


American Sealants Co 2 

Coast Pro Seal & Mfg Co 2 
Columbia Technical Corp 1-2-3 
Connecticut Hard Rubber Co 


e 
Dolph John C Co 1-2-3 
Emerson & Cuming Inc 1-2-3 
G-C Electrocraft Co 1-2 
Presstite Div American Marietta 


3. Salt Spray 
Resistant 


o 2 
Sparta Mfg Co 2 


COMPOUNDS—Cleaning 

Canadian Fairbanks-Morse Co 
Ltd The 

Sonneborn Ltd 

Witco Chemicals Co Canada Ltd 


Branson Ultrasonic Corp 
Cobehn Inc 

G-C Electrocraft Co 
Hooker Chemical Corp 
Painton & Co Ltd 
Zophar Mills Inc 


COMPOUNDS—Potting 
. <y Chemical Co Canada Ltd 
he 


Dow Corning Silicones Ltd 

Halliday Armstrong Ltd 

Hysol Canada Ltd 

Minnesota Mining & Mfg of 
Canada Ltd 

Monsanto Canada Ltd 

Witco Chemicals Co Canada Ltd 


Biwax Corp 

Churchill Chemical Corp 

Coast Pro Seal & Mfg Co 
Dolph John C Co 

Emerson & Cuming Inc : 
Presstite Div American Marietta 


Co 
Zophar Mills Inc 
CORDS & CABLES—Dial 


Ericsson Telephone Sales of Can 
Ltd 


G-C Electrocraft Co 
Suflex Ltd 
Walsco Electronics Mfg Co 


CORDS—Lacing 
Hellermann Canada Ltd 


G-C Electrocraft Co 
Gudebrod Bros Silk Co Inc 
Panduit Corp 

Smith Herman H Inc 
Suflex Ltd 
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COUPLINGS—Shaft 
1. Flexible 3. Universai 
2. Rigid Joint 

Bach Simpson Ltd 1 

Beaconing Opt & Prec Mat Co 
Ltd 1-2 

Found Bros Aviation Ltd 1-3 

— Div Beckman Insts Inc 


Amatom Electronic Hardware Co 


nc 
Bulgin A F & Co Ltd 1 
Hammarlund Mfg Co Inc The 1 
Jan Hardware Mfg Co Inc 1-2-3 
Johnson E F Co 1 

Litton Industries Components 


iv 
Lord Mfg Co 1 
Lovejoy Flexible Coupling Co 1 
Millen James Mfg Co Inc 1-2-3 
Natl Radio Co Inc 1 
PIC Design Corp 1-2-3 
Reeves Instrument Corp 2-3 
Reflectone Corp 1 
Smith Herman H Inc 2 


DECALCOMANIAS 
7 Adhesive Label Corp Can 


Lt 
Brady W H Co of Canada Ltd 
Canada Decalcomania Co Ltd 


Audiotex Mfg Co 

Darling Technical Labs 

North Shore Nameplate Div 
Anodyne 

Walsco Electronics Mfg Co 


DIAPHRAGMS 


Armet Industries Ltd 
Aviation Electric Ltd 


Breeze Corporations Inc 
Sparta Mfg 
Stromberg Carlson Co 


DOLLIES—Laboratory 
& Scope 

Measurement Engrg Ltd 

Premier Metal Housings Ltd 


Hewlett Packard Co 
Sperry Products Inc 
Technibilt Corp 


EYELETS 
United Shoe Machinery Co of 
Can Ltd 


Circon Component Co 
Keystone Electronics Corp 
Lerco Electronics Inc 
Usines Jeanrenaud 

Vector Electronic Co Inc 


FASTENERS & FASTEN- 
ING DEVICES 


Canadian Cinch Anchoring Sys- 
tems Ltd 

Dominion Fasteners Ltd 

Linread Canada Ltd 

Rawiplug Prods Canada Ltd 

Strippit Tool & Machine Co 

United-Carr Fastener Co of Can 


Ltd 

United Shoe Machinery Co of 
Can Ltd 

Wallace Barnes Co Ltd The 


Accurate Threaded Fasteners Inc 

oe Electronic Hardware Co 
nc 

Bulgin A F & Co Ltd 

Circon Component Co 

Columbia Nut & Bolt Corp 

Dzus Fastener Co Inc 

Federal Screw Prods Inc 

G-C Electrocraft Co 

Groov-Pin Corp : 

Litton Industries Components Div 

Rhodes M H & Sons Co 

Shur-Lok Corp 

Simmons Fastener Corp 

Southco Div South Chester Corp 

Titan Intl Corp 

Vector Electronic Co Inc 

Waters Mfg Inc 


FELT & FELT PARTS 
Brady W H Co of Canada Ltd 
Bacon Felt Co 

Coast Pro Seal & Mfg Co 


FINISHES—Luminous 


Dial & Instrument Finishers 
Harris E Co Ltd 

Radelin Ltd 

X-Ray & Radium Ltd 


FLOCK & FLOCKED 
PAPER 


Harris E Co Ltd 


FLUORESCENT 
COMPOUNDS 


Dial & Instrument Finishers 
Radelin Ltd 

Sylvania Electric Canada Ltd 
X-Ray & Radium Ltd 


US Radium Corp 


FLUX—Brazing or Soldering 
Canadian Fairbanks-Morse Co 


Ltd The 
Canadian Liquid Air Co Ltd 
 ~ oe Industries of Canada 


td 
Eutectic Welding Alloy Co of 
Can Ltd 
Johnson Matthey & Mallory Ltd 
Kester Solder Co of Canada Ltd 
Topping F V Electronics Ltd 


Frys Metal Foundries Ltd 

G-C Electrocraft Co 

Mico Instrument Co 

Preis H P Engraving Machine Co 
Victor Equipment Co 


GASKETS 

Acro Gasket Industries Lid 

Armet Industries Ltd 

Aviation Electric Ltd 

Canadian Fairbanks-Morse Co 
Ltd The 

Continental Diamond Fibre of 
Can Ltd 

National Fibre Co of Canada Ltd 

Oki & Willadsen Ltd 

Spaulding Fibre of Canada Ltd 


Accurate Threaded Fasteners Inc 
Connecticut Hard Rubber Co The 
Sparta Mfg Co 

Super Oil Seal & Gaskets 

United Aircraft Prods Inc 


GRILLES 

1. Metal 2. Plastic 
Barber Colman of Canada Ltd 1 
Bishop Sons & Co Ltd 1 
Central Dynamics Ltd 1 
Croname Canada Ltd 1 
Dominion Aluminum Fabricating 

Ltd 1 
Glosta Mfg Co Ltd 1 
Hathaway Kraemer Ltd 2 
Long Sault Woodcraft Ltd 2 
Measurement Engrg Ltd 1 
National Sound Services Ltd 1 
Premier Metal Housings Ltd 1 


Electro Products Inc 1 
Expanded Metal Co Ltd 1 
Lowell a C 1 

Metallics Inc 

Parkway Specialties Co 1 
Rigidized Metals Corp 1 

Rytel Corp 1 

Stromberg Carlson Co 1-2 
Talk-A-Phone Co 1 — 

Wendell Plastic Fabrics Corp 2 


GROMMETS 
1. Fibre 3. Plastic 
2. Metal 4. Rubber 

Amphenol Canada Ltd 7 

Armet Industries Ltd 

Aviation Electric Ltd 4 

Continental Diamond Fibre of 
Can Ltd 

Hellermann Canada Ltd 3 

National Fibre Co of Canada 


Ltd 13 
Oki & Willadsen Ltd 3 
Shakeproof Fastex Div Can Ill 


Tools 3 
Spaulding Fibre of Canada Ltd 


1 
United Shoe Machinery Co of 
Can Ltd 


Adel Precision ba. 4 . op 123 
Allied Plastics Su ‘oO “ 
Amatom Blectromic Hardware Co 


Inc 1 
Federal Screw Prods Inc 1-2-3-4 
G-C Electrocraft Co 4 
Nylon Molding Corp 3 
Smith Herman H Inc 4 
Synthane Corp 3 
Waldom Electronics Inc 4 
Walsco Electronics Mfg Co 4 


HANDLES 
Beaconing Opt & Prec Mat Co 


Ltd 
Cambridge Thermionic of Canada 
Ltd 
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Products and Services 


Measurement Engrg Ltd 
Sido Ltd 


Adams Rite Mfg Co 
Allied Plastics Supply Corp 
—- Electronic Hardware Co 


Amco Engrg Co 

Davies Molding Co The 

Harwin Engineers Ltd 

Jones Hiram Electronics 

Lerco Electronics Inc 

Litton Industries Components Div 
Precision Metal Prods Co 
Skydyne Inc 

Smith Herman H Inc 


INKS—Marking 


Barnard Stamp & Stencil Ltd 
Harris E Co Ltd 


Mark Tex Corp 
Rejafix Ltd 


LABELS—Pressure Sensitive 
| Adhesive Label Corp Can 
t 


Brady W H Co of Canada Ltd 
Harris E Co Ltd 
Payne P P & Sons Canada Ltd 


Fuze-On Prods 

North Shore Nameplate Div 
Anodyne 

Walsco Electronics Mfg Co 


LUBRICANTS 


Apex Scientific Co 

G-C Electrocraft Co 
Kirsch Music Corp 
Parker Hannifin Corp 
R-Columbia Prods Co Inc 
Robins Industries Corp 
Workman TV Inc 


METAL PARTS 


1. Deep 
Drawn 
2. Laminated 
3. Powdered 
4. Screw 
Machine 
Ashman Electronics Ltd 5 
Aviation Electric Ltd 4 
Beaconing Opt & Prec Mat Co 
Ltd 4-5 
Bishop Sons & Co Ltd 5 
ae Thermionic of Canada 
t 


5. Small 
Stampings 

6. Spinnings 

7. Trimmings 


Central Dynamics Ltd 4 
Croname Canada Ltd 1-5-7 
Delhi Metal Products Ltd 5 
Dominion Fasteners Ltd 5 
El-Met-Parts Ltd 1-2-5 
Glosta Mfg Co Ltd § 
Marsland Engrg Co Ltd 4-5 
Meredith C C & Co Ltd 4 
St Johns Metal Stamping Co 
1-5-6-7 


Stanwyck Coil Prods Ltd § 

Strippit Tool & Machine Co 1-5 

United-Carr Fastener Co of Can 
Ltd 1-2-4-5 

Wallace Barnes Co Ltd The 5 

Waterloo Metal Stampings Ltd 1-5 

Y W Small Parts Ltd 4 


Amatom Electronic Hardware Co 
Inc 4-5-7 

Arber Mfg Co Inc 1 

Augat Bros Inc 

Dayton Rogers Mfg Co 5 

Eitel McCullough Inc 5 

Electro Mechanisms Ltd 5 

Electro Products Inc 4-5 

Falstrom Co 1 

Federal Screw Prods Inc 4 

G-C Electrocraft Co 3-5 

Harwin peeneete Ltd 4-5 

Heldor Mfg Co Inc 1-5 

Lerco ieciwenies Inc 4 

Malco Mfg Co § 

Olympic Metal Prods Co Inc 1 

Precision Metal Prods Co 4 

Premax Prods 4-5 

Rimak Inc 1-5-6 

Talk-A-Phone Co 5 

Waterbury Pressed Metal Co 1-5 


METAL TUBING 
1. Flexible 2. Rigid 


Aviation Electric Ltd 1-2 

Canadian Fairbanks-Morse Co 
Ltd The 1-2 

Delhi Metal Products Ltd 2 

Dominion Auto Accessories Ltd 


Hoskins Alloys of Canada Ltd 1-2 
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Noranda Copper & Brass Ltd 2 
Plessey Co of Canada Ltd The 1 


Allied Plastics Supply A tal 1 
Atlantic Metal Hose 

Breeze Corporations i 1 
Co-operative Industries Inc 2 
Crucible Steel Co of America 1 
Dielectric Prods Engrg Co Inc 2 
Flexaust Co 1 

Ohio Seamless Tube Div 2 
Precision Tube Co Inc 1-2-3 


NUTS—Self Locking 


Elastic Stop Nut Corp of America 
Federal Screw Prods Inc 

G-C Electrocraft Co 

Kaynar Co The 

Natl Radio Co Inc 

Titan Inti Corp 

Vector Electronic Co Inc 
Waterbury Pressed Metal Co 
Waters Mfg Inc 


PINS—Tubular 


CEM Co 
Harwin Engineers Ltd 
PIC Design Corp 


RINGS—Retaining 
Wallace Barnes Co Ltd The 


Industrial Retaining Ring Co 
PIC Design Corp 
Vector Electronic Co Inc 


RIVETS 


Engelhard Industries of Canada 


t 

Goodrich B F Canada Ltd. 

Johnson Matthey & Mallory Ltd 

United Shoe Machinery Co of 
Can Ltd 


Accurate Threaded Fasteners Inc 
Circon Component Co 

Federal Screw Prods Inc 1-2 
Harwin Engineers Ltd 

Olympic Screw & Rivet Corp 
Southco Div 

Titan Intl Corp 

Vector Electronic Co Inc 


SCREWS 
1. Self Tapping 2. Set 
Canadian Fairbanks-Morse Co 
Ltd The 1-2 
Linread Canada Ltd 1-2 
Shakeproof Fastex Div Can Ill 
Tools 1 


Accurate Threaded Fasteners Inc 


Bristol Co The 2 

Circon Component Co 2 

Federal Screw Prods Inc 

PIC Design Corp 2 

Parker Kalon Div Amer Transport 
Corp 1-2 

Vector Electronic Co Inc 1 

Waldom Electronics Inc 3 

Walsco Electronics Mfg Co 1-2 


SHAFTS 

1. Flexible 2. Rigid 

Beaconing Opt & Prec Mat Co 
Ltd 2 

Canadian Fairbanks-Morse Co 
Ltd The 1-2 

Glosta Mfg Co Ltd 2 

Helipot Div Beckman Insts Inc 2 

Spaulding Fibre of Canada Ltd 2 


Foredom Electric Co 1 

Lear Inc 

PIC Design Corp 2 

Reeves Instrument Corp 2 
Smith Herman H Inc 1-2 
Usines Jeanrenaud 2 

Vactric Control Equipment Ltd 2 


SILICONE GREASES 
& OILS 


Bakelite Co 
Dow Corning Silicones Ltd 


Hooker Chemical Corp 


SOLVENTS 
1. Epoxy 
Resins 

2. Resin Flux 

Bakelite Co 1 

Dow Chemical of Canada Ltd 3 


3. O11 & 
Grease 


Du Pont of Canada Ltd 3 
Hysol Canada Ltd 1 


Dolph John C Co 1 
Emerson & Cuming Inc 1 
G-C Electrocraft Co 3 
Gamlen Chemical Co 3 


STAMPS—Marking 
Barnard Stamp & Stencil Ltd 


TAPES—Lacing 


Hellermann Canada Ltd 


G-C Electrocraft Co 
Ilumitronic 8 es 
Panduit 

Reeves Soundcraft Corp 


WASHERS—Lock 
Shakeproof Fastex Div Can Ill 
Tools 


Accurate Threaded Fasteners Inc 
Federal Screw Prods Inc 

Natl Lockwasher Co 

PIC Design Corp 

Smith Herman H Inc 

Titan Intl Corp 

Waldom Electronics Inc 

Walsco Electronics Mfg Co 





INSULATION MATERIALS 





& PARTS 


ALUMINUM OXIDE 


Smith S & Sons Canada Ltd 
Witco Chemicals Co Canada Ltd 


Alite Div US Stoneware Co 
General Abrasive Co 

Semi Elements Inc 

Steward D M Mfg Co 


ASBESTOS 


Connie Johns Manville Co Ltd 
ki & Willadsen Ltd 
Spaulding Fibre of Canada Ltd 


Allied Plastics Supply Corp 


ASPHALT & PITCH 


Canadian Johns-Manville Co Ltd 
Witco Chemicals Co Canada Ltd 


Biwax Corp 
Zophar Mills Inc 


BEAD PARTS 
Dow Chemical of Canada Ltd 


English Glass Co Ltd The 


CERAMICS & CERAMIC 
PARTS 


Centralab Canada Ltd 

Rotronic Corp Ltd 

Smith S & Sons Canada Ltd 

Titania Electric Corp of Canada 
Ltd 


Alite Div US Stoneware Co 

Bray George & Co Ltd 

Carborundum Co The 

Compagnie Generale d’Electro- 
Ceramique 

Emerson & Cuming Inc 

Mitronics Inc 

Onondaga Electronics Div 

Smith Herman H Inc 

Steward D M Mfg Co 

Zell Prods Corp 


COIL DOPES 


Communication Prods Co Inc 
G-C Electrocraft Co 


ENAMEL 


Canadian Pittsburgh Industries 


t 
Du Pont of Canada Ltd 
Sonneborn Ltd 


G-C Electrocraft Co 


FABRIC 
Spaulding Fibre of Canada Ltd 
Thompson H I Co of Canada Ltd 


Connecticut Hard Rubber Cc The 
Harwin Engineers Ltd 


FIBRE & FIBRE PARTS 


Continental Diamond Fibre of 
Can Ltd 

National Fibre Co of Canada Ltd 

Oki & Willadsen Ltd 

Paisley Prods of Canada Ltd 

Speniding ay of oo Ltd 
ompson H I Co of Canada Ltd 

Y W Small Parts Ltd 


Allied Plastics Supply Corp 
Amatom Electronic Hardware Co 


Inc 
Connecticut Hard Rubber Co The 


GLASS 


Canadian Pittsburgh Industries Ltd 
Fiberglas Canada Ltd 

Hysol Canada Ltd 

Quality Hermetics Ltd 


Allied Plastics Supply Corp 

Corning Glass Works Electrical 
Prods 

English Glass Co Ltd The 

Hermetic Pacific Corp 

Hermetic Seal Corp 


GLASS BONDED MICA 


Continental Diamond Fibre of 
Can Ltd 

Fiberglas Canada Ltd 

Minnesota Mining & Mfg of 
Canada Ltd 


Allied Plastics Supply Corp 
Varflex Corp 


GLASS FIBRE 
Brunswick Balke Collender Co of 


an 
as Pittsburgh Industries 
td 


Continental Diamond Fibre of 
Can Ltd 

Fiberglas Canada Ltd 

Paisley Prods of Canada Ltd 

Sonneborn Ltd 

Spaulding Fibre of Canada Ltd 


Allied Plastics Supply Corp 
Jenny Industries 
Suflex Corp 


IMPREGNATING 
COMPOUNDS 


Hysol Canada Ltd 

Minnesota Mining & Mfg of 
Canada Ltd 

Paisley Prods of Canada Ltd 

Witco Chemicals Co Canada Ltd 


Biwax Corp 

Churchill Chemical Corp 
Emerson & Cuming Inc 
Zophar Mills Inc 


LACQUER 


Canadian Pittsburgh Industries 
t 
Du Pont of Canada Ltd 


Communication Prods Co Inc 
Dolph John C Co 

G-C Electrocraft Co 

Lake Chemical Co 


MICA & MICA PARTS 


Continental Diamond Fibre of 
Can Ltd 

Minnesota Mining & Mfg of 
Canada Ltd 

National Fibre Co of Canada Ltd 

Oki & Willadsen Ltd 

Paisley Prods of Canada Ltd 


Allied Plastics Supply Corp 
Clarke H & Co Manchester Ltd 
Micanite & Insulators Co Ltd The 
Richmond Mica Corp 

Varflex Corp 


NYLON & NYLON PARTS 


Du Pont of Canada Ltd 
Hathaway Kraemer Ltd 
National Fibre Co of Canada Ltd 
Oki & Willadsen Ltd 

Spaulding Fibre of Canada Ltd 
yw Small Parts Ltd 


Allied Plastics Supply Co — 4 
Anti Corrosive Metal Pr 
Cosmo Plastics Co 

Dzus Fastener Co Inc 

G-C Electrocraft Co 
Garlock Inc 

Nylon Molding Corp 
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Polypenco Inc 
Shamban W S & Co 


PAPER & PAPER PARTS 


Canadian Johns-Manville Co Ltd 

Continental Diamond Fibre of 
Can Ltd 

Paisley Prods of Canada Ltd 

Spaulding Fibre of Canada Ltd 


Alliec Plastics Supply Corp 

Harwin Engineers Ltd 

me & Insulators Co Ltd 
e 


PLASTIC PARTS 


1. Extruded 3. Molded 
2. Fabricated 
Allied Circuit Techniques Ltd 2-3 
Armet Industries Ltd 3 
Beaconing Opt & Prec Mat Co 
Ltd 2 
Brunswick Balke Collender Co of 
Can 2-3 
Can General Electric Co Ltd 
EE&TD 1-2-3 
Consolidated Electronic Equip 
Co Ltd 3 
Cee Diamond Fibre of 
Can Ltd 2 
Crane Packing Co Ltd 1-2-3 
Cyanamid of Canada Ltd 2 
Dial & Instrument Finishers 2 
Dominion Auto Accessories Ltd 3 
Electronic Craftsmen Ltd 3 
Fleet Mfg Ltd 2-3 
General Tire & Rbuber Co of 
Can Ltd 1-2-3 
Goodrich B F Canada Ltd 1-2 
Hathaway Kraemer Ltd 1-2-3 
Hellermann Canada Ltd 1-2-3 
Hysol Canada Ltd 3 
Long Sault Woodcraft Ltd 2-3 
Minnesota Mining & Mfg of 
Canada Ltd 1 
Monsanto Canada Ltd 3 
— Fibre Co of Canada Ltd 


Oki & Willadsen Ltd 2 

Paisley Prods of Canada Ltd 2 

Pioneer Electric Brandon Ltd 3 

Sido Ltd 

Spaulding Fibre of Canada Ltd 2 

United Carr Fastener Co of Can 
Ltd 2-3 

X-Ray & Radium Ltd 2-3 

Y W Small Parts Ltd 2 


Allied Plastics Supply Corp 1-2-3 

Amatom Electronic Hardware Co 
Inc 2-3 

>< Electrical Ind Ltd 

Clarke H & Co Manchester Ltd 2 

Davies Molding Co The 3 

Electro Mechanisms Ltd 2 

G-C Electrocraft Co 3 

Grayhill Inc 3 

Harwin Engineers Ltd 3 

Illumitronic Engrg 1 

Lerco Electronics Inc 3 

Natl Tel Tronics Corp 2 

Ney J M Co The 2-3 

Nylon Molding Corp 3 

Peerless Prods Industries 2 

Phalo Plastics Corp 1 

Saxton Prods Inc 1 

Semi Elements Inc 3 

Shamban W S & Co 1-2-3 

Sparta Mfg Co 1-2-3 

States Co The 3 

Suflex Corp 1 

Suflex Ltd 1 

Synthane Corp 2 

Tufnol Ltd 2-3 

Usines Jeanrenaud 2 

Whitso Inc 3 


PLASTICS 


1. Films 4. Rods 

2. Laminates 5. Sheets 

3. Laminates, 6. Tubes 
Metal Clad 


Amphenol Canada Ltd § 

Brunswick Balke Collender Co of 
Can 2 

Can Resins Div Shawinigan 
Chem Lt -5-6 

Continental Diamond Fibre of 
Can Ltd 2-3-4-5-6 

Crane Packing Co Ltd 1-4-5-6 

Cyanamid of Canada Ltd 4-5-6 

Dial & Instrument Finishers 2 

Dow Chemical of Canada Ltd 1 

Du Pont of Canada Ltd 6 

Fleet Mfg Ltd 2 

Hathaway Kraemer Ltd 4-5-6 

Hysol Canada Ltd 4-5-6 

Long Sault Woodcraft Ltd 2 

Minnesota Mining & Mfg of 
Canada Ltd 2-4-5-6 

Monsanto Canada Ltd 2 

National Fibre Co of Canada 
Ltd 2-3-4-5-6 

New Hermes of Canada Ltd 2-5 


Spaulding Fibre of Canada Ltd 
a re of Canada Ltd 
2-3-4-5-6 


X-Ray & Radium Ltd 2 

Allied Plastics Su Cor 
pply Corp 

Amatom Electronic Hardware Co 
nc 

Clarke H & Co Manchester Ltd 
2-4-5-6 


Emerson & Cuming Inc 4-5-6 
Illumitronic Engrg 4-5-6 
maperet Chemical Industries Ltd 


Insuloid Mfg Co Ltd 6 
Natl Tel Tronics Corp 2-3 
Nylon Molding Corp 4-5-6 
Phalo Plastics Corp 4-6 
Polypenco Inc 1-4-56 
Shamban W S & Co 3-4-5-6 
Sparta Mfg Co 4-5-6 
Suflex Corp 6 

Suflex Ltd 6 

Synthane Corp 2-3-4-5-6 
Telectro Industries Corp 2-5 
Tufnol Ltd 2-3-4-5-6 


QUARTZ—Fused 
Quarzkeramik GmbH 


RESINS 


Bakelite Co 

Canadian Industries Ltd 

— Pittsburgh Industries 

t 

Dow Chemical of Canada Ltd 

Du Pont of Canada Ltd 

Hysol Canada Ltd 

Minnesota Mining & Mfg of 
Canada Ltd 

Monsanto Canada Ltd 


Biwax Co 

Churchill Chemical Corp 
Dolph John C Co 
Emerson & Cuming Inc 
Polypenco Inc 


RUBBER & RUBBER 
PARTS 


Armet Industries Ltd 
Aviation Electric Ltd 
Campbell Mfg Co Ltd 
Dominion Rubber Co 
General Tire & Rubber Co of 
Can Ltd 
Goodrich B F Canada Ltd 
Lion Rubber & Plastics Ltd 


Allied Plastics Supply Corp 
Associated Electrical Ind Ltd 
Connecticut Hard Rubber Co The 
G-C Electrocraft Co 


SILICONE COMPOUNDS 


Armet Industries Ltd 

Bakelite Co 

Can General Electric Co Ltd 
EE&TD 


Dow Corning Silicones Ltd 
Sonneborn Ltd 
Spaulding Fibre of Canada Ltd 


Connecticut Hard Rubber Co The 
Electro Technical Prods 
Hooker Chemical Corp 


SLEEVING 


Aircraft Marine Prods of Canada 
Ltd 


t 
Armet Industries Ltd 
Continental Diamond Fibre of 
Can Ltd 
Hellermann Canada Ltd 
Minnesota Mining & Mfg of 
Canada Ltd 
Thompson H I Co of Canada Ltd 


Allied Plastics Supply Corp 
Illumitronic Engrg 

Jones Stroud Ltd 

Pennsylvania Fluorocarbon Co Inc 
Sparta Mfg Co 

Suflex Corp 

Suflex Ltd 

Varflex Corp 


TAPES 

Armet Industries Ltd 

Brady W H Co of Canada Ltd 

Canadian Johns-Manville Co Ltd 

Canadian Ribbon Tape Co Ltd 

Continental Diamond Fibre of 
Can Ltd 

Minnesota Mining & Mfg of 
Canada Ltd 

Payne P P & Sons Canada Ltd 

Thompson H I Co of Canada Ltd 


Allied Plastics Supply Corp 
Celestial Tapes 
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Connecticut Hard Rubber Co The 
Polypenco Inc 

Reeves Soundcraft Corp 

Sparta Mfg Co 


TEFLON & TEFLON 
PARTS 


Canadian Johns-Manville Co Ltd 

Continental Diamond Fibre of 
Can Ltd 

Crane Packing Co Ltd 

Du Pont of Canada Ltd 

Minnesota Mining & Mfg of 
Canada Ltd 

National Fibre Co of Canada Ltd 
Oki & Willadsen Ltd 

Siemens Edison Swan Canada Ltd 

Y W Small Parts Ltd 


Allied Plastics Supply Corp 
Dielectric Prods Engrg Co Inc 
Emerson & Cuming Inc 

Garlock Inc 

Gore W L & Associates Inc 
Henry & Thomas Ltd 
Ilumitronic Engrg 

Imperial Chemical Industries Ltd 
Nylon Molding Corp 
Pennsylvania Fluorocarbon Co 


Inc 
Polypenco Inc 
Sealectro Corp 
Shamban W S$ 
Sparta Mfg Co 
Walsco Electronics Mfg Co 


VARNISH 
Can General Electric Co Ltd 
EE&TD 


Canadian Pittsburgh Industries 
Ltd 

Hysol Canada Ltd 

Minnesota Mining & Mfg of 
Canada Ltd 

Sonneborn Ltd 


Columbia Technical Corp 
G-C Electrocraft Co 


WASHERS—Insulating 


Aviation Electric Ltd 

Continental Diamond Fibre of 
Can Ltd 

National Fibre Co of Canada Ltd 

Oki & Willadsen Ltd 

Spaulding Fibre of Canada Ltd 


Allied Plastics Supply Corp 
Anti Corrosive Metal Prods 
Clarke H & Co Manchester Ltd 
Cosmo Plastics Co 

Grayhill Inc 

Preis H P Engraving Machine 


Co 
Smith Herman H Inc 


Tufnol Ltd 
Weckesser Co 


WAXES 


Biwax Corp 
Zophar Mills Inc 





SERVICES 


CALIBRATION 


Bayly Engrg Ltd 

Canadian Research Institute 

Central Dynamics Ltd 

General Precision Industries Ltd 

ITT Elec Service Co of Canada 
Ltd 

Measurement Engrg Ltd 

Smith S & Sons Canada Ltd 

Thermo Electric Canada Ltd 


COMPUTING 
1. Analog 2. Digital 
Aviation Electric Ltd 1-2 


Canadair Ltd 1-2 
Canadian Aviation Electronics 


Ltd 1-2 
Can Westinghouse Co Ltd Elec 
Div 1 


i 
Computing Devices of Canada 
Ltd 


t 

International Bus Machines Co 
Ltd 1-2 

KCS Ltd 2 

KCS Quebec Ltd 2 

RCA Victor Co Ltd 1-2 


ELECTROPLATING 


Allied Circuit Techniques Ltd 
Avionics Ltd 

Croname Canada Ltd 

Dial & Instrument Finishers 
Electric Chain Co of Canada 


Ltd The 
Fleet Mfg Ltd 


Johnson Matthey & 5 eed Ltd 
X-Ray & Radium L 


ENCAPSULATION 


Allied Circuit Techniques Ltd 

Canadair Ltd 

— Electronic Equip Co 
t 

Electronic Craftsmen Ltd 

Hysol Canada Ltd 

Oki & Willadsen Ltd 

Stanwyck Coil Prods Ltd 

ns pemeal Fastener Co of Can 
t 


ENGRAVING & 
PROFILING 


Barnard Stamp & Stencil Lid 

Canadair Ltd 

Canadian Research Institute 

Consolidated Electronic Equip 
Co Ltd 

Croname Canada Ltd 

Dial & Instrument Finishers 

Engelhard Industries of Canada 
Ltd 


Hathaway Kraemer Ltd 


United-Carr Fastener Co of 
Can Ltd 
X-Ray & Radium Ltd 


HEAT TREATING 


Aviation Electric Ltd 

Canadair Ltd 

Fleet Mfg Ltd 

Johnson Matthey & Mallory Ltd 
Lucas-Rotax Lt 

Wallace Barnes Co Ltd The 


LABORATORIES—Testing, 
Environmental 

Canadair Ltd 

Canadian Applied "oo Lid 

Canadian Arsenals 

Can Westinghouse Co Ltd Elec 
Div 

Ferranti-Packard Electric Ltd 

Garrett Mfg Ltd 

Hydro Electric Power Comm of 
Ontario 

ITT Elec Service Co of Canada 
Ltd 

RCA Victor Co Ltd 

Thermovolt Instruments Ltd 


LABORA TORIES—Testing, 
Other 

Aviation Electric Ltd 

Canadair Ltd 

Canadian Arsenals Ltd 

Canadian Research Institute 

Can Westinghouse Co Ltd Elec Div 

Edo Canada Ltd 

Electronic Components Ltd 

Ferranti-Packard Electric Ltd 

Fleet Mfg Ltd 

Hydro Electric Power Comm of 
Ontario 

Kelk George Ltd 

Lucas-Rotax Ltd 

RCA Victor Co Ltd 

Thermovolt Instruments Ltd 

Topping F V Electronics Ltd 

X-Ray & Radium Ltd 


PACKAGING—Electronic 
Equipment 

Aviation Electric Ltd 

Canadair Ltd 

Can Westinghouse Co Ltd Elec 
Div 

Central Dynamics Ltd 

Consolidated Electronic Equip Co 


Ltd 
Garrett Mfg Ltd 
ITT Elec Service Co of Canada 


Ltd 

United-Carr Fastener Co of Can 
t 

Woodcraft Service 


REPAIR & OVERHAUL 
Aviation Electric Ltd 

Barber Colman of Canada Ltd 
Bayly Engrg Ltd 

Canadair Ltd f 
Canadian Aviation Electronics 


Ltd 

Can General Electric Co Ltd 
EE&TD ; 

Can Marconi Co Special Services 
Div 


Canadian Research Institute 
Can Westinghouse Co Ltd Elec 


Div 
Central Dynamics Ltd 
Collins Radio Co of Canada Ltd 
Daystrom Ltd 
EMI-Cossor Electronics Ltd 





Products and Services 


Electric Products Co Ltd 
Fleet Mfg 
Found Bros Aviation Ltd 
Garrett Mfg Ltd 

Elec Service Co of Canada 


Ltd 
Engrg Co Ltd 
Quality Hermetics Ltd 


SILK SCREEN 
PROCESSING 


Avionics Ltd 

Croname Canada Ltd 

Dial & Instrument Finishers 

Harris E Co Ltd 

mane | ‘Kraemer Ltd 
Marslan —_ 3 Co Ltd 

Measurement erg Ltd 

Oki & Willadsen Ltd 

Polytronics Co 

bs el Fastener Co of Can 


Whitaker Electronics Ltd 

Woodcraft Service 

X-Ray & Radium Ltd 

TECHNICAL WRITING, 
CATALOGUING & 
ILLUSTRATING— 
Electronic 

Aero Auto Engrg of Canada Ltd 


Aviation Electric Ltd 

Canadair Ltd 

Canadian Applied Research Ltd 
Can General Electric Co Ltd 


TD 
Canadian Renner Consultants Ltd 
Canadian Research Institute 
Can Westinghouse Co Ltd Elec 
Div 
Cushing & Nevell Ltd 
EMI-Cossor Electronics Ltd 
Garrett Mfg Ltd 
ITT Elec Service Co of Canada 


Ltd 
Northern Radio Mfg Co Ltd 
Philco Corp of Canada Ltd 
RCA Victor Co Ltd 


TOWER SERVICE— 
Erectors, Installers & 
Maintainers 

Canadian Bridge Works 

Electric Products Co Ltd 

Fleet Mfg Ltd 

me? bees Service Co of Canada 

t 
Micro Tower Ltd 
res a Engrg & Contracting Co 


t 
Wind Turbine Co of Canada Ltd 
The 


TREATING—Fungus & 
Moisture Proofing 

Canadair Ltd 

Fleet Mfg Ltd 

X-Ray & Radium Ltd 

WIRE MARKING 

Hellerman Canada Ltd 


ASSOCIATIONS & 
PROFESSIONAL 
SOCIETIES 


American Inst. of Electrical En- 
33 W. 39th St., New York, 
N.Y. District 10 (Canada) Chair- 
man, Dr. R. DuPuis, Quebec 
Hydro-Electri¢ Commission, Mont- 
rea 
The British Institution of Radio 
Engineers, 9 Bedford Sq., London, 
W.Cc.1. ea advisory com- 
mittee, L. Paddle, 449 Briar Hill 
Ave., Yoreate. 
Canadian Association of Broadcast 
Consultants. Sec.: R. Santo, Cana- 
dian Broadcasting Corp., Box 10, 
Snowdon, Montreal. 
Canadian Astronautical Soc., 
Downsview, Ont. Sec.: A. E. Maine. 
Canadian Electrical Manufacturers 
Assoc., 126 Davenport Rd., To- 
ronto, Ont. WA 3-1139. Gen. Mgr.: 
B. Napier Simpson. 
Canadian Electronic Sales Repre- 
sentatives. Chairman, National Di- 
ag E. G. Hill, 169 Bartley 
, Toronto 16, Ont. PL 9-5661. 
eunines Electronic Wholesalers’ 
Assoc., 25 Taylor Dr., Toronto 6, 
Ont. OX 1-5304. Sec.: John T. 
Rochford. 
Canadian Manufacturers’ As- 
e St., Toronto, Ont. 
Gen. Mgr.: J. C. 
Whitelaw, Q.C. 
Canadian Standards Assoc., 235 
Montreal Rd., Ottawa 2, Ontario. 
SH 9-5971. Testing Labs: 2 Park 





Section 2 


Canadian Manufacturers 


turer’s listing. See Section 4 for names, addresses, and 


Names, addresses and telephone numbers are given 
in this section for all Canadian manufacturers whose 
mames appear in Section 1—Products and Services. 
Names of sales representatives in other parts of Can- 
ada, if any, appear immediately below the manufac- 
See Advertisers’ Index on page 183. 


A 


A M F Atomics (Canada) Léd., 
Cobourg Rd., Port Hope, Ont. TU 
5-4537 tNuciear fuel elements). 


Acme Electric Corp. Ltd., 50 
Northline Rd., Toronto 16, Ont. 
PL 5-3301. 

Adams Engrg. Ltd. (East) 

Chas. L. Thompson Ltd. (West) 
Acro Gasket Industries Ltd., 27 
Wellington St. E., Toronto, Ont. 
EM 6-8061-2. 


Addison Industries Ltd., 40 Queen 
Elizabeth Bivd., Toronto 18, Ont. 
CL 9-9234. Branches in principal 
cities across Canada. 


of Canada Litd., 
Toronto 2B, Ont. 
EM 4-1407; 5757 Decelles Ave., 
Suite 314, Montreal, Que. RE 
9-3288. 
Aerovox Canada Ltd., 1551 Barton 
St. E., Hamilton, Ont. LI 5-1186. 
M. J. Howard & Co. Ltd. 
FR Agencies 
Chas. Thompson Ltd. 
Air Reduction (Canada) Ltd., 905 
Hodge St., Ville St. Laurent, Que. 
RI 4-4961 and 180 Duke St., To- 
ronto, Ont. EM 6-7811. Dealers in 
principal cities across Canada, 


Aircraft Appliances & ipment 
Lid., 585 Dixon Side Ra Bo. Box 
177, Weston, Ont. CH 4-5506. 
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Aircraft Marine Prods. of Canada, 





Ltd., 194 Wilson Ave., Toronto 12, 
Ont. HU 1-5204. 


Airtron Canada Ltd., 349 Carlaw 
Ave., Toronto 8, Ont. HO 1-3511; 
c/o Renfrew Electric Co. Ltd., 
5890 Monkland Ave., Montreal, 
Que. HU 8-0806 and 492 Somerset 
St. W., Ottawa, Ont. CE 6-9703. 
Radiovision Sales Ltd. 
Westronic Engrg. Sales 


Allanson Mfg. Corp. Ltd., 33 
Cranfield Rd., Toronto 16, Ont. 
PL 5-1191. 

Allen-Bradley Canada Ltd., 135 
Dundas ‘St., Galt, Ont. 4660. 
Branches in principal cities across 
Canada. 

Alliance Div., General Steel Wares 
Ltd., 76 Miranda Ave., Toronto 10, 
Ont. RU 17-2471; GSW — 8276 
Shaughnessey St., Vancouver, B.C., 
FA 1-3291; 1745 Sargent Ave., 
Winnipeg, Man. SP 5-8471; 2355 
ear St., Montreal, Que. WE 


Allied Circuit Techniques Ltd., 29 


Brock St., Oakville, Ont. VI 

5-3439. 

Aluminum Co. cf Canada Ltd., 

1700 Sun Life Bide.. Montreal, Que 

UN 6-7511, mailing address: P.O. 

Box 6090, Montreal 3, Que. 
(Branches and distributors in 
principa? cities across Canada). 


Amalgamated Electric Corp. Ltd., 





St., London W.1, England; 515 De 
Montigny St. E., E., 10. Bos 38, _ 
real 24 e.; P.O x 

ton, Toronto 15, _* 
stonhaugh Bldg. ” airs of 
Manitoba, Wi Man.; 
West Pender St., PSuite 701, Van- 
couver 3, B.C. 


Computing and Data "oy 
Society of Canada. Sec.: Mr. Mc- 
Nutt, 111 St. Clair Ave. W., To- 
ronto 7, Ont. WA 4-9111. 
Dominion High Fidelity Assoc., 25 
Taylor Dr., Toronto 6, Ont. OX 
1-5304. Exec. Sec.: John T. Roch- 
ford. 
Electronic Industries Association of 
Canada, 200 St. Clair Ave. W., 
Toronto, Ont. WA 1-2898. Gen. 
Mer. & Sec.: F. W. Radcliffe. 
Engineering Institute of Canada, 
2080 Mansfield St., Montreal 2, 
Que. Gen. Sec.: Dr. Garnet 
Page. VI 2-5078. 
Inst. of Radio Engineers, Inc. 
East 79th St., New York 21, N. 
Exec. Sec.: George W. Bailey. 
IRE Canadian Convention and 
Exposition, 1819 Yonge St., 
ronto 7, Ont. HU 8-7768. 
vention Mgr.: G. Smedmor. 
National Community Antenna Tele- 
vis'on Association of Canada, 3010 
Bloor St. W., Toronto. Sec.: K. J 
Easton. 


Society of Technical Writers & 
Editors. Pres.: 1. H. Jenks, Div. of 
Publications 
minum Labs 
P.O. Box 84, 
8-3371. 


Kingston, Ont. LI- 


telephone numbers of representatives and distributors. 

Advertisers in this issue are indicated by a line 
under their names. Further information on their prod- 
ucts may be obtained from their display advertisements. 


384 Pape Ave., Toronto, Ont. HO 
6-2151. Branches in principal cities 
across Canada. 


Amean Electrical Harness Ltd., 53 
Fraser Ave., Toronto 3, Ont. LE 
Amphenol Canada Ltd., 349 Carlaw 
Ave., Toronto 8, Ont. HO 1-3511; 
c/o Renfrew Electric Co. Ltd., 
5890 Monkland Ave., Montreal, 
Que. HU 8-0806 and 492 Somerset 
St. W., Ottawa, Ont. CE 6-9703. 

Radiovision Sales 
Amplifone Canada Ltd., 11 Water 
St., Belleville, Ont. WO 8-6162. 
Andrew Antenna Corp. Ltd., 606 
Beech St., Whitby, Ont. MO 8-3348. 
and Toronto EM 41972. 
Antiference (Canada) Lid., 169 
Bartley Dr., Toronto 16, Ont. PL 
9-5661. 
Arbuthnot Ewart (Canada) Ltd., 
553 Leon Harmel St., Granby, 
Que. FR 8-4611; 35 Densley Ave., 
Toronto, Ont. CH 1-5251. 
Armet Industries Ltd., Rubber & 
Plastics Div., 144 Woodlawn Rd., 
Guelph, Ont. TA 4-2860; 18 Cold- 

water Rd., Don Mills, Ont. HU 
8-5877. 
Arrow Electronics, 
ander St., Montreal, 
6-1031. 

Ben Manis Associates Reg’d. 


Arrow-Hart & Hegeman (Canada) 





1085 St. Alex- 
Que. UN 
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Ltd., Industry St.. Mt. Dennis. 
Toronto 15, Ont. RO 2-1101; 7365 
Mountain Sights Ave., Montreal, 
Que. RE 9-2161. 
= Stephenson (Western) 
td. 


Arrow Radio Co., 1829 Davenport 

Rd., Toronto 9, Ont. RO 6-1421. 
Douglas Randall Canada Ltd. 
H. C. Machin & Associates Ltd. 


Ashman Electronics Ltd., Greens- 
ville, Ont. MA 7-7611. 
Norris Burgess 


Atlas Polar Co. Ltd., 60 Northline 
Rd., P.O. Box 160, Toronto 16, 
Ont. PL 7-3641. 
Atomic Energy of Canada Ltd., 
Commercial Products Div.. Tun- 
ney’s Pasture, r O. Box 93, Ottawa, 
Ont. PA 8-1841 
Audio Transformer Co. Ltd., 202 
Regina St. N., Waterloo, Ont. (P.O. 
Box 579) SH 3-4351. 
Audie Vox Intercom. Inc., 4510 De 
Laroche, Montreal 34, Que. LA 
1-3188. 

Hart Electronics Ltd. 
Automatic Alarms & Signals Ltd., 
87a Awde St., Toronto 4, Ont. 
LE 7-3111-2-3 (Electric protection 
systems). 
Automatic Coil 
Wingold Ave., 
RU 1-6174. 

J. Bass (West) 

D. McCormick (E. Ont. & Que.) 


Mfg. Ltd., 50 
Toronto 19, Ont. 
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Automatic Controls (Canada) Ltd., 
17 Advance Rd., Toronto, Ont. 


Automatic Electric (Canada) Ltd., 
100 Strowger Blvd., Brockville, Ont. 
Automatic Electric Sales (Can- 
ada) Ltd. 
Automatic Radio of Li 
25 Bermondsey Rd., Toronto 16. 
Ont. PL 7-8771 & OX 8-2132. 

William Cohen Ltd. 

Automatic Timing & Controls 
Inc., 5495 Notre Dame St. W., 
Montreal, Que. WE 2-1040. 

Lisle Instrument Systems (Ont.) 
Autotronics Comet, R. R. #3, 
Kitchener, Ont. SH 2-9784. 

Avery Adhesive Label Corp. (Can- 
ada) Ltd., 48 Haas Rd., Rexdale, 
Ont. CH 4-1194; Sales "offices in 
Montreal, Winnipeg & Vancouver. 
Aviation Electric Ltd., 200 Lauren- 
tien Bivd., P.O. Box 6102, Mont- 
real 9, Que.; Aviation Electric 
Pacific Ltd., Vancouver Airport, 
Vancouver, B.C. CR 8-2184. 
Avionics Lid., Box 200, Niagara- 
on-the-Lake, Ont. HO 8-3632. 
Avtek Systems Engrg. Ltd., Win- 


nipeg, Man. 
Hart Electronics Ltd. 


Bach Simpson Ltd., 1255 Brydges 
St., London, Ont. GL 1-9490 and 
109 Eglinton Ave. E., Toronto, Ont. 
HU 3-2585. 
Bailey Meter Co. Ltd., 5010 St. 
Catherine St. W., plontresl, 
HU ey ag! Peo, Box 

3-8964; 











t. 
Childs Bldg., 211 Portage Ave., 
Winnipeg 2, Man. WH 2-2829; 
346-23rd Ave. S.W., Calgary, Alta. 
AM 9-2963; 1645 W. Sth Ave., 
Vancouver 9, B.C. RE 1-3709. 
Bakelite Co., 123 Eglinton Ave. 
E., Toronto, Ont. HU 7-1311; 1242 
Peel St., Montreal, Que. UN 1-9944, 
Balfour Guthrie (Canada) Ltd., 744 
W. Hastings St., Vancouver 1, 
B.C. MU 5-0211. 

Chas. L. Thompson Ltd. 
Barber-Colman of Canada _ Ltd., 
Wheelco Instruments Div., 6 Les- 
wyn Rd., Toronto 19, Ont. RU 
7-1191 and 300 Decarie Blvd., 
Montreal 9, Que. RI 4-1402. 

Instrument Serviec Labs. Ltd. 
Barnard Stamp & Stencil Ltd., 8 
George St., P.O. Box 295, Hamil- 
ton, Ont. JA 2-9219. 

Barvic Engrg. Ltd., 909 Beach Ave., 
Vancouver, B.C. MU 5-6245. 

Maclvor Electronics Ltd. 

Bayly Enere. Ltd., Hunt St., Ajax. 
Ont. Toronto EM 2-3741, and 48 
Sparks St., Ottawa, Ont. CE 
2-9821. 

Beaconing Optical & Precision 
Materials Co. Ltd., 455 Craig St. 
W., Montreal, Que. UN 395. 
Plant: 555 Blvd. Boivin, Granby, 
Que. FR 8-4114 and Montreal UN 
1-3714, 

Beama Enegre. Ltd., 76 Densley 
Ave., Toronto 15, Ont. CH 4-5349. 
Beatty Bros. Ltd., Hill St., Fergus. 
Ont.; Haymarket Sq., Saint John, 
N.B.; 310 Cremazie Bivd., Mont- 
real, Que.; 204 Princess St., 
Winnipeg, Man.; 10265 107th St. 
Edmonton, Alta.; 302 - 12th St., 
New Westminster, B.C. 

Bell & Howell Canada Litd., 88 
Industry St., Toronto 15, Ont. 
RO 7-3131. 

Benco Television Associates Ltd., 
y Taber Rd.. Rexdale, Ont. CH 

-4296; Harold Sharkey, 4252 
Braille Ave., Montreal, e. RE 
3-0749 (East); Les Farey, 337 Bar- 
mond Ave., Richmond, B.C. HE 
3-0878 (Alta. & B.C.). 

Bepco Canada Ltd., 4018 St. Cath- 
erine St. W., Montreal 6, Que. WE 
7-9211. Br: 265 Rue de la 
Couronne, Quebec 2, Que. LA 
3-4058; 1355 Wellington St., Ottawa, 
Ont. PA 8-5200; 33 Niagara St., 
Toronto 2B, Ont. EM 3-3273; 428 
Main St. W., Hamilton, Ont. JA 
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9-2027; 428 Portage Ave., Winnipeg, 
Man. WH 2-8557; 215 - 10th Ave. 
S.W., Calgary, Alta. AM 6-8881; 
No. 8 675 _— St., Vancouver 2 
B.C. MU 3-8228. 

Sons Co. Ltd., 108 
Carnforth Rd., Toronto 16, Ont. 
PL 9-8871. 

Electric of Canada Litd., 
River Rd., Ottawa, Ont. 
<7 Betpetetns Ltd., 1153 Queen 

. W., Toronto 3, Ont. LE 2-4418. 


A Borden Chemical Co. (Can- 
ada) Lid., P.O. Box 610, Corona- 
tion Rd., West Hill, Ont. AT 
2-5711. 

Boston Insulated Wire & Cable Co. 
Ltd., 118 Shaw St., Hamilton, Ont. 
JA 9-7151. 

W. H. Brady Co. of Canada Litd., 
1 Research Rd., Brampton, Ont. 
GL 1-4420. Selected electrical and 
electronic distributors across Can- 
ada. 

Braun of Canada, 35 Haas Rd., 
Sentite, Toronto, Ont. CH 1-4488; 
1509 W. 7th Ave., Vancouver, 


Bristol Aero Industries Ltd., Win- 
nipeg Div., Box 874, Int'l. Sievert, 
Winnipeg, Man. SP 5-833 200 
Int'l. Aviation Bidg.. + no 3, 
Que. UN 6-5471 

The Bristol Co. of Canada Ltd., 
71-79 Duchess St., Toronto 2, Ont. 
EM 3-3421; 2135 Drummond St., 
Montreal, —. AV 8-5141; 384 
Emerald St. .. Hamilton, Ont. 
JA 2-0335; 304, 1oth St. N.W. 

gary, Alta. AT 3-1112; 736 "Gran- 
bx My St., Vancouver, MU 


Brown & Boggs Foundry & Ma- 
chine Co. Ltd., 275 Sherman St. 
N., Hamilton, Ont. LI 9-6594. 

Hope Machinery Co. Ltd. 
Brown Boveri (Canada) Ltd., 1015 
Beaver Hall Hill, Montreal, Que. 
UN 6-4961; 164 Eglinton Ave. E., 
Toronto 12, Ont. HU 1-5644; 917 
Royal Bank Bidg., 504 Main St., 
Winnipeg, Man.; 8223-104th St., 
Edmonton, Alta.; 634-8th Ave. 
S.W., Calgary, Alta. 

Martin & Dean Ltd. 

Mine Equipment Co. 

Power & Mine Supply Co. Ltd. 

Gordon Russell Ltd. 


Brunswick Balke Collender Co. of 
Canada Ltd., P.O. Box 60, Dixie, 
Ont.; 5595 Pare St., Montreal, 
Que.; 270 Assiniboine Ave., Win- 
nipeg, Man.; 108-12th Ave. S.W., 
Calgary, Alta.; 4181 Fraser St., 
Vancouver, 

BullDog Electric Prods. Co. (Can- 
ada) Ltd., Div. I-T-E_ Circuit 
Breaker Co., 80 Clayson Rd., To- 
ronto (Weston), Ont. CH 1-8601. 
Branches in principal cities across 
Canada. 

Burgess Battery Co., Div. of 
Servel (Canada) Ltd., 415 Buttery 
St., Niagara Falls, Ont. EL 4-1671. 


Burndy Canada Ltd., 1530 Birch- 
mount Rd.. Scarborough, Ont. PL 
7-8671 and 2355 Ekers Avenue, 
Montreal 26, Que. UN 6-6616; 
1137 Bowness Rd., Calgary, Alta. 
AT 3-2648; 1642 West 4th Ave., 
Vancouver, B.C. RE 1-5871. 
Norman L. Haney Agency Ltd., 
Burroughs Adding Machine of 
Canada Ltd., 752 Bay St., Toron- 
to. Ont. EM 3-3001. Branches in 
principal cities across Canada. 


Cc 


CLM Industries, 3595 St. 
Ave. E., Toronto 13, Ont. 
7111 and OX 8-3167. 
and agents across ada. 
Cambridge Thermonic of Canada 
Ltd., 2425 Grand Bivd., Montreal 
28, Que. HU 8-9114. 
Samuel C. Hooker (Canada) 
Ltd. 
Campbell Mfg. Co. Ltd., 45 Shep- 
pard Ave. E., Willowdale, Ont. BA 


1-3415. 

Canada Cabinets & Furniture Co. 

Ltd., Kitchener, Ont. 
H. Roy Gray Co. Ltd. 

Canada Decalcomania Co. Ltd., 

507 - 511 King St. E., Toronto 2, 








Clair 
AM 1- 


Branches 


1960 


Ont. EM _ 8-1751. Branches in 
principal cities across Canada. 

The Canada Metal Co. Ltd., 721 
Eastern Ave., bangs 3 8, Ont. HO 
5-4684; 6265 Notre Dame St. E., 
Montreal, a CL 5.3653; 1255 St 
James St., nipeg, an 
4-7455; 1428 by = le St., 
couver, B.C. Marine 1367. 

Canada Wire & Cable Co. Litd., 


Postal Stn. ‘R’, Toronto 17, Ont. 
HU 5-8681. Branches in rincipal 
cities 


across 
company: Telecables & Wires Ltd. 
Distributor: Tensolite Insulated 
Wire Co., Inc., Tarrytown, N.Y. 
Canadair Ltd., P.O. Box 6087, 
Montreal, Que. RI 4-1511. 
Canadian Admiral Corp. Ltd., Fm, 
Lakeshore Rd., Port Credit. 
CR 8-5561. Branches in otincpai 
cities across Canada. 


Canadian Applied Research Lid., 
750 Lawrence Ave. W., Toronto 
19, Ont. RU 1-1571. 


Canadian Armature Works Inc., 
6595 St. Urbain St., Montreal 14, 
Que. CR 3-1591. 

John E. Baker 

Bauer Sales 

Henderson-Oliver Sales 

Robinson Electrical 
Canadian Arsenals Ltd., Instru- 
ment & Radar Div., 651 Warden 
A Scarborough, Ont. OX 9- 


Dan- 
Ox 


Van- 





Canadian Astatic Lid., 2271 
a Toronto 13, Ont. 

ae age Agencies 

inlan 

Chas. . Thompson Ltd. 

John K Tilton Ltd. 
Canadian Atlas Transformer Co., 
17 Carlaw Ave., Toronto, Ont. HO 
1-5513. 
Canadian Aviation Electronics Ltd., 
P.O. Box 915, Station ‘O’, Montreal 
9, Que. ME 1-6781; 6214 Cote de 
Liesse, St. urent, Que.; 387 
Sutherland Ave., Winnipeg, Man.; 
8265 Fraser St., Vancouver, B.C. 
Canadian Works, 1219 
Walker Rd., , Bes 157, Walk- 
erville, oa 6-2661; 6001 
Irwin St., ville LaSalle, Que. 
DO 6-5230. 


my om S Supplies Lt 
North Dr., P.O. Box 10, Oakville, 
Ont. 
Canadian Chromalox Co. Ltd., 210 
Rexdale Bivd., Rexdale P.O., Ont. 
CH 1-8624. 

F. D. Bolton Ltd. 

E. W. Playford Ltd. 


Canadian Cinch Anchoring Systems 
Ltd., 2095 Madison Ave., Montreal 


, Que. 

Irving Smith Ltd. 

adian Communication Sys- 
223A-10th St. N.W., Cal- 


Can: 
tems, 
gary, Alta. AT 3-2548. 


Canadian Controllers 1550 
Birchmount Rd., Se. Ont. 


PL 7-5111. 
> Tae Power & Engrg. Corp. 
td. 


Canadian Curtiss-Wright, Ltd., 1980 
Sherbrooke St. W., Montreal, Que. 
WE 7-411 avis Rd., Oak- 
ville Ont. VI 5-2828. 

Canadian Cutler-Hammer Ltd., 384 
Pope Ave., Toronto, Ont. HO 
6-2151. 


Canadian-Dominion Leasing Corp. 
Ltd., 320 Bay St., Toronto, Ont. 
EM 3-4021. (Leasing of electronic 
equipment). 
The Canadian Fairbanks-Morse Co. 
Ltd., 980 St. Antoine St., Mont- 

real, Que. UN 6-1451. Branches in 
principal cities across Canada. 
Canadian Geloso Electronics Ltd., 
700 Weston Rd., Toronto 9, Ont. 
RO 6-7291. 

A.T.R. Armstrong Ltd. 

Ron Merritt Co. 
Canadian General Electric Co. Ltd., 
Head Office, 214 King St. W., 
Toronto, Ont. EM 67311 Branches: 
3030 East Broadway, Vancouver, 
B.C. AL 5-2411; '3603-8th_ St. 

, Alta. CH : St. 


St. W 
5000 tay 
alifax, N.S. 5-0551. 


James 
4-3581; 
Montre: 

Howe Ave. 


indicates an advertiser; see page 183. 


Canadian General Electric Co. Léd., 
Electronic Equipment and Tube 
Dept., 830 Lansdowne Ave., To- 
ronto 4, Ont. LE 4-6511. 


Canadian General Electric Co. 


lg ee 
4-6311. 

Canadian Electric 
Lamp Dept. Dufferin St., 
ronto, Ont. LE 2-4421. Sales: 1350 


Castlefield Ave., Toronto 19, Ont. 
RU 1-1511. 


Ltd., Transformer Dept., P.O. 
601, Guelph, Ont. TA 2-2120. 


Canadian Industries Ltd., P.O. Box 
10, Montreal, Que. UN 1-2571. 
Canadian Se my Co. Léd., 
565 Lakeshore Rd. Port Liesl, 
Ont. CR 8-721. eer 


i. ~ 


Montreal, Winnipeg, ) 
Canada Ltd. 


Canadian Liquid Air Co. Léd., 1111 
ey Poe Hill, Montreal, 


Paisley Prods. of 


, Winnipeg, Man. WH 3-2433 
Canadian Marconi Co., 
ton Ave., 


Prods. Div., 2442 Tren 
Montreal 16, Que. RE 8-9441. 


Canadian Marconi Co., Electronic 
Tube & Components Div., 830 
Bayview Ave., Toronto 17, Ont. 
HU 1-5221. 

Pacific Electronics Ltd. 
Canadian Marconi Co., Home 
Electronic Div., 2442 Trenton Ave., 
Montreal 16, Gue. RE 8-9441. 


Canadian wey ay 
Services + 6035 Cote de 

Rd., Saontrealk 9, Que. RI 8-7711. 
Canadian Marconi Co., Telecom- 
munications Dept., 970 McEach- 
a2 A. Outremont 8, Que. CR 





Canadian 
Ltd., 105 Bartley Dr., Toronto 16, 
Ont. PL 9-2222; a Cote de 
Liesse Rd., Montreal 9, Que. ME 
1-4278; 54 Adelaide St., Winnipeg. 
Man. WH 3-3617; 10201-104th oC 
Edmonton, Alta. GA 2-8540. 
paste Communication Services 
td. 





Canadian Pittsburgh Industries 
Ltd., 48 St. Clair Ave. W., Toronto, 
7, Ont. WA 4-8701. Branches 
principal cities across 


Canadian Renner 

1239 Greene Ave. wee 
Montreal 6, Que. WB 7- 

Canadian Research eg : St. 


George St., Toronto 5, Ont. WA 
3-2455. 





fan Ribbon Co. Léd., 
102 Eglinton Ave. E., Toronto, Ont. 
HU 3-3292. 
Paisley Prods. of Canada Ltd. 
Canadian Stackpole Ltd., 550 Evans 
Ave., Toronto 14, Ont. CL 5-2373. 


Canadian Co. Léd., 
Head Since ‘t86 Hentord Ave. N., 


Hamilton, Ont. JA 8-8811. 
Branches in principal cities across 
Canada. 


Canadian W Co. Léd., 
Electronics Div., P.O. Box 510, 
——- Ont. JA —_ 
tam Div 33: tha 
P.O. x 1089, Three Rivers, Que. 
FR earn: 2-3. 
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Canadian Manufacturers 


Canadian Westinghouse Co. Litd., 
Sturtevant Div., Galt, Ont. 3980. 
Branches and agents across Can- 
ada. 


Canadian Westinghouse Co. Ltd., 
Electronic Tube Div., Aberdeen 
Ave., Hamilton, Ont. TA 8-8811. 
Canadian Wilbur B. Driver Ltd., 
50 Ronson Dr., Rexdale, Ont. CH 
6-7185. 
Cannon Electric Canada Ltd., 160 
oy Dr., Toronto 16, Ont. PL 
-2845 and Montreal Airport, Dor- 


val Que. ME 1-3626 
M. J. Howard Leena Co. ye 








J 38 
U; =. .—¥ = PL 
Vere Pe. SF and OX 1-1151. 
— Engrg. Co. Ltd. 
The Sound Studios 
Carriere & MacFeeters Ltd., 936 
Warden Ave., Scarborough, Ont. 
PL 7-5103. Mfg. Div. 82 North- 
line Rd., Toronto 16, Ont. 


Central Bridge Co. Ltd., Trenton, 
Ont. 


Central D: Ltd., 147 Hy- 
mus ry Claire, Que. 
OX 7-081 
ph Engrg. Prods. Ltd. 

Central Scientific Co. of 
Ltd., 146 Kendal Ave., 
Ont. WA 3-2421. Branches: 
real, Ottawa, Vancouver. 


Centralab Canada Ltd., McMaster 
Ave., Ajax, ye WH 2-1540 and 
Teeette EM 4-4584. 

D. Eldon McLennan (West) 
ouicaen Ltd., 18 Curity Ave., 
Toronto - Ont. PL 9-5631. 

Chas. Pointon Ltd. 

Chas. vv “Thompson Ltd. 
Clairtone Sound Corp. Ltd., 118 
Rivalda Rd., Weston, Ont. CH 7- 
8647-8-9. 

C. P. Clare Canada Ltd., 2700 Jane 
St., P.O. Box 134, Downsview, 
Ont. ME 3-6793. 

“Coliben” Mfg. Co. Ltd., 5 Thorpe 
St. N., Dundas, Ont. MA 8-6913. 
Collins Radio Co. of Canada Ltd., 
11 Bermondsey Rd., Toronto 16, 
Ont. PL 7-1101 _ a oe S., 
Ottawa, Ont. CE 3 . 
Columbian Carbon rn Ltd., 
Carbon Black & Pigment Div., 7 
Superior Ave., Toronto 14, Ont. 
CL P9617; on Park Ave., Mont- 
real, Que. 1-4596. 
Computing Moot of Canada Ltd., 
P.O. Box 508, Ottawa, Ont. TA 
8-2711; 164 Eglinton Ave. E., To- 
ronto, Ont. HU 8-2452; 2170 Cres- 
cent St., Montreal, Que. I 
5-9982. 

Convetates Electronic Equipment 
Co. gis Ave. W., 
Willowdale, Ont 5-6921. 

Lake Engrg. Co. Ltd. 

The Consolidated Mining & Smelt- 
ing Co. of Canada Ltd., 215 St. 
ane St. W., Montreal 1, Que. 
V 8-3103 and 160 ae. a. EB. 
oh 5, Ont. WA 5-6319 
The Constanta Co. of Canada Ltd., 
280 Regina Ave., Montreal, Que. 
PO 8-3235. 

John Herring & Co. Ltd. 
Continental-Diamond Fibre of Can- 
ada Ltd., 46 Hollinger Rd.. Toronto 
16, Ont. PL 5-5211 & OX 8-5571; 

a yg yh W., Mont- 
WwW 


Pointe 


Canada 
Toronto, 
Mont- 








Filer Smith Co. Ltd. 


Controls ol Canada Ltd., 257 
Dundas Hwy., Cooksville, Ont. 
AT 9-1491; Woodworth Ave., St. 
Thomas, Ont. 
Cook Records Canada, 44 Dan- 
forth Rd., Scarborough, Ont. OX 
1-1131. Branch: G. G. Smith, 4833 
Westhill Ave., Montreal 29, Que. 
HU 4-9488. 
Cords (Canada) Ltd., 149 Sterling 
Rd., Toronto 3, Ont. LE 7-1221. 
Co. Ltd., 617 Park- 
P.O. Box 134, Stn. 
Hamilton, Ont. LI 4-3358; 
St., Montreal East, 
MI 5-9712; 10988-124th St., 
Edmonton, Alta. HU 8- 5780; 4247 


Crane Packing 
dale Ave. N., 


“Cc” 
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E. ee St., N. Burnaby, B.C. 
CY 9-5233 
Croname (Canada) Ltd., 50 Taylor 
St., Waterloo, Que. 245. 

C. A. Ball’ Associates 

A. F. Rothon 
Croven Ltd., 500 Beech St., P.O. 
Box 1420, Whitby, on. MO 8- 3325 
and Toronto EM 6-6012. 

Ben Manis Associates Reg’d. 

Pacific Electronics Ltd. 
Cushing & Nevell Ltd., 181 Eglin- 
ton Ave. E., Toronto 12, Ont. HU 
7-2866. 
Cyanamid of Canada Ltd., Lamin- 
ated Prods. Dept., 5550 Royal- 
mount Ave. Montreal, . RI 
4-2881; 160 Bloor St. E., Toronto, 
Ont. WA 4-9741; 1416 Erie St., 
Winnipeg, Man. 


D 


Daly Capacitors Ltd., 140 Kendal 
Ave., Toronto 4, Ont. WA 4-8327. 
Dalyn Industries, 19 Le Royer St. 
W., Montreal 1, Que. AV 8-5225. 
E. S. Gould Sales Co. 
J. H. Darcy Ltd., 51 Abbott St. N., 
Smiths Falls, Ont. 228 and 2215; 
Beaconsfield Ave., Montreal, Que. 
HU 9-5731. 
CLM Industries 
Davis ae Controls Ltd., 
4251 Dundas St. 
Islington, Ont. BE 3- 3211; 
Monkland Ave., Montreal, 
HU 1-0259; 272 Kenilworth Ave. 
N., Hamilton, Ont. LI 5-6815; 233 
Metcalfe St., Ottawa 4, Ont. CE 
4-7734; 359 Dundas St., London, 
Ont. GE 9-3141; 691 Wellington 
Ave., Winnipeg, Man. SP 4-9880; 
1332 Powell St., Vancouver, B.C. 
HA 7230. 


Daystrom Ltd., 840 Caledonia Rd., 
Toronto, Ont. RU 7-1114 and 5430 
Ferrier St., Montreal, Que. RI 
8-8471. Affiliated with Daystrom, 
Inc. (Heath Co., Weston Instru- 
ments, and others). 

Industron Corp. (Gauges only) 
The de Havilland Aircraft of Can- 
ada Ltd., Special Prods. Div., 
Downsview, Ont. ME 3-5230. 
Delhi Metal Prods. Ltd., Waverly 
St., Delhi, Ont. Delhi 211. 

Delta Electronics Ltd., Queen Eli- 
zabeth Way, Clarkson, Ont. CR 
8-5543. 

Dial & Instrument Finishers, Div. 
of X-Ray & Radium Ltd., 261 
Davenport Rd., Toronto 5, Ont. 
WA 3-0908; 2800 Bates Rd., Mont- 
real, Que. RE 9-2408. 

Diamond Specialty Ltd., P.O. Box 
142, Windsor, Ont. CL 3-4910. 

F. S. B. Heward & Co. Ltd. 
Dollard Recording Ltd., 201-138 
Portage Ave., Winnipeg 1, Man. 

R. C. Kahnert Sales Co. Ltd. 
Dominion Aluminum Fabricating 
Ltd., 10 Jutland Rd., Toronto 18, 
Ont. CL 1-2236-7 & CL 1-2651 and 
P.O. Box 219 Station H, Montreal, 
Que. WE 3-2846. 

Dominion Auto Accessories Lid., 
420 Keele St., Toronto, Ont. RO 
2-1171. 


Dominion Electric Mfg. Co. Ltd., 
60 Leslie St., Toronto, Ont. HO 
1-9201. 
Dominion Electrohome Industries 
Ltd., 283 Duke St. W., Kitchener, 
Ont. SH 3-0271. 
Dominion Electrohome Indust. Ltd., 
Technical Prods. Div., 140 Mansion 
St., Kitchener, Ont. SH 3-0271. 
(Industrial control, counting, elec- 
tronic heating, and sys- 
tems). 
Dominion Fasteners Ltd., 686 Park- 
dale Ave. N., P.O. ” Box 492, 
M.P.O. Hamilton, Ont. LI 9-4661, 
and Toronto, EM 6-1042; 4425 May- 
fair Ave., Montreal, Que. HU 5567. 
Dominion Rubber Co., P.O. Box 
130, Place d’Armes, Montreal, 
Que. LA 2-2111. Branches in prin- 
cipal cities across Canada. 

Empire Engrg. Co. 
Douglas Randall Canada Ltd., 126 
Manville Rd., Scarborough, Ont. 
OX 8-3081; 2295 Stanislas St., 
Ville St. Laurent, Montreal 9, Que. 
RI 4-1004. 


timing 


Dow Chemical Canada Lid., 
P.O. Box 1012, Sarnia, Ont. ED 
7-8282. Branches across Canada. 
Dow Corning Silicones Ltd., Tippet 
d., Downsview, Ont. ME 5-6116; 
5582 Decarie Blivd., Montreal 29, 
Que. RE 9-1949; 1533 W. Pender 
St., Vancouver 5, B.C. MU 2-2525. 


Du Pont of Canada Ltd., P.O. 
Box 660, Montreal, Que. UN 6- 
6461. Branches across Canada. 

Dupar Canada Ltd., 140 Mansion 
St., Kitchener, Ont. SH 3-0271. 


E 


E.M.1.-Cossor _Electronics _ Ltd. 
Plant: P.O. Box 525, Woodside, 
N.S. Halifax 6-7491. Sales Offices: 
2005 MacKay St., Montreal 25, 
Que. VI 2-7955-6; 3077 Bathurst 
St., Toronto 19, Ont. RU 1-2919; 
160 a Ave. W., Ottawa, Ont. 
CE 5-4306. 
EV 2 Canada Ltd., 73 a 7 
Bivd., Scarborough, PL 
7-5171; Box 885 Runeat Que. 
CR 1-5858 (East). 

R. C. Kahnert Sales Ltd. (East) 

D. Eldon McLennan Ltd. (West) 
Eclipse Electronics Co., 153 Logan 
Ave., Toronto 8, Ont. HO 5-3188. 


Edo (Canada) Ltd., East Front St., 


P.O. Box 97, Cornwall, Ont. WE 
2-6774-5. 


Edwards High Vacuum (Canada) 


Ltd., P.O. Box 515, Cumberland 
Ave., Burlington, Ont. NE 4-7757 
and Toronto, Ont. EM 3-9841. 


The Electric Chain Co. of Canada 


Ltd., 86 — St., Toronto 2B, 
Ont. EM 3-8 

Electric sheonag ec Ltd., 9720 Wa- 
verly St., Montreal 12, Que. DU 
9-8867. 

Ben Manis Associates Reg’d. 
Electrical Mfg. Co., P.O. Box 1300, 
Montmagny, Que. 235-6; and 170- 
180 Dorchester E., Montreal, Que. 
UN 1-9157. 

General Communications Ltd. 

(Ont.) 

Electro-Clinic Reg’d, 7037 Boyce 
St., Montreal 5, Que. BE 7255. 
Electrolabs, 7385 St. Lawrence 
Blvd., Montreal 10, Que. CR 
6-6076. 
Electronic Associates, Ltd., 4616 
Yonge St., Willowdale, Ont. BA 
1-1126. 
Pacific 
Ltd. 

















Communications Service 


Electronic Components Ltd., 14 
Plz a Ave., Toronto 18, Ont. CL 


Armor Supply & Sales Ltd. 

Norris Burgess 

Desser E-E Ltd. 

Norman L. Haney Agency Ltd. 

J. C. Matheson 

Jack Meloff Organization 
Electronic Controls Ltd., Lanning 
Bidg., Belleville, Ont 

Douglas Randall (Canada) Ltd., 
Electronic Craftsmen Ltd., 30 
Weber St. N., Waterloo, Ont. SH 
3-1473. 
Electronic Engrg., 82 
Ave., Galt, Ont. 
Electronic Enterprises, 
ve. S.W., Calgary, 
4-1422. 
Electronic Enterprises 
Vitre St. W., Montreal, 
1-1838. 

George H. Giles Sales 

National Sales Co. 

A. L. Whitehead 
Electronic Materiels Int'l. Ltd., 342 
Gladstone Ave., Ottawa, Ont. CE 


Elmwood 


1504 12th 
Alta. CH 


Ltd., 270 
Que. UN 


Electronic Research & Development 
Co. Ltd., 210-9th Ave. S.E., Cal- 
gary, Alta. AM 6-6048; 8729-97th 

ve., Edmonton, Alta. HO 9-3185; 
2810 Dewdney Ave., Regina, Sask. 
JO 9-2992. 

Tele-Radio Systems Ltd. (East) 
Western Sound Services Ltd. 
Electronic Specialties, 9 Glen Rd., 
Toronto 4, Ont. WA 3-4534, Sales 
Div. Bel-Cleer Prods. Co. (same 

address). 
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mics Corp. of America (Can- 
ada) Ltd, 1 Advance Rd., 
Toronto 18, Ont. BE 3-6243 and 
$404 Thorncliffe Drive, Calgary, 
Alta. CR 7-0353. 

Bruce Sutherland Associates Ltd. 

Martin Engrg. Inc. 

M. Ltd. 


Pacific Controls Ltd. 

Winnipeg Supply & Fuel Co. Ltd. 

Electrovert Ltd., 3285 Cavendish 
Bivd., P.O. Box 1200, N.D.G., 
Montreal 28, Que. HU 8-2521; P.O. 
Box 23, Stn. “N”, Toronto, Ont. 
ca. 5-4436; P.O. ‘Box 4031, Stn. 
“D”, Vancouver, B.C. AM 1-2838. 
Electro-Vox Intercom Inc., 2626 
Bates Rd., Montreal, RE 
9-1981; 137 Raleigh St., 
Ont. OX 8-1676; P.O. Box 662, St. 
Catharines, Ont. LO 2-4788; 2191 
4ieme Ave., Quebec, Que. LA 
2-8606. 

Alan Macey Sound Co. 

Canadian Communication 

tems 

Dominion Machinery & Egpt. 

Co. Ltd. 

Electro-Vox Intercom of N.S. 

Electro-Vox Ottawa-Hull Ltd. 

Modern Electronics 

Mumford Medland Ltd. 

Taylor, Pearson & Carson Ltd. 

Vancouver Sound Equipment 

Ltd. 

El-Met-Parts Ltd., Head St., 
das, Ont. MA 8-6 6366 

Engelhard Industries of Canada 
Ltd., 512 King St. E., Toronto, 
Ont. EM 2-3211, and 1255 Univer- 
sity St., Montreal, Que. UN 6-7318. 

Pitt Distributing Co. Ltd. 
Engineered Sound Systems Ltd., 
169 as. a S., Toronto 18, 
Ont. BE 3-21 
English same 
Div. of John Inglis Co. 
George St., St. Catharines, 

MU 5-8441. Branches in principal 
cities across Canada. 

Ericsson Telephone Sales of Canada 
Ltd., 130 Bates Rd., Town of 
Mount Royal, Montreal 8, Que. 
RE 1-6428 and 34 Advance Rd., To- 
ronto 18, Ont. BE 1-1811. 

Canadian Electronics Ltd. 

Pacific Communications Services 

Ltd. 

Westronic Engrg. Sales 
Erie Resistor of Canada Ltd., 7 
Fraser Ave., Trenton, Ont. 
2-6524 and Toronto EM 2-3315. 
Sales office: 4972 Dundas St. W., 
Islington, Ont. BE 1-1712. 

Essex Electronics of Canada Ltd.. 
anaes Wragge St., Trenton, Ont. EX 

6544 

A. T. R. Armstrong Ltd. 

Essex Wire Corp., 1664 Windsor 
Ave., Windsor, Ont. 

Etelco (Canada) Ltd., 199 Ashton- 
p> Ae as Scarborough, Ont. PL 9- 


Tele-Radio Systems Ltd. 

H. B. Etlin Co. Ltd., 1850 Wilson 
Ave., Weston, Ont. ‘CH 1-1115. 

MacKay Morton Ltd. 

T. H. Smith Associates 
Eutectic Welding Alloys Co. of 
Canada, Ltd., 3150 - 37th St., Ville 
St. Michel, Que. RA 1-4939 (At- 
lantic Div., Dartmouth, N.S.); 9 
Torbarrie Rd Downsview, Ont. 
CH 6-5897 (Ont.); 1661 West 5th 
Ave., Vancouver, B.C. RE 1-2127 
(West). 

Evershed-Powertronic Ltd., 50 Ber- 
mondsey Rd., Toronto 16, Ont. 
PL 9-6729; P.O. Box 632, Calgary, 
Alta. AM 3-5268. 

Executone Communication Systems 
Ltd., 331 Bartlett Ave., Toronto 4, 
Ont. LE 1-9961. Reps. & distribu- 
tors in principal cities across 
Canada. 

Exide Industrial Div., The Electric 
Storage Battery Co. (Canada) Ltd., 
P.O. Box 907, Stn. “U”, Toronto 
18, Ont. AT 9-3131. 


F 


Fanon Electronics of Canada Ltd., 
431 King St. Toronto 2B, 
Ont. EM 3-0574. 

Active Radio & T.V. Ltd. 
Federal Pacific Electric of Can- 


Sys- 


Dun- 


Canada Ltd., 
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ada, 19 Waterman Ave., Toronto 
16, Ont. PL 9-5651. Branches in 
principal cities across Canada. 
Federal Wire & Cable Co. 

Div. of H. aS Porter Co. ye. 

Ltd., 265 Suffolk St., P.O. Box 90, 
Gueiph, Ont. TA 2-6730. Branches 
os principal fmed across Canada. 


tio ~ Ry! Rd., Scarborough, 

Ont. PL 7-3246. 

pie hg Electric Ltd., In- 
ustry St., Mount Dennis, Toronto 

s Ont. RO 2-3661. 


Ferritronics Ltd., 157 Willowdale 
Ave., Willowdale, Ont. BA 2-1168. 
Ferro Enamels (Canada) Ltd., Da- 
vis Ave., P.O. » = 37, Oakville, 
Ont. VI 5-4277. 
Lochhead Haggert Engrg. & 
Mfg. Co. Ltd. 


Canada Ltd., 10 Price 
ay Ont. WA 4-9571. 
Andrew Gilchrist Ltd. 


Paisley Prods. of Canada Ltd. 
Fischer Bearings (Canada) Lid., 
P.O. Box 308, Terminal “A”, To- 
ronto, Ont. EM 4-5306; 6546 Up- 
per Lachine Rd., Montreal 28, 
Que. HU 1-7768. 
Fischer & Porter Canada Lid., 
P.O. Box 135, Downsview, Ont. 
ME 3-9810; 

Montreal, Que. 8 

409, Medical Centre, 8th "Ave. 
8th St. S.W., Calgary, Alta. AM 
6-1188; 1533 Ww. ae 8 a Van- 
couver 5, B.C. MU 4- 

Fisher Research Lab. "am, 1271 
W. Pender St., Vancouver, B.C. 
MU 4-2027. 

Fisher Scientific Co. Ltd., 245 
Carlaw Ave., Toronto 8, Ont. HO 
1-6333; 8505 Devonshire Rd., Mont- 
real, Que. RI 8-8711; 10041-102 
St., Edmonton, Alta. GA 2-3787. 
Fleck Mfg. Ltd., 80 Harvey St., 
P.O. Box 1200, Tillsonburg, Ont. 
VI 2-3641. 

Fleet Mfg. Ltd., Gilmore Rd., P.O. 
Box 300, Fort Erie, Ont. 1400. 
Fleetwood Corp., 5785 Pare St., 
Montreal, Que. RI 8-8761. 

Found Bros. Aviation Ltd., Mal- 
ton, Ont. BU 6-2241. 

Canavia Engrg. & Sales Co. 

The Foxboro Co. Ltd., 707 Dollard 
Ave., Ville LaSalle, Montreal 32, 
Que. DO 6-4210; 


N. B.; 
Arthur, Ont.; Edmonton, Calgary, 
—— Vancouver, B.C. 

Frost (Canada) Ltd., 1078 
= a“, a Box 425, Oak- 
ville, Ont. VI 4-6681. 


G 


Gardner-Denver (Canada) Ltd., 
Woodstock, Ont. — in prin- 
cipal cities across Canada 
Garlock Packing Co. of " Canada 
Ltd., 750 Bay St., Toronto 2, Ont. 
EM 4-3456. 
Garrett Manufacturing Ltd., 4 Ra- 
cine Rd., Rexdale, Ont. ton 4-5655 
and 1255 Laird Bivd., Montreal, 
Que. RE 1605. 


General Controls Co. (Canada) 
Ltd., 171 Surrey St. E., Guelph, 
Ont. TA 4-2350. Branches in Mont- 


real, Toronto, Winnipeg and Van- 
couver. 


General Electric X-Ray Corp. Ltd., 
78 Rivalda Rd., Weston, Ont. CH 
7-8741. Branches in principal cities 
across Canada. 


General Engrg. Co. a, 
Roselawn Ave., Toronto 10, Ont. 
RU 17-4926. 

-F. W. S 
of Canada Ltd., 151 1 eee St. 
Box 408, Waterloo t. SH es10r 
Telequipment MiG . Ltd. 


General Precision Industries Ltd., 
455 Craig St. W., Montreal, Que. 
UN 68395, 

The a 

ar 


Bivd., Montreal, Que. 
General Wire & Sale ‘ca. Ltd., 





Cobou: Ont. FR 2-5491 and To- 
ronto 4-7263; 885 Gosford 
Ave., Montreal, Que. UN 6-4911. 

Demers Electrical 


McLean & Co. 
Globelite Batteries Ltd., 1717 Wel- 
lington Ave., St. James, Man. SP 
4-4571, and principal western cities. 
ag Mfg. Co. Ltd., 121 Cavan 
Port Hope, Ont. TU 5-4504. 

Sti winpak Ltd. 

180 Chat- 


Gomard Electronics Ltd., 
ham St., Hamilton, Ont. JA 8-1266. 


Canada_Lid., 
Kitchener, Ont. SH _ 5-7351. 
Branches in principal cities across 
Canada. 


Gould-National Batteries of Canada 
Ltd., 1819 io St., P.O. Box 36, 
Stn. “Q”, Toronto, Ont. HU 1- 
4438; ay 1616, 1255 University 
Ave., Montreal, Que. UN 1-5842; 
691 Corydon Ave., Suite 4, Winni- 

peg, Man. GL 3-3248; 1200 W 
Pender St., Suite 200, Vancouver, 
B.C. MU 3-8521. 


Great Lakes Electrical Specialties 
Ltd., 115 Shorncliffe Rd., Toronto 
18, Ont. BE 9-4337. 
The Wire Co. neh, 
55 Queen St. . Hamilton, Ont. 
JA 8-5971 and Toronto EM 3-0002 
and EM 3-0003, 180 St. Paul 
St. W., eH VI 9-2407. 
Bissett & Webb 
Co. Ltd., 72 Crockford 
Scarborough, Ont. OX 


Gulley 
Blvd. 
8-1678. 


Hackbusch Electronics Ltd., 23 
Primrose Ave., Toronto 4, Ont. 
LE 1-2453. 

Halliday-Armstrong Ltd.. 20 Trent 
Ave., Toronto 13, Ont. OX 8-5581. 


Hammond Mfg. Co. Ltd., Edin- 
ey Rd., Guelph, Ont. TA 2- 
2960 and Toronto EM 4-1877. 
ay & Harman of Canada Ltd., 

ohn St., Toronto 2B, Ont. 
EM 8-6171 and 620 Cathcart St., 
Montreal, Que. UN 6-6596. 
The E. Harris Co. Ltd., 1 a] 
e. ._— Ont. HO 5-2434 and 

7 Jeanne Mance St., Montreal, 


Hart Co. Ltd., Box 550, 
St. Johns, e. 7-2325-6-7. Branches 
in principal cities across Canada. 

Hathaway Kraemer Ltd., 125 Whit- 
ney Pl kK Kitchener, Ont. SH 2-7944. 
Hawkesbury Wire Co. Ltd., P.O. 
Box 507, Hawkesbury, Ont. 

Lake Engrg. Co. Ltd. 


Helipot Div., Beckman Instruments 
Inc., 3 Six Points Rd., Toronto 18, 
Ont. BE 3-1116. 

R-O-R Associates Ltd. 
Hellermann Canada Ltd., 44 Dan- 


forth Rd., Scarborough, Ont. OX 
1-1131; G. G. Smith, 4833 West- 
pr: Ave. o— 29, Que. HU 














3 as 10749-133 
x N. Surrey, B.C. 1-6848. 
Honeywell Controls ta. Vander- 
hoof Ave., Toronto 17, Ont. HU 
9-2151. Branch offices in principal 
cities across Canada. 
Canadian Electronics Ltd. 

The Hoover Co. Ltd., Gage Av 
a een St., saeemians LI 
Hoskins Alloys of Canada Ltd., 45 
pair a Rd., Rexdale, Ont. CH 


Humble M Co. Litd., 1695 W. 
2nd Ave., Vancouver 9, B.C. 
Prairie Agencies 

Philip A. Hunt Co. Ss Ltd., 
207 Queens Quay W., Toronto 1, 
Ont. EM 3-5456; Montreal, WE 
2-3607. 

Associates Ltd., 1450 
Toronto 16, t. 
mapping 


Hunting 
O’Connor Dr., 
PL 5-1141 (Automatic 
systems). 

Hydro-Electric wer Commission 
of Ontario, 620" University Ave., 
Toronto 2, Ont. EM 8-6767. 

Hysol (Canada) Ltd., P.O. Box_53, 
Postal Stn. “ or Beechwood Dr., 
Toronto 17, Ont. HO 1-0701. 
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Pastels Insulation & Fibre Co. 

t 

couins & Chemical Services 
ic. 

Norman L. Haney Agency Ltd. 


I 


IRC Resistors, Div. of Renfrew 
Electric Co. Lid., 349 Carlaw Ave., 
Toronto 8, Ont. HO 1-3511. See 
Renfrew for branch offices and 
reps. 

of 


Service 
Canada Ltd., 5796 Ferrier Town 
of Mount Royal, Que. RI 51. 
Rep: Air Vice Marshal T. A. Law- 
rence, 06 The Sandringham, 
ra Rd., Ottawa, Ont. CE 2- 


The Indiana Steel Products Co. 

of Canada Litd., P.O. Box 545, 

Kitchener, Ont. SH 4-1162. Sub- 

7 of Indiana General Corp., 
5 Elm St., Valparaiso, Ind. 


memed Electronics of 
(see C. C. Meredith & Co. Ltd.) 


Prods. Co. Ltd., 
, Thorold, Ont. CA 
Eric Jeanes 

International Business Machines 
Co. Ltd., Don Mills Rd., Toronto 
6, Ont. HI 4-2511. Branches in 
principal cities across Canada. 
International Systcoms Ltd., 8235 
Mountain Sights Ave., e-Y! 
Que. RE 1-1103-4-5; P.O. Box 40 
West Vancouver, B.C. WA 2-0240. 


J 


Jensen Speten. Div. of Renfrew 
Electric Co. Ltd., Renfrew, Ont. 
HE 2-3631. See Renfrew for branch 
offices and reps. 


Jerrold Electronics (Canada) Litd., 
50 Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 
Johnson Matthey & Mallory Lid., 
110 Industry St., Toronto 15, Ont. 
RO 2-7201 and 606 Cathcart St., 
Montreal, Que. UN 6-6901. 
The Canada Metal Co. Ltd. and 
Liquid Carbonic Canadian Corp. 
(Silver solder and flux only); A. 
C. Simmonds & Sons Ltd. (Cap- 
acitors only). 
Joy Mfg. Co. (Canada) Ltd., 175 
Beverly St., P.O. Box 120, Galt, 
Ont. 3600. Branches in principal 
cities across Canada. 


K 
KCS Ltd., 20 Spotinn Rd., Toronto, 
a WA 4-3381. 
Suite 104, 640 


CS (Quebec) Ltd., 
re Be St., Montreal, Que. UN 


6-2477. 

George Kelk Ltd., 5 Lesmill St., 

Don Mills, Ont. BA 5-7724. 

Kester Solder Co. of Canada Ltd., 
Leo] St., re Ont. 


PL 3-3425. 

Cc. M. Robinson Co. 

King’s Electronics (Canada) Ltd., 
2425 Grand Blvd., Montreal, Que. 
HU 8-8321 & 8744, 

Samuel C. Hooker (Canada) Ltd. 
Kitchener [Electronic Industries 
Ltd., 139 Dundas St., et Box 542, 
Kitchener, Ont. SH 5.9770. 

William Cohen Ltd. 

Len Finkler Ltd. 


L 
Canada Litd., 
61 Industry St., Toronto 15, Ont. 
RO. 6-7623. 


Railway & Power Engrg. Corp. 
Ltd. 








Leeds & Northru 


Leland Electric Co. Ltd., Crimea 
St., Guelph, Ont. TA 2-1370; 8888 

Verville St., Montreal, DU 
17-7389; 18 Six Points Rd., Postal 
Stn. éy”, Toronto 18, Ont. BE 
3-1263. 

Cc. C. Meredith & Co. Ltd. 
Lenkurt Electric Co. of Canada 
Ltd., 7018 Lougheed Hwy., N. 
Burnaby P.O., Vancouver, B.C. 


8-2464. 
Automatic Electric Sales (Can- 
ada) Ltd 


indicates an advertiser; see page 183. 


Electric 346 Bering 
Ave., Toronto 18, Ont. BE 1-2731. 


Licon Switch Div., Canada Illinois 
Tools Lid., 67 ae Rd., Don 
Mills, Ont. HI 4- 

Constellation > Co. 
Linde Co., Div. of Union Carbide 
Canada Ltd., 123 Eglinton Ave. 
E., Toronto 12, Ont. HU 7-1311. 
Branches and reps. in principal 
cities across Canada. 

Lindsay Antenna Specialty 
Prods. Létd., 11 Wellington S., 
Lindsay, Ont. FA 4-2196 

William Cohen Ltd. 

George H. Giles Sales 

Eric Jeanes 





Linread Canada Lid., Hayes Ave., 
P.O. Box 292, Guelph, Ont. TA 
4-0070 & Toronto EM 8 
Lion Rubber & Plastics Ltd., 0140 
Clement St., Lasalle, Montreal 32, 
Que. DO 6-2170. 

Sault Woodcraft Léd., 
Andrews East, Que. LE 7-3341. 
J. R. Longstaffe Co. Lid. (See 
Renfrew Electric Co. Ltd.) 
ao Ltd., Box 115, Stn. 


oe Ont. PL aT 595 Ror 


ronto, Ont. 
ernst: ‘Aleport. 
nternational rt, Van- 
couver, B.C. CR 8-5104. 


M 


Magnachem Ltd., 5507- set St. Ly 
Calgary, Alta. AL 5-6303; 2060 W. 
10th Ave., Vancouver 3 B.C. RE 
60141, 
Magnetic Coll Co., 67 Ontario St. 
S., Kitchener, Ont. SH 2-7811. 
Mallory Battery Co. of 
Ltd., 228 St. Helens St.. Toronto, 
4, Ont. LE 4-4201; 439 Railway 
Ave., Vancouver, B.C. MU 4-4404; 
830 King Edward St., Winnipeg, 
Man. SP 2-9521. 

A. C. Simmonds & Sons Ltd. 
Marking Products  Lid., 1801 
omy St., Montreal 22, Que. WE 


154 Vic- 
Ont. SH 


Marsland Engrg. Co. Ltd., 
toria St. S., Kitchener, 
5-9486. 
Prime 
Ltd. 
Tenatronics Ltd. 
Eric Marsland & Co., 100 Ahrens 
St. W., P.O. Box 482, Kitchener, 
Ont. SH 5-8310. 
Martin Engrg. Inc., 1960 Dorches- 
ter St. W., Montreal, Que. WE 
1977A Avenue Rd., Toron- 
HU 9-1545; 1072 Pros- 
Sherbrooke, Que. Li 


Seeley & Co. Ltd., 60 Bry- 
don Dr., Rexdale, Ont. CH 4-4269. 
McCarter Radio & Television Ltd., 
1625 W. 3rd Ave., Vancouver . 
B.C. RE 1-4313. 
McCurdy Industries Lid., 
22 Front St. W., Toronto, Ont. EM 
6-6531. McIntosh hi-fi prods. manu- 
factured under license. 
Applied Electronics 
Radiovision Sales Ltd 
Westronic rt Sales 
McPhar Mfg. » 139 Bond Ave., 
Don Mills, Ont. ttl 4-44 4-4451. 
Measurement Engrg. Ltd., Arn- 
rior, Ont. 400; 1969 Avenue Rd., 
‘oronto 12, Ont. HU 1-0231; P.O. 
Box 1352, Stn. “O”, Montreal, 
Que. OR 717-4774. 
Mechron Engrg. Prods. Lid., aT 


Kaladar Ave., Ottawa, 

3-3855; 160 Eglinton Ave. E., Suite 

207, Toronto, Ont. HU 1-5639; 

4206 St. Catherine St. W., Mont- 

real 6, q 

c. .. Meredith Co. nae, 

Thom St., Streeter treetsville, 

TA ‘e114! and Toronto AT o.nsi8. 
Foulis & Bennett Electric Ltd. 
Electrical Industries Ltd. 

Chas. L. Thompson Ltd. 
Wilson Equipment cot Supply Co. 
Mica Co. of Canada, 1242 McGill 
<= e Ave., Montreal, Que, UN 

6- ’ 


Micarta Fabricators Ltd, 18 
Toronto St., Toronto, Ont. EM 
8-4251. 
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Canadian Manufacturers 


Micro-Tower Ltd., 42 Crockford 
Blvd., Scarborough, Ont. PL 7-1191. 


Millard Electric Ltd., Perth, Ont. 


144, 

Militronics Ltd., 730 The Kings- 

way, Peterborough, Ont. RI 2-6613. 

Minnesota Mining & Mfg. of Can- 
Products Dy. 





Ont.’ CH 7-8631; 
Ave., W) 

247: t., Vancouver, B.C. 
TR 9-3561. 


Moloney Electric Co. of Canada 

Ltd., 213 Sterling Rd., ibs Sqy Birks 

LF iontreal 715 11th 

“Auta; 1100 

Lonsdale Ave., N., Vancouver, 
B.C.; also agents across Canada. 

Mfg. Co., 3837 

Montreal, Que. VI 


873 Notre Dame 
Man. SP 21; 


Monarch 
Arcade St., 
5-1540. 

Monsanto Ltd., 425 St. 
Patrick St., Ville La Salle, Mont- 
real, Que. Offices in Toronto, 
Oakville, Edmonton, Vancouver. 
Morganite Canada Ltd., 49 Mobile 
Dr., Toronto 16, Ont. PL 9-4421. 

Railway & Power Engrg. Corp. 

Ltd. 


Morningstar-Paisley of Canada 
Ltd., 207 Queens Quay W., Toron- 
to, Ont. EM 6-2803 

Mouldmakers & Engravers Ltd., 
738 Dundas St. E., Toronto, Ont. 
EM 42928. 

Empire Engrg. Co. 

Muirhead Instruments Ltd., 677 
Erie St., Stratford, Ont. 3717 & 
8 


18. 
Constellation Components Co. 


N 


National Carbon Co., Division of 
Union Carbide Canada Ltd., 805 
Davenport Rd., Toronto 4, — 
= 4-9501; 125 Mountain St., 

e. VI 5-3111; ee St. 
t., Winnipeg 12; Man. SP 





Tomes 
-0447. 
Hackbusch Electronics Ltd. 


National Fibre Co. of Can. Ltd., 
107 Atlantic ae Toronto 3, Ont. 

LE 2-3303 and an, Crescent St., 
Montreal, Que. A 35. 
National a Pat Ltd., 230 
Authier St., Montreal 9, Que. RI 
4-2946 
National Sound Services Ltd., 1785 
Bois Franc Rd., Montreal 9, Que. 
RI 7-6515. 

Needco Cooling Semiconductors 
Ltd., 5701 Cote St. Paul Rd., 
Montreal 20, Que. WE 4-1716. 

Neosid (Canada) Ltd., 10 Vansco 
Rd., Toronto 14, Ont. CL 1-2831. 

The Glendon Co. Ltd. 

New Hermes of Canada Ltd., 359 
St. James St., Montreal, Que. AV 
8-3141. 

Sterling Marking Prods. Ltd. 
Newark Tool & Machine Ltd., 44 
Advance Rd., Toronto, Ont. BE 
3-7691. 

Active Radio & T.V. Ltd. 


R. H. Nichols Ltd., 4544 Dufferin 
St., P.O. Box 500, Downsview, Ont. 
ME 3-8190; 624 Vancouver Block, 
736 Granville St., Vancouver, B.C. 
MU 3-0019. 








Noranda Copper and Brass Ltd., 
P.O. Box 1238, Place he 


1, 5-87 1285 
Bivd., ontreal 16, Que 
975 Martingrove, Sdn 
. CH 1-4451 Queen’s 
Ave., London, Ont. 8-142; 10330 - 
104th St., Edmonton, Alta. 2-2713: 
pr Powell St., Vancouver, B.C. 
TiA 6460. 





porter Hecteie Co 1d 1600 


P.O. Box 6123, 
a Que. WE 71-6071. Bran- 
ches Principal cities across 


Northern Radio Mfg. Co. Ltd., 
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1950 Bank St., Ottawa, Ont. RE 
3-4440. 
Nucleonic-Electric Equipment & 
Development Co., 5701 Cote St. 
rie: Rd., Montreal 20, Que. WE 
-1716. 


O 


Oki & Willadsen Ltd., 47 Crock- 
ford Blvd., Toronto 16, Ont. PL 
7-4195. 

Osborne 
Wesley St., 
9-7886. 


Electric Co. Ltd., 95 
Toronto 18, Ont. CL 


P 


P & S Wiring Devices, Div. of 
Renfrew Electric Co. Ltd., 349 
Carlaw Ave., Toronto 8, Ont. HO 
1-3511. See Renfrew for branch 
offices. 

Bancroft Bodel & Inch Ltd. 

Bauer Sales 

Davies Agencies 
Paisley Prods. of Canada Ltd., 
36 Upton Rd., Scarboro, Ont. PL 
§-2216-7-8 and OX 1-1151; 11767 
Pelletier Ave., Montreal 39, Que. 
DA 1-4547; 2485 St. Patrick St., 
Montreal, Que. WE 5-8595. 
Panelyte Div., St. Regis Paper Co., 
(Canada) Ltd., 2180 Belgrave Ave., 
Montreal, Que. 9-3801; 360 
Bay St., Toronto, Ont. EM 2-2478. 
Par-Tex Engng. & Contracting Co. 
Ltd., 4010 Dundas St. W., Toronto 
9, Ont. RO 9-4111-2. 

Paulite Piastics Co. Ltd., Bishop 
St., Preston, Ont. 

aa Finkler Ltd. 

. P. Payne & Sons (Canada) Ltd., 
A Letchworth Cr., Downsview, 
Ont. CH 1-5995. 

Pedaco Ltd., Box 156, Stn. D, To- 
ronto 9, Gnt. RO 6-2376. (Engin- 
eering and development services). 
Peffer Sound Systems 
Maurice St., Kitchener, 
3-2628. 
Petro-Automation Industries Ltd., 
14403-115 Ave., Edmonton, Alta. 
GL 5-3673; P.O. Box 861, Calgary, 
Alta. AM 3-5532. 


Philco Corp. of Canada Ltd., Don 


Mills Rd., Don Mills, Ont. Hi 
4-2541. 


Philips Electronics Industries Ltd., 


(Home Entertainment, Industrial & 
Medical, and Light Appliance 
Divs.) i16 Vanderhoof Ave., To- 
ronto 17, Ont. HU 7-5161; 143 
Cunard St., Halifax, N.S. $0527; 
8525 Decarie Blvd., Montreal, Que. 
RI 4-5871; 149 Portage Ave. E., 
Winnipeg, Man. H 2-8181; 
10953-120 St., Edmonton, Alta. HU 
8-9118; 3605 Grandview Hwy., 
Vancouver 12, B.C. HE 1-4411. 
Cam Guard Supply Ltd. (Comm. 
rods.—Man.) 
hurman Supply Co. Lid. 
(Comm. prods.—Sask.) 

Van Waters & Rogers Co. Ltd. 
(Ind. & Med. prods.—B.C.) 
Phillips Electrical Co. Ltd., Brock- 
ville, Ont. DI 2-5666. Branches in 

principal cities across Canada. 
Pioneer Electric Brandon  Lid., 
lith & Richmond Ave., P.O. Box 
550, Brandon, Man. PA 9-1451; 
Pioneer Electric (Sask) Ltd., 1600 
First St., Regina, Sask. JO 9-8628; 
Pioneer Electric (Eastern) Ltd., 2 
Audley St., Toronto, Ont. CL 
1-1177. 

R. L. Brews & Son 

Cc. M. Robinson Co. 
Pirelli Cables, Conduits Ltd., P.O. 
Box 70, St. Johns. Que. FI 6-6831. 
Dominion Sq. Bldg., Montreal, 
Que. UN 6-6541; 1 Phoebe St., 
Toronto, Ont. EM 8-8437; 195 W. 
2nd _ Ave., Vancouver, B.C. TR 
9-5377. 

MacKay Morton Co. 
The Plessey Co. of Canada Lid., 
243 Dunbar Ave., Town of Mount 
Royal, Montreal, Que. RE 9-1796. 
Polytronics Co., 582 Bathurst St., 
Toronto 4, Ont. WA 1-8767. 


Potter & Brumfield Canada Ltd., 


Ltd., 40 
Ont. SH 








Actomative Engrg. Prods. Ltd. 
T. R. Armstrong Ltd. 

Chas. L. Thompson Ltd. 
Powertronic Equipment Ltd., 50 
Bermondsey Rd., Toronto 16, Ont. 
PL 5-3377. 

Burlec Sales Ltd. 

Northern Electric Co. Ltd. 


Precision Electronic Components 
(1956) Ltd., 50 Wingold Ave., lo- 
ronto 19, Ont. RU 1-6174. 
Precision Welder & Flexopress Can- 
ada) Ltd., 72 Camforth” Rd., To- 
ronto 16, Ont. PL 9-1138. 

Rudel Machinery Co. Ltd. (Que. 

& West) 


Premier Metal Housings Ltd., 5810 
rei Ave., Montreal, Que. HU 


Airflite Components Co. (Ont.) 
Presentey Engrg. Products Litd., 
1268 Henry -_ Dr., Ottawa 3, 
Ont. PA 9-015 
Pritchard ae Mfg. Ltd., 11 
Franklin Ave., Willowdale, Ont. 
BA 1-9311-2. 

Process Instrument Systems Lid., 
44 Haas Rd., Rexdale, Toronto, 
Ont. CH 1-4401. 

Proto Tools of Canada Ltd., P.O. 
Box 366, London, Ont. GL 7 2920. 


Pye Canada Ltd., 84 Northline Rd., 
Toronto 16, Ont. PL 9-2231; 3 
Duke St., ite 3, Halifax, N.S.; 
1167 James St. W., Montreal, Que. 
Barvic Engrg. Ltd. 
Hart Electronics Ltd. 
Pylon Electronic Development Co. 


Ltd., 161 Clement St., Lasalle, 
Que. DO 6-1510. 


Q 


Quality Hermetics Ltd., 45 Hol- 


linger Rd., Toronto 16, Ont. PL 
7-2869. 

















R 


RCA Victor Co. Ltd., 1001 Lenoir 
St., Montreal, Que. WE 3-7551. 
Branches in principal cities across 
Cana 

R& M Bearings Canada Ltd., 1006 
Mountain’ St.. Montreal 25, Que. 
UN 6-6761; 755 Blvd. des Capucins, 
Quebec City, Que.; 385 Joliette St., 
Sept-Iles, Que.; 375 St. Georges 
St., Trois-Rivieres, Que.; Park 
Royal, near Oakville, Ont.; 1024 
Oxford St. E., London, Ont.; 1302 
Notre Dame _  Ave., Winnipeg, 
Man.; 1066 Seymour St., Vancou- 
ver, B.C. 

Radelin Ltd., 106 Lake Shore Rd. 
E., Port Credit, Ont. CR 8-5301. 
Radio Components Ltd., 50 Win- 
gold Ave., Toronto 19, Ont. RU 
1-6174. 

Atlas Radio Corp. Ltd. 

Radio Condenser Co. Ltd., 6 Ber- 
here Rd., Toronto 16, Ont. PL 


Radio Engineering Products Ltd., 
1080 — St., Montreal, Que. 
UN 6-6 

Radio etl (Canada) Ltd., 37 
Hanna Ave., Toronto 3, Ont. EM 
4-4347. 

Radio Valve Co. Ltd. (See Cana- 
dian General Electric Co. Ltd., 
Electronic Tube Section). 
Rawiplug Products (Canada) Ltd., 
7320 Upper Lachine Rd., Montreal 
28, Que. HU 9-8681 and 391 
Birchmount Rd., Toronto 13, Ont. 
OX 9-0600. 


H. C. Kennedy & Sons Ltd. 

C. M. Robinson Co. 
Ray-O-Vac (Canada) Ltd., Berry & 
Sargent, St. James, Winnipeg 12, 
Man. SP 5-4406; 1137-39 Dupont 

Toronto, ‘Ont. LE 17-2535; 
145 Main St., Vancouver, B.C. 
MU 3-4028. 


Raytheon Canada Ltd., Waterloo, 


Ont. SH_ 5-6831. 
Chas. L. Thompson Ltd. 
John R. Tilton Ltd. 


R Electronics Ltd., 700 








135 Oxford St., Guelph, Ont. TA 
2-3938. 


Weston’ Rd., Toronto 9, Ont. RO 


CANADIAN ELECTRONICS ENGINEERING JUNE 


Remington Rand Ltd., 984 Bay St., 
Toronto, Ont. WA 4-0651. 
Renfrew Electric Co. Ltd. (IRC 
Resistors, Jensen Speakers, P & S 
Wiring vices, and  Struthers- 
Dunn Relays Divs.), 349 Carlaw 
Ave., Toronto 8, Ont. HO 1-3511; 
5890 Monkland’ Ave., Montreal, 
Que. HU 8-0806; 492 Somerset 
St. W., Ottawa, Ont. CE 6-9703. 
Radiovision Sales Ltd. 
Research Industries Ltd., 3158 Lake 
Sc aed Burnaby 2, B.C. CY 


” Chas. L. Thompson Ltd. 
Research Instrumentation Ltd., 203 
Prince Arthur St. W., P.O. Box 10, 
Sta. ‘G’, Montreal, Que. AV 8-8361. 
Richardson- Allen of Canada Ltd., 
1236 Birchmount Rd., Scarborough, 
Ont. PL 7-4166. 
Robbins & Myers Co. of Canada 
Ltd., 58-66 Morrell St.. Brantford, 
Ont. PL 2-5447; and 5 Canmotor 
Ave., Toronto, Ont. CL 1-1141. 

1600 Bates Rd., Montreal, Que. 
RE 9-2445. 

Rogers Electronic 1 Tubes & Com- 
ponents, Div. of Philips Electronics 
Industries Ltd., 116 Vanderhoof 
Ave., Toronto 17, Ont. HU 7-5161. 
See Philips for branch offices. 

Lake Engrg. Co. 

Ronnie Leather Goods Ltd., 270 
i830, W., Montreal 1, Que. UN 


1-18 
William Cohen Ltd. 

National Sales 

A. L. Whitehead 
Frank T. Ross & Sons Ltd., 
Civic Rd., Scarborough, Ont. 
5-2248; 4384 Ross Cres., 
Vancouver, B.C. WA 2-6960 
Rotropic Corp. Ltd., 380 Adelaide 
St. W., Toronto 2B, Ont. EM 4 
6833. 
Rousseau Controls Ltd., 640 De- 
courcelle St., Montreal 30, Que. 
WE 7-3521; 2149 Yonge St., To- 
ronto 7, Ont. HU 3-2776. 
Royal Metal Mfg. Co. Ltd., Galt, 
Ont. 3400. Dealers across Canada. 


S 


St. Johns Metal Stamping Co., 205 
Bivd. Seminaire, St. Johns, Que. 
FI 6-5115. 

Seabreeze Mfg. Ltd., 66 Jutland 
Rd., Toronto 18, Ont. CL 5-4451; 
R. Comtois, 3510 Beausejour, Ville 
St. Laurent, Que. RI 7-3403; J. 
Deas, 34 Hallbrook Dr., Calgary, 
Alta. 

Servomechanisms (Canada) L4td., 
123 Rexdale Blvd., Rexdale, Ont. 
CH 4-5376. 

Shakeproof/Fastex Div., Canada 
Itlinois Tools Ltd., 67 Scarsdale 
Rd., Don Mills, Ont. HI 4-8427. 
Sharpe Instruments of Canada, 
6080 Yonge St., Willowdale, Ont. 
BA 1-8733. 

Eldrico Geophysical Sales Ltd. 
Shelbern Industries (Canada) Ltd., 
642 De Courcelle St., Montreal. 
SIDO Ltd., 555 Boivin Blvd., 
Granby, Que. FR 8-4955 and 
Montreal UN, 1-6472. 

Siemens Edison Swan (Canada) 
Ltd., 419 Notre Dame Ave., Win- 
nipeg 2, Man. WH 2-7221; 98 Hol- 
lis St., Halifax, N.S. 25-817; ng 
King St. Toronto 2B, On 
EM 8-2807; Millar Bidg., 10330. 
5 Edmonton, Aita. GA 








R. Mack & Co. Ltd. (Compon- 
ents, B.C.) 

Silvercel of Canada Ltd., 10 Wick- 

re Rd., Toronto 14, Ont. CL 

1-9202. 


Sinclair Radio Labs. Ltd., 21 Toro 
Rd., Box 179, Downsview P.O., 
(Toronto), Ont. ME 5-1881. 

N. Slater Co. Ltd., P.O. Box 271, 
Hamilton, Ont. JA 2-3551. Branches 
in principal cities across Canada. 
S. G. Smallwood Ltd., 391-397 King 
St. E.. Kitchener, Ont. SH 5-9583. 

McIntyre Agencies 

S. Smith & Sons (Canada) Ltd., 
105 Scarsdale Rd., Don Mills, 
Ont. HI 7-7291. 





1960 





Smith-Corona (Canada) _ Litd., 
it Div., 30 Bertrand 
Ave., Scarborough, Ont. PL 9- 
4181; 27 Carlton St., Toronto, Ont. 
EM 6-7766; 6805 Decarie Bivd., 
Montreal, Que. RE 9-6356. 
Smith & Stone Ltd., College 
Georgetown, Ont. TR 7-2241. 
C. M. Robinson Co. (Lakehead 
West except B.C.) 
C. R. Snelgrove Co, Ltd., 141 Bond 
Ave., Don Mills, Ont. HI 4-1107. 


Sola- Basic Products Ltd., 377 
Evans Ave., Toronto 18, Ont. CL 
1-1147; 5350 D’Argenteuil P1., 
Montreal 9, Que. FE 4-3373. 
D. A. Ligertwood 
Sonneborn Ltd., 133 Laird Dr., 
Toronto 17, Ont. HU 1-6406; 5725 
de Lanaudiere St., Montreal. CR 
6-6349; 164 Goulet St., Finstone. 
Man. CE 3-2744; 1110 East 7 
Ave., Vancouver, B.C. TR 9-2111. 
Soundmaster Ltd., 283 Bank St., 
Ottawa 4, Ont. CE 2-0680. 
Sparton of Canada Ltd., Elm St., 
London, Ont. GL 5-6320; 59: 
St., Toronto, Ont. WA 
; 200 Bates Rd., Montreal, 
RE 9-1995 


View, 





Spaulding Fibre of Canada Ltd., 
70 Coronet Rd., Toronto 18. Ont. 
BE 3-2151; and 5020 MacDonald 
Ave., Cote-St.-Luc, Montreal, Que. 
HU 8-2945. 

D. A. Ligertwood 

E. B. Peerlees Ltd. 
Sperry Gyro: Co. of Canada 
Ltd., Box 710, Montreal, Que. RI 
7-5561; 3 Hamilton Ave., Ottawa, 

. PA 8-4681; 1505 W. Pender 

.. Vancouver 5, B.C. TA 5167. 
Spilsbury & Tindall Ltd., 120 E. 
Cordova St., ay ss 1, B.C, 

Ss s Ltd. 

Standard Com Prods. (Canada) Ltd. 
37 Drummond St., Mimico, Ont. 
CL 9-7651. 

A. T. R. Armstrong Ltd. 

Ron Merritt Co. 
Standard Instruments 
Ltd., 767 Warden Ave., 
borough, Ont. PL 9-6111. 

Lisle Instrument Systems 

Measurement Engrg. Ltd. 


Standard Telephones & Cables Mfg. 
Co. (Camada) Ltd., 9600 St. 
Lawrence Blvd., Montreal, Que. 
DU 9-8221. 
Standard Television Prods. Ltd., 
108 Sydney St. S., Kitchener, Ont. 
SH 3-4324. 

Tenatronics Ltd. 
Standard Wire & Cable Ltd., 10 
Disco St., Malton, Ont. BU 6-4941. 
Stanwyck Coil Prods. Ltd., 17 
Laurier St., 7 1049, Hawkesbury, 
Ont. ME 23-6651 

Lake Engrg. Co. Ltd. 
R. W. Stark, 32 Plaunt St. N., 
P.O. Box 185, Renfrew, Ont. HE 
2-4358. 


(Canada) 
Scar- 





Stark Electronic Instruments Ltd., 


P.O. Box 670, Ajax, Ont. WH 
2-2120 and Toronto EM _ 8-3806. 
Sales: Stark Electronic Sales Co., 
same address. 
Stege Electric Ltd., 34 
Bivd., P.O. Box 211, 
Ont. 
Lake Engrg. Co. Ltd. 
my od Tool & Machine Co., Han- 
n Rd., Brampton, Ont. GL 1-3330 
and EM 66746; 640 Cathcart St., 
Montreal, Que. UN 6-9581 


Struthers-Dunn_ Relays, Div. of 
Renfrew Electric Co. Ltd., 349 Car- 





Bertram 
Belleville, 





law Ave., Toronto 8, Ont. HO 
1-3511. See Renfrew for branch 
offices and reps. 

Inc., . 2255 
Montreal 36, Que. 


Swiss Instruments Reg’d., 2077 
— Rd., Toronto, Ont. RO 
3- 

Alexander & Orlick Ltd. 
Sylvania Electric (Canada) Ltd., 
6233 Cote de Liesse Rd., Ville St. 
Laurent, Montreal 9, Que. ME 
1-4201; 540 Marjorie St., St. James, 
Winnipeg 12, Man. SP 4-5561; 
1210-1ith Ave. ge A ,, Caleany, Alta. 

CH 4-2418 & 4-375 


Syntron (Canada) Lid., Box 10, 
Stoney Creek, Ont. NO 2-8314. 
Instrument Service Labs. Ltd. 
John S. Plewes Co. 
Prairie Power & Electronic Sup- 
plies Co. 
Wilson Equipment Supply Co. 


Superior E 
Dandurand St., 
CR 1-4761. 





T 


TMC (Canada) Pate R.R. 5, Ot- 
tawa, Ont. TA 
Taylor eB an, of Canada 
75 Tycos Dr., Toronto 19, 
Ont. RU 17-1651; 190 Rockland 
Rd., Montreal, Que. RE 3-8246-7; 
507, McMillan Ave., Winnipeg, 
Man. WH 3-1980; 120A-16th Ave. 
N.E., Calgary, Alta. CR 7-3382. 

T. W. MacKay & Son Ltd. 
Taylor-Leslie Mining & Engineering 
Corp. Ltd., P.O. Box 312, Terminal 
ae at Toronto, Ont. EM 6-2559. 
Telecables & Wires Ltd., Postal 
Station C, Winnipeg, Man. SP 
5-2553. 

Telegraph Condenser Co. (Canada) 
Ltd., 50 Bertal Rd., Toronto 15, 
Ont. RO 6-6123. 

Len Finkler Ltd. 

sales) 

Telequipment Mfg. Co. 
Box 844, 729 Dundas St., 
Ont. GE 9-8871. 

Sybell Sales Co. (West) 

Il, Waxman (Que. & East) 
Tele-Radio Systems Ltd., 3633 Dun- 
at &. W., Toronto 9, Ont. RO 
Templates Unlimited, 200 Dalhou- 
sie St., Toronto 2, Ont. EM 3-8570. 

Hope Machinery Co. Ltd. 

) a a & Box ya! , Oe 


Dr. Newmark: = 
5ade3,” and 1011 Power” Ave. 
Cleveland, Ohio. 
Len Finkler Ltd. 
Chas. L. Thompson Ltd. 
1. Waxman 
Thermo Electric (Canada) Ltd., 
P.O. Box 10, Brampton, Ont. GL 
1-0813. 
Aeromotive Engrg. Prods. Ltd. 
Northern Columbia Process 
Equipment Ltd. 
Thermovolt Instruments Ltd., 70 
Advance Rd., Toronto 18, Ont. 
BE 1-7134. 
The H. I. Thompson Co. of Can- 
ada Ltd., 60 Johnson St., Guelph, 


Ont. 
Railway & Power Engrg. Corp. 
Ltd. 


(Distributor 


~ PO. 
London, 


Thompson Products Ltd., Elec- 
tronics Div., Louth St., St. Cath- 
arines, Ont. MU 5-8411 and To- 
ronto EM 6-7923. 

Canadian Electronics Ltd. 

J. J. MacQuarrie Sales 

Pacific Comm. Services Ltd. 
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Thornley Engrg. Co. Ltd., 49 Mil- 
ford Ave., Toronto 15, Ont. CH 
6-2272. 
F. F. Barber Machinery 
Robert F. Bliss 
Pate, Instruments (Canada) Ltd., 
P.O. "Box 99, Churchill Cres., 
Smiths Falls, Ont. 283-3000. 
Titania Electric Corp. of Can. Lid.. 


F. V. Topping Electronics | 

94 Laird De. Toronto 17, Ont. aT) 

7-1546. 

isa Sor ha i: ille, 
rs ‘s v 

Ont’ V1 5.2846 


Tower Productions Ltd., 278 
= St., Ottawa, Ont. CE 


Transmission Div., Pye Canada 
Lid., McMaster Ave., P.O. Box 
360, Ajax, Ont. WH 2-0791. 
TranSonic Ltd., McMaster Ave., 
P.O. Box 360, Ajax, Ont. WH 
2-0791. 

Trepac Corp. of Canada Ltd., 1785 
om Franc Rd., Montreal 9, Que. 
FE 4-2930. 


National Sound Services Ltd. 
Triad Instrument & Controls Ltd., 
P.O. Box 31, Scarborough, Ont. 
AM 1-7687. 


U 


Ungar Electric Too! Co. of Canada, 


44 Danforth Rd. Scarborough, 

. OX 1-1131; G. G. Smuth, 
4833 a Ave., Montreal 29, 
Bastow, 
N. Surrey, B.C. 





Que. HU 4-9488; i. 
10749-133rd St., 
LA 6-4900 


United-Carr Fastener fo of Can- 
ada Lid., 231 Gage Ave. N., Ham 
ilton, Ont. Li 4-5791; 93 Yorkville, 
Toronto, Ont. WA 44-2157; Room 
1034, Shell Tower Bldg., Montreal, 
Que. UN 6-7465. 
United Electric Controls (Canada) 
Ltd., 35A O'Connell Ave., Dorval, 
Que. ME 1-5534. 

E. W. Playford Ltd. 

Process Inst. Systems Ltd. 


United Shee Machinery Co. of 
Canada Lid., 2610 Bennet Ave., 
Montreal, Que. CL 5-3631; 26-28 
Duncan St., Toronto, Ont. EM 
3-1115; 25 Concession St., Galt, 
Ont. 5589; 227 St. Vallier ™ 
Quebec City, Que. 56168. 

The Universal Wire & Cable Co. 
Ltd., 2155 Moreau St., Montreal, 
Que. LA 6-2533. 








Vv 


Valeriote Electronics (Guelph) Ltd., 
3 Victoria Rd. N., P.O. Box 356, 
Guelph, Ont. TA 4-3220. 


Varian Associates of Canada Litd., 
45 River Dr., Georgetown, Ont. 
TR 717-3664 & Toronto EM 3-3127. 

Arva (West) 

R-O-R Associates Ltd. (East) 
Vector Labs. Inc., 736 Notre Dame 
St. W., Montreal, Que. UN 1-6552. 
Verd-A-Ray Electric Prods. Lid., 
1285 Hodge St., Ville St. Laurent, 
Montreal 9, Que. RI 8-5861-2. 

J. Fraser MacKay Agencies 

(East) 

Irwin Davis (Ont.) 

F. N. Adams & Co. Ltd. (West) 
Vibron Ltd., 222 Ryding Ave., To- 
ronto 9, Ont. RO 3-2295. 





indicates an advertiser; see page 183. 


Viditon Corp. Litd., 850 Belfast 
Rd., Ottawa, Ont. CE 6-9441, 


Ww 


The Wallace Barnes Co. Lid., 274 
Sherman Ave. N., Hamilton, Ont. 
LI 51172 and 119 Hymus "Bivd., 
_ Box 165, Valois, Pte. Claire. 


s. Koroby 
E. A. Tipping Sales Ltd. 
Ward Leonard of Canada Lid., 
1070 Birchmount Kd., Box 70, 
P.O., Toronto 16, Ont. 
. i. & Showalter, 815- 
— ae co ba W., Calgary, Alta. 





etal Stampings Ltd., 63 
Willer st E., Waterloo, Ont. SH 


A. K. St. James 
Ronald Warwick 


Watkins Electronics Ltd., 2811 
Dufferin St., Toronto 19, Ont. RU 
1-6174. 
Welwyn Canada Lid., 1255 Brydges 
St., London, Ont. GL _ 1-9490; 
Bach-Simpson Litd., 109 Eglinton 
Ave. E., Toronto, Ont. HU 3-2585. 
White Radio Ltd., 41 West Ave. 
N., P.O. Box 463, Hamil Ont. 
JA 2-1716. a 
Rutherford Agencies (East) 
Chas. L. Thompson Lid. (West) 
White-R Lid., P.O. Box 530, 
Markham, Ont. AX 3-4103/4. Sales: 
611 Gerrard St. 
Ont. HO 1-7501; 
Montreal 26, » 
J. McNeill, 370 Willard Cr., 
Ont. 335W1. 
F. W. Bishop (Nfid.) 
K & A Engrg. Ltd. (N.S.) 
Kingston Lee Watson Co. Ltd. 
(Ont.) 
Cochrane Stephenson (Western) 
Ltd. (Man. Sask. 

R. L. Brews & Son Ltd. (Alta.) 
K. H. W. Seppala Ltd. (B.C.) 
Whittaker Electronics Ltd, 2137 
Niagara Dr., Ottawa 1, Ont. CE 

4-4686. 


The Wind Turbine Co. of Canada 


Ltd., oS Lucan St., Waterloo, Ont. 
SH 2-1323. 





Byron, 





Patrick St., Montreal 22, Que. WE 
5-4602; 41 Advance Rd., Toronto 
18, Ont. BE 3-6289. 
Woodcraft Service, 54 Newcastle 
St., Toronto 18, Ont. CL 1-2225. 

J. J. MacQuarrie Sales 


Xx 


xX- —_ A S Radium Ltd., 261 Daven- 
a Mk, Toronto 5, Ont. WA 
-0908 ; Shoo Bates Rd., Montreal, 
Que. RE 9-2408; 2283 W. Broad- 
way, Vancouver, B.C. RE 1-1543. 


Y 


Y. W. Small Parts Ltd. 434 
Steeles Ave. W., Willowdale, Ont. 
AV 5-5407 and HU 1-7192. 
York Woodcraft Lid., New Ham- 
burg, Ont. 241. 

John R. Tilton Ltd. 


Z 


Zenith Radio Corp. of 
ay ea a" 


cy S38 3, ” Que. UN 1- 





Section 3 


U.S., U.K. and Other 
Manufacturers 


tatives and distributors. Telephone numbers are in- 


Names and addresses are given in this section for 
all non-Canadian manufacturers whose names appear 
in Section 1—Products and Services. Names of Cana- 
dian sales representatives, if any, appear immediately 
below the manufacturer’s listing. See Section 4 for 
names, addresses, and telephone numbers of represen- 


A 


A. A. Tools, 197A Whiteacre Rd., 
Ashton-Under-Lyne, Lancs., Eng- 
land. 

Empire Engrg. Co. 

A D C, Ime. (See Audio Develop- 
ment Co.) 
AEG, Stuttgart, Germany. 

Thermovolt Instruments  Ltd., 
AP.T. 
111 Chertsey Rd., Byfleet, 
England. 

Payette Radio Ltd. 

A R & T Electronics Inc., P.O. 
Box 627, Little Rock, Ark. 

Tele-Radio Systems Ltd. 
Accurate Electronics Corp., 169 
South Abbe Rd., Elyria, °. 

a oe 

ccurate Threaded Fasteners, Inc., 
yorw. W. Montrose, Chicago, Ill. 

Willard Spenser Co. 

Ace Electronics Associates, Inc., 
99 Dover St., Somerville 44, Mass. 
Conway Electronic Enterprises 
Ace Engrg. & Machine Co., Inc., 
Tomlinson Rd., Huntingdon Val- 

ley, Pa. WI 7-1900 
Acheson Colloids Co. 
Acheson Industries, 
Washington Ave., 
Mich. 

G. G. Simms 
R. Acker-Heidelberg, P.O. Box 
124, Heidelberg, W. Germany. 

Canadian Research Institute 
Acme Electric Corp., 449 Water 
St., Cuba. N.Y. 

Adams Engrg. Ltd. 

Acoustical Manufacturing Co. Ltd., 
Huntingdon, England. 

Smyth Electronic Components 
Acousti-Craft, 14122 Van Nuys, 
Calif. 

Ron Merritt Co. (West) 
Acromag, Inc., 22515 Telegraph 
Rd., Southfield, Detroit, Mich. 

Willer Engrg. & Sales Co. 

Acton Labs. Inc., 533 Main St., 
Acton, Mass. 

Conway Electronic Enterprises 
The Adams & Westlake Co., 1025 
N. Michigan, St. Elkart, Ind. 

Lisle Instrument Systems 
Adams-Pelouze Co., 1218 Chicago 
Ave., Evanston, III. 

Emerson Sales Ltd. (West) 
Adams Rite Mfg. Co., 540 W. 
Chevy Chase Dr., Glendale 4, 
Calif. 

Railway & Power Engrg. Corp. 
on Prods. Ltd., London, Eng- 

ind. 

Adcola Prods. Ltd. 
Addison Electric Co. Litd., 
Bosworth Rd., London 
England. 

Electrodesign 
Adel Precision Prods., Div. of 
General Metals Corp., Huntington 
17, West Va. 

Railway & roo Boag 4 4 Corp., 
Adler Electronics. » 1 Le Fevre 
Lane, New Rochelle” N.Y. 6-1620. 

Advance Components Ltd., Roe- 
buck Rd., Hainault, Ilford, Essex, 
England. 


Surrey, 


Div. 
Inc., “1635 
Port Huron, 


1012 
W.10, 


112 


Electronic Industries Ltd., | 


Smyth Electronic Components 
Conway Electronic Enterprises 
Advance Relays, Electronics Div., 
Elgin National Watch Co., 2435 

N. Naomi St., Burbank, Calif. 

Cannon Electric Canada Ltd. 
Ad-Yu Electronics Lab., Inc., 249 
Terhune Ave., Passaic, N.J. 

Tecneek Associates 
Aemco, Inc., 10 State St., 
Minn. 

John Herring & Co. Ltd. 
Aerialite Ltd., Antenna & Elec- 
tronics Div., Hargreaves Works, 
Congleton, Ches., England. 

Aero Electronics Corp., 1745 
134th, Gardena, Calif. FA 1-2196. 
Samuel C. Hooker (Canada) 
Minthorne Int'l. 

Ray Johnston Co. (B.C.) 

Aero Instrument Co., 11423 Van- 
owen St., N. Hollywood, Calif. 

Samuel C. Hooker (Canada) 
Aero Research Instrument Co. Inc., 
315 N. Aberdeen St., Chicago, Ill. 

Winnett Boyd Ltd. 

Burt C. Porter Co. (B.C.) 

Aero Supply Co., Corry Pa. 

Garrett Mfg. Ltd. 

Aerolite Electronics Corp., 2207 
Summit Ave., Union City, N.J. 

Electrolabs 
Aerolux Light Corp., 653-11th Ave., 
New York 36, N.Y. CI 6-5324. 
Aeronautical Communications 
Equipment, Inc., 3090 S.W. 37th 
Ave., Miami 33, Fla. 
Aerovox Corp., New 
Mass. 

Aerovox Canada Ltd. 
Affiliated TV Labs., Inc., 112-07 
Francis Lewis Blvd., Queen’s Vil- 
lage 29. N. 

Chas. L. Thompson Ltd. 
Air-Marine Motors, pa 369 Bay- 
view Ave., Amityville, L.1., N.Y. 
AM 4-3700; and 2221 Barry Ave., 
Los Angeles, Calif. BR 2-6489. 

Aircraft Appliances & Equip- 

ment Ltd. 
Airborne Instrument Lab., Inc., 
160 Old Country Rd., Mineola, 
Lids Bete 

Radionics Ltd. 
sm Radio Corp., 


Mankato, 


Bedford, 


Boonton, 


N.J. 
Anthony Foster & Sons Ltd. 
Ltd., High Wycombe, 
, England. 
Conway Electronic Enterprises 
Alrpax Electronics, Inc., Cam- 
Md. and Fort Lauderdale, 


la. 

Leonard Electric Ltd. 
Airtronics International Corp., Box 
8576, Fort Lauderdale, Fla. 

Tele-Radio Systems Ltd. 
Akro-Mils, Inc., 820 E. Market St., 
Box 989, Akron 9, Ohio. BL 3-7100. 

A. T. R. Armstrong Co. Ltd. 

Roger M. Minthorne Co. (B.C.) 
Akustische u. Kino-Geraete GmbH, 
Vienna, Austria. 

Electrovert Ltd. 

Alabama Automotive Corp., P.O. 
Box 875. Huntsville, Ala. 

Dage Corp. 

Aladdin __ Electronics 


Inc., 719 


cluded in the listings of manufacturers that do not have 


representation in Canada. 


Advertisers in this issue are indicated by a line 
under their names. Further information on their prod- 
ucts may be obtained from their display advertisements. 
See Advertisers’ Index on page 183. 


Murfreesboro Rd., Nashville, Tenn. 
Lake Engrg. Co. Ltd. 

Alcon Metal Prods. Inc., 1750 N. 

Kimball Ave., Chicago 47, IIL 
Oki & Willadsen Ltd. 

Alfax Paper & Engrg. Co., Box 125, 

Westboro, Mass. FO 6-4467. 


Alford Mfg. Co., 299 Atlantic 
Ave.. Boston 10, Mass. 

Electrodesign 
Alite Div., U.S. Stoneware Co., 
P.O. Box 119, Orrville, Ohio. MO 
9-2271; 60 E. 42nd St., New York 
17, N.Y. MU 2-6577. 

All American Tool Mfg. Co., 
Lawndale Ave., Skokie, IIl. 
3-7084. 

Computing Devices of Canada 
All Prods. Co., Box 110, Mineral 
Wells, Tex. 

Electroline TV Equipment Inc. 
SS Instrument Corp., Mineola, 
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N 
A. Deskin Sales Corp. 
Robert Allen Ltd., England. 
Payette Radio Ltd. 

Alliance Mfg. Co., Lake Park 
Bivd., Alliance, O. 
Alliance Div., 

Wares Ltd. 
Allied Control Co., Inc., 2 East 
End Drive, New York 21, N.Y. 

Adams Engrg. Lt 

So Sales Co. (Alta. & 


“General Steel 


Allied Industries, 
Neb. 

E. G. Lomas 

Allied Plastics Supply Corp., 75 
A, St., New York 38, N.Y. BE 

-7377 
Allied Radio Corp., 100 N. West- 
ern Ave., Chicago 80, Ill. HA 
1-6800. 

Allison Labs., 11301 
Ave., La Habra, Calif. 

Electrodesign 
Alloy Rods Co., York, Penn. 

Canadian Liquid Air Co. Ltd. 

Alpha Wire Corp., 200 Varick St., 
New York 14, N.Y. 

Alpha Aracon Radio Co. Ltd. 
Alpine Electronic Components, 
Waterbury, Conn. 

John R. Tilton Ltd. 

Alprodco, Inc., 540 Weakley Ave., 
P.O. Box 4974, Memphis, Tenn. 
Altec Lansing Corp., 1515 S. Man- 
chester Ave., Anaheim, Calif. 

General Sound & Theatre Equip- 

ment Ltd. 
Alto Fonic Music Systems, Inc., 
981 Commercial St., Palo Alto, 
Calif. 

R. C. Kahnert Sales Co. Ltd. 
Alto Fonic Tape Service, Inc., 981 
Commercial St., Palo Alto, Calif. 

R. C. Kahnert Sales Co. Ltd. 
Alto Instruments (Great Britain) 
Ltd., Maxwell House, Arundel St., 
London W.C.2, England. 

Measurement Engrg. Ltd. 

Alto Co. Inc., 855 Com- 
mercial St., Palo Alto, Calif. 


Amalgamated Wireless, Sydney, 
Australia. 
Emerson Sales Ltd. 


Inc., Ogallala, 


E. Ocean 


Amatom Electronic Hardware Co., 
wy 88 Drake Ave., New Rochelle, 


& MacQuarrie Sales 


Amco Engrg. Co., 7333 W. Ainslie 
St., Chicago 31, II. 
Elder Electronics 
Dayrand Ltd. (Que.) 
American Designed Sosoeem, 
Inc., Jericho, L.I., N.Y 
Willard Spenser Co. 
American Electric Mfg. Corp., 34 
N. Orleans, Memphis 12, Tenn. 
Douglas Randall (Canada) Ltd. 


American Electrical Heater Co., 
6110 Cass Ave., Detroit 2, Mich. 
Canadian Sales: B. Vincent Ben- 
ton, 152 Willow Lane, Scotia 2, 
N.Y. EX 9-4718. 

American Electronics Co., 1203 
Bryant Ave.. New York 59, N.Y. 

William Cohen Ltd. 

American Electronics, Inc., 1025 
W. 7th St., Los Angeles 17, Calif. 
Aeromotive Engrg. Prods. Ltd. 

J. K. Dooley Co. (B.C.) 
American E ics Labs., Inc., 
121 N. 7th St., Philadelphia 6, Pa. 

Conway Electronic nterprises 
American Molded Prods., 2727 W. 
Chicago Ave., Chicago 22, Il. 

Paisley Prods. of Canada Ltd. 
American Rectifier Corp., 95 La- 
fayette St., New York, N.Y. 

Electrodesign 
American Research Corp., Route 6 
Farmington, Conn. OR 7-269 3. 

Computing Devices of Canada 
American Sealants Co., Hartford 6, 
Conn. 

J. S. Parkes Co. Ltd. 
Associated Enterprises (West) 
American Television: & Radio, 300 

E. Fourth St., St. Paul, Minn. 

R. C. Kahnert Sales Co. Ltd. 
American Thermostat Corp., South 
Cairo, N.Y. 

Alex Kantor 
American TV & Radio Co., Inc., 
300 E. Fourth St., St. Paul, Minn. 

Chas. L. Thompson Ltd. 
American Tube Bending Co., 5 
Lawrence St., New Haven il, 
Conn. 

Aviation Electric Ltd. 
Amos Exeter Ltd., Exeter, 
England. 

Mechron Engrg. Prods. Ltd. 

9 230 
ms 4 
Com- 








Devon, 


lectronic Co 
Duffy Ave., Hicksville, L. 
Rogers Electronic Tubes & 
ponents. 
mperite Co., 561 Broadway, New 
Yor 12, N.Y. 
Atlas Radio Corp. Ltd. 


Ampex Corp., 934 Charter St., 
Redwood City, Calif. 

Ampex of Canada Ltd. 
Amplivox (Exports) Ltd., Beresford 
Ave., Wembley, Middx., England. 

Mechron Engrg. Prods. Ltd. 
Amsco Div., Chicago Heights, II. 

Canadian Liquid Air Co. Ltd. 
Analab Instrument Corp., 30 Can- 
field Rd., Cedar Grove, N.J. 

Radionics Ltd. 

Burt C. Porter Co. (B.C.) 
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Analogue Controls, ~ 200 Frank 
Rd., Hicksville, LL, N.Y. 
Philips Electronics Ind. Ltd. 


Analytical Measurements, Inc., 
585 Main St., Chatham, NJ. 


General Communications Ltd. 
Anchor Prods, Chicago, Tl. 
Cross Canada Electroncis 
Andersen Labs., Inc., 501 New 
Park Ave., W. Hartford, Conn. 
Dage Corp. 
Anderson Bros. Mfg. Co., 
Kishwaukee St., Roekford, Ill. 
Alexander & Orlick Ltd. 
Antenna Designs, Inc., 225 S. 
Third St., Burlington, lowa. 
Robert J. Buckland Co. 
The Antenna Specialists Co., 
= Euclid Ave., Cleveland 6, 


Ohi 

Robert J. Buckland Co. 
Anti-Corrosive Metal Prods., 
Albany, N.Y. 

Railway & Power Engrg. Corp. 
Antlab, Inc., 6330 Proprietors Rd., 
Worthington, 0. 

Microwave Systems 
Anton Electronics, 1226 Flushing 
Ave., Brooklyn, N.Y. 

Stark Electronic Sales Co. 
Antrex Corp., 854 N. Rockwell St., 
Chicago, Iil. 

L. Parker Agencies 
Apex Scientific Co., 59 
Maria Way, Orinda, Calif. 
Applied Research Inc., 76 South 
Bayles Ave., Port Washington, 


Ce 44 

Electroline Television Equipment 
Arber Mfg. Co., Inc., 40 McDer- 
mott Rd., North Haven, Conn. 
The Glendon Co. Ltd. 
Arco Electronics, 64 White St., 
New York 11, N.Y. 

Len Finkler Ltd. 
Arcolectric (Switches) Ltd., Cen- 
tral Ave., West Molesey, Surrey, 
England. 

Alpha Aracon Radio Co, Ltd. 
Arcuswerke, Munich, Germany. 
Dominion Industries 
Arenberg Ultrasonic Lab., Inc., 94 
Green St., Jamaica Plain 30, Mass. 
JA 2-8640 
Argos Prods. Co., Inc., 301 Main 
St., Genoa, Ill. 

Rutherford Agencies 

Emerson Sales Ltd. (West) 
Arkay International, Inc., 88-6 Van 
Wyck Expwy., Jamaica, N.Y. 
Telequipment Mfg. Co. Ltd. 
ag Ceramics, Inc., 1 E. 57th 

, New York 22, N.Y. 


The Arnold Engrg. Co., P.O. Box 
G, Marengo, Ill. 

Bayly Engrg. Ltd. 
Arnold Magnetics Corp., 6050 W. 
Jefferson Blvd., Los Angeles 16, 


1907 


Donna 





alif. 

Electrodesign 
Arnoux Corp., 11924 W. Washing- 
ton Blvd., Los Angeles, Calif. 
Arrowhead Prods., Div. of Fed- 
eral-Mogul-Bower Bearings, Inc., 
Downy, Calif. 

Railway & Power Engrg. Corp. 
Artos Engrg. Co., 2757 S. = St., 
—— 46, Wis. MI 5-6010. 

> Barber Machinery Div., 
A849 Products, Inc., Wilson 
Mills Rd., Chesterland 73, Ohio. 
HA 3-4436. 

Aeromotive Engineering Prods. 


ys age I ee Winding Ma- 
chinery, 750 St. Ann’s Ave., New 
York 56, N Y. CY 2-5050 and 5935 
W. Grand Ave., Chicago, Ill. TU 
9-0700. 
Associated Electrical Industries 
Ltd., 33 Grosvenor Pl., London 
S.W.1, England. 
Associated Elecirical 
(Canada) Ltd. 
Associated Engrg. Corp., 65 Kost 
ye Brookline 46, Mass. AS oats 


Industries 


Research, Inc., Papest 
t.), aT Ww. Wahine Bivd., 
Dept, o 6, Ill. AN 3-6420. 
Tooneck Associates 
Astron Corp., 255 Grant Ave., E. 
Newark, N.J. 
Chas. W. Pointon Ltd. 


CANADIAN ELECTRONICS ENGINEERING JUNE 





Raymond Atchley, Inc., 2339 Cot- 
ner Ave., Los Angeles 64, Calif. 
GR 8-0943. 

Atkomatic Valve Co. Inc., 545 W. 
Abbott St., Indanapolis 25, Ind. 

Dycon Ltd. 

Atlantic Metal Hose, 308 Dyckman 
St., New York, N.Y. 

Hope Machinery Co. Ltd. 
Atlantic Research Corp., 901 N. 
Columbus St., Alexandra, Va. 

Electromechanical Prods. 

— Mfg. Co., 1126 S. Decatur 
Montgomery, Ala. 

ae Radio & T.V. Ltd. 

Atlas Sound Comp. 1451 - 39th St., 
Brooklyn 18, N.Y 

Atlas Radio Corp. Ltd. 

Atlas Valve Se 280-284 South St., 
Newark 5, N.J 

Dycon Ltd. 
Atlas-Werke A.G., 
Bremen, Germany. 

Electrodesign 
Atlee Corp., 47 Prospect St., 
burn, Mass. 

Desser E-E Ltd. 

Atohm Electronics, Inc., 7648 San 
Fernando Rd., Sun Valley, Calif. 

Precision Electronic Comp. 
Atronic Prods., Inc., 1 Bala Ave., 
Bala-Cynwyd, Pa. 

Jchn Best Co. 

Sybell Sales Co. (West) 
Audax, Div. of Rek-O-Kut, 
38-19 108th St., Corona 68, 

Atlas Radio Corp. Ltd. 
Audio Develupmest Co. (ADC, 
Inc.), 2833-13th Ave. S., Minneapo- 
lis 7, Minn. 

Willer Engrg. & Sales Co. 

Audio Devices Inc., 444 Madison 
Ave., New York 22, N.Y. 

Alex L. Clark Ltd. 

Burt C. Porter Co. (B.C.) 
Audio-Empire Div., Dyna-Empire, 
Inc., 1075 Stewart Ave., Garden 
Cay, Eady Pe 

Active Radio & T.V. Ltd. 

Ron Merritt Co. (West) 

udio Equipment Co., Inc., 805 
Middle no Rd., Great Neck, N.Y. 

07 

National Sound Services Ltd. 
Audio Fidelity, New York, N.Y. 

Emerson Sales Ltd. (West) 
Audio Instruments Co. Ltd., 133 
W. 14th St., New York 11, N.Y. 

Alex L. Clark Ltd. 

Audiotex Mfg. Co., 400 S. Wyman 
St., Rockford, Ill. 

Atlas Radio Corp. Ltd. 
Audix B. B. Ltd., Bentfield 
Stansted, Essex, England. 

Conway Electronic Enterprises 
Augat Bros., Inc., 33 Perry Ave., 
Attleboro, Mass. 

E. S. Gould Sales Co. 
Austinlite Litd., Crawley, 
England. 

Burlec Sales Ltd. 
Auth Electric Co., ie 
St., Long Island City 1, 

Hackbusch LAY ia, 

Prince & Roberts 
The Autocall Co., Shelby, O. 

George M. Fraser Ltd. 
Automatic Coil Co., Inc., 199 
Sackett St., Brooklyn 31, N.Y. UL 
2-5454. 

J. C. E. Mitchell 
Automatic Mfg. Div., 
strument iy 65 Gouverneur se, 
Newark 4, 


Telequipment Mfg. Co. Ltd. 


Automatic Metal 
315-323 Berry St., 


4A 
John Herring & Co. Ltd. 
Automatic Nut Co., Lebanon, 
Pennsylvania. 
R. Watkins Co. Ltd. 
Automatic & Precision Mfg. Co., 
252 Hawthorne Ave., Yonkers 4, 


‘A. T.R. Armstrong Ltd. 


Automatic Telephone 
Co. Ltd., Strowger 
Arundel St., London, W.C. 2, 
England. Canadian rep: 37 King 
St. E., Toronto 1, Ont. EM 4-1529. 
Automation Prods., Inc. 
Petro-Automation Industries Ltd. 


Postfach 9, 


Wo- 


Inc., 
A 


End, 


Sussex, 


34- * 4Sth 


Prods. Corp., 
Brooklyn 11, 


& Electric 
House, 8&8 


1960 


s"fondon, SW. 1, England 

Ren jon. .wW. I, . 

D & B Sound & Signals, Inc. 
Peffer Sound Systems Ltd. 
Telecom Ltd. 

Auto-Ponents, Inc., 3001 Grant St., 

Bellwood, Ill. 

Dycon Ltd. 

Autotronics, Inc., Route 1, 

812, Florissant, Mo. 
Constellation Components Co. 

Autron Engrg., Inc., 1301 Wilshire 

Bivd., Los Angeles 17, Calif. HU 

3-7030. 

Aviel Electronics, Inc., 4204 Glen- 

coe Ave., Venice, Calif. 

A. Deskin Sales Corp. 
Avien Inc., 58-15 Northern Bivd., 
Woodside, N.Y. 

Brian Engrg. Ltd. 
Avo Ltd., 92-96 Vauxhall Bridge 
Rd., London, S.W. 1, England. 

R. H. Nichols Ltd. 

Avtron Mfg., Inc., 10409 Meech 

Ave., Cleveland 5, Ohio. 

Aircraft Appliances & Equip- 
ment Ltd. 


Box 


B & F Instruments, Inc., 4732 N. 
Broad St., Philadelphia 41, Pa. 

Electromechanical Prods. 

B & H Instrument Co., Inc., 3479 
W. Vickery Bivd., Fort Worth 7, 
Tex. 

George Kelk Ltd. 

B & K Mfg. Co., 3726 N. South- 
port Ave., Chicago 13, IIL 

Atlas Radio Corp. Ltd. 

B & M Electric Corp., 168 7th St., 
Brooklyn 15, N.Y. 

William Cohen Ltd. 

B/W Controller Corp., 2200 E. 
Maple Rd., Birmingham, Mich. 

General Communications Ltd. 
Babcock Relays, Inc., 1640 Mon- 
rovia Ave., P.O. Box 344, Costa 
Mesa, Calif. LI 8-7705. 

Philips Electronic Industries Ltd. 
Bach-Auricon, Inc., 6900 Romaine 
St., Hollywood 38, Calif. 

Caldwell A/V Eaqpt. Co. Ltd. 

Alex L. Clark Ltd. 
Bacon Felt Co., 427 
Taunton, Mass. 

Empire Engrg. Co. 
Badische Anilin & Soda Fabrik, 
Ludwigshafen, Germany. 

German-Canadian Import Co. 
Bailey Meters & Controls Litd., 
Purley Way, Croydon, England. 

Conway Electronic Enterprises 
Baird-Atomic, Inc., 33 University 
Rd., Cambridge 38, Mass. 

Canadian Research Institute 
Balco Research Labs., 49-53 Edison 
Pl., Newark, N.J. 

Electrodesign 
Baldwin - Lima - Hamilton 
Waltham 54, Mass. 

Peacock Bros. Ltd. 


Ballantine Labs., Inc., 102 Fanny 
Rd., Boonton, N.J. 

Bayly Engrg. Ltd. 

Bamford Corp., 11167 Tennessee 
Ave., Los Angeles 64, Calif. 

David R. Beattie 
Barber-Colman Co., Motors & 
Components Div., Rockford, Ii. 
B.C. Sales: Barber-Colman Co., 
P.O. Box 24, Boeing Field, Seattle 
8, Wash. PA 5-4820. 

John Herring & Co. Ltd. (Ont.) 

Rousseau Controls Ltd. (Que. & 

East) 
Barbier, Benard & Turenne, Paris, 
France. 

Beaconing Optical & Precision 

Materials Co. Ltd. 

The Barden Corp., Danbury, Conn. 

Philip French Sales Ltd. 
Barkelew Electric Mfg. Co., P.O. 
Box 167, Middletown, Ohio. 

Ward Leonard of Canada Ltd. 
Barker & Williamson, Inc., Canal 

& Beaver Sts., Bristol, Pa. 

R. C. Kahnert Sales Co. Ltd. 
Barksdale Valves, 5125 Alcoa Ave., 
Los Angeles, Calif. 

Rousseau Controls Ltd. 

Barnes Development Co., 213 W. 


Water St., 


Corp., 
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Baltimore Pike, Lansdowne, Penn. 
Tecneek Associates 
Barnes Stamford, Conn. 
Electromechanical Prods. 
Barnstead Still & Demineral 
Inc., 2 Lanesville Terr., Sone aT 
Mass. : 
Van Water & Rogers Co. Ltd. 
a Controls, Inc., 700 
*, Watertown, Mass. em 
amuel C. Hooker (Canada) 
Baso Inc., 730 N. Jack 
Milwaukee 1, Wis. BR rs $388. a 
J. Baty & Co. Ltd., B 
Sussex, England. —_ 
Tecneek Associates 
-Echo Ltd., Witham, Essex 
England. . 
wee mereal 
Bea Inc., 1 
Olive St., Aaaieien. Cait” 
Alex L. Clark Lid. 
Beaver Gear Works, Inc., 1025 
Parmele St., Rockford, Ill. 3-9691. 
Beaver Labs., Inc., 187-6 
Ave., Hollis 23, N.Y. 2 aan 
Telequipment’ Mfg. Co. Ltd. 


Tecneek Associates 


Beckman Instruments, Inc., Berke- 
y iv., om Ww 
Richmond. Calif. _— 
R-O-R Associates Ltd. 
Beckman Instruments, Inc., Process 
Instruments, 2500 Fullerton Rd., 
Fullerton, Calif. 
Industron Corp. 
Beckman Instruments, Inc., Scien- 
tific Instruments, 2500 Fullerton 
Rd., Fullerton, Calif. 
Beckman Instruments Inc. 
Van Waters & Rogers Co. Ltd. 
(West) 
Beckman Instruments, Inc., Sys- 
tems Div., 325 N. Muller Ave., 
Anaheim, Calif. PR 4-5430. 
Behiman Engrg. Co., 2911 Winona 
Ave., Burbank, Calif 
Electromechanical Prods. 
Belden Mfg. Co., P.O. Bo: 
Chicago 80, Til.” — 
White Radio Ltd. 


Belling & Lee Ltd., Great Cam- 
bridge Rd. Enfield, Middx., 
and, 
Astral Electric Co. Ltd, 
Bendix Aviation Corp. (AEL); 
Bendix Products, Eclipse - Pioneer, 
Montrose, Pacific, Pioneer- Central, 
Friez Inst., Scintilla, and Utica 
Divisions. 
Aviation Electric Ltd. 
Bendix Aviation Corp. (CDC); Cin- 
cinnati, Computer, Pacific, Radio, 
and Red Bank Divisions 
Computing Devices of Canada 
Theo Benning, Postfach 126, 
Rocholt Westf., W. Germany. 
Mm... a W. Ellis Industries 
Lehner Corp., 11930 
OWrmpic Bivd., Los Angeles 64, 


, = Devices of Canada 
Bergen Labs., 247 Crooks Ave., 
Clifton, N.J. 

Electrodesign 
Berkshire [Electric Cable Co., 
Leeds, Mass. 


The Glendon Co. Ltd. 


Electrolabs 
The Beryllium Corp., P.O. Box 
1462, Reading, Pa. 
Peckover's Ltd. 
Besson & Robinson Lid., 2 Ashicy 
Place, London S.W.1, England. 
Avionics Ltd 








Agee Felixstowe, 
Electronics Ltd. 


Best 
Suffolk 
EMIL.-Cossor 
Beta Electric Corp., 333 East 103rd 
St.. New York 29, N.Y. 
Bayly Engrg. Ltd. 
Dr. Bernard Beyschiag, Post- 
schliessfach 128, (24b), Wester- 
land/Syilt, Germany. 
Associated Electronic Compon- 
ents. 
Biophysical Electronics, Inc., 400 
Northern Blvd., Great Neck, L.1., 


N.Y. 
X-Ray & Radium Ltd. 





U. S., U. K. and Other Manufacturers 


Bird Electronic Corp., 30303 Auro- 
ra Rd., Solon, Ohio. CH 8-1200. 





Birmingham Sound Reproducers, — 


Old Hill, Staffs., England. 
Musimart of Canada 

Birnbach Radio Co., Ine., 145 

Hudson St., New York 13, N.Y. 
Payette Radio Ltd. 

The Birtcher Corp., 4371 Valley 

ben Los Angeles 32, Cal. CA 


Lake Engrg. Co. Ltd. 

Biwax Corp., 3445 ‘ee St., 

Skokie, Ill. OR 3-1050 
Bliley Electric Co., 200 Union Sta- 
tion Bldg., Erie, Pa. 

C. M. Robinson Co. (West) 
Blonder-Tongue Labs., “rh” 
Alling St. Ne Newark 2, 

Telequipment Mfg. Ys Tita. 
Bodnar Industries Inc., 238 
Huguenot St., New Rochelle, N.Y. 

The Glendon Co. Ltd. 

Boesch Mfg. Co. Inc., 45 River St., 
Danbury, Conn. 

Bayly Engrg. Ltd. 

Bogart Mfg. Corp., 315 Seigci St., 
Brooklyn 6, N.Y. HY 717-4972. 

Electrodesign 
David Bogen Co., Inc., P.O. Box 
500, Paramus, N. 

John R. Tilton Ltd. (East) 

Chas. L. Thompson Ltd. (West) 
Bogen-Presio Recording Corp. 
P.O. Box 500, Paramus, N.J. 

Instantaneous Recording Service 

Chas. L. Thompson Ltd. (West) 


Bomac Labs., Inc., Salem Rd., 
Beverly, Mass. 

R-O-R Associates Ltd. 

Boonton Electronics Corp., 738 
Speedwell Ave., Morris Plains, N.J. 

Mel Sales Ltd 
Boonton Radio Corp., 
Rd., Boonton, N.J. 

ae Engrg. Ltd. 

rg Equipment Div., a 
a Electronics Corp., S. 
Main St., Janesville, Wis. 

Atlas Radio Corp. Ltd. 
Borg-Warner Controls, Div. of 
Borg-Warner Corp., 3300 Newport 
Bivd., Santa Ana, Calif. 

Tellurometer Canada Ltd. 
Don Bosco Electronics Co., 
field, N.J. 

Chas. W. Pointon Ltd. 
Boulevard Electronics, Inc., 1229 
West Washington Blvd., Chicago 7, 


9-25 





Intervale 


Plain- 


J. J. MacQuarrie Sales 
Boulton-Paul Aircraft Co., 
naird House, 1 Pall Mall 
London S.W.1, England. 

Electrodesign 
Inc., P.O. Box 2112, 
Ave., Riverside, 


Kin- 
East, 


Bourns, 
6135 Magnolia 
Calif. 

Douglas Randall (Canada) Ltd. 
Bowmar Instrument Corp., P.O. 
Box 2835, 8000 Bluffton Rd., Fort 
Wayne, Ind. 

Aeromotive Engrg. Prods. Ltd. 
Bozak Sales Co., Darien, Conn. 

Applied Electronics 
Bradley Semi-Conductor, Inc., P.O. 
Box 1451, New Haven 11, Conn. 

Wholesale Radio & Electronics 
Brandenburg Ltd., 139 Sanderstead 
Rd., S. Croydon, pom. England. 
Sanderstead 3555-6 
Branson Corp., s. Jefferson Rd., 
Whippany, N.J. 

Canavia Engrg. & Sales Co. 
Branson Instruments Inc., 37 Brown 
House Rd., Stamford, Conn. 

Electrodesign 

Magnachem Ltd. (West) 
Branson Ultrasonic Corp., 37 Brown 
House Rd., Stamford, Conn. 

Electrodesign 

Sones Ltd. (West) 

Geo. Bray & Co. Ltd., Leicester 
Pl., Leeds 2, Yorks. 35339; Grand 
Bidg., Trafalgar Sq., London 
W.C.2, England. WHI 3033. 
Breeze Corporations, Inc., 700 
Liberty Ave., Union, N.J. 

Aviquipo of Canada Ltd. 

Railway & Power Engrg. Corp. 
— Wire Co., 


B 
Bridge 
Haw ~& ‘Wire Co. Ltd. 
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The Bristol Co., P.O. Box 1790, 
Waterbury, Conn 

The Bristol Co. “of Canada Ltd. 
Bristol Motor Div., Vocaline Co. 
of America, Old Saybrook, Conn. 

A. T. R. Armstrong Ltd. 

British Ferrograph Recorder Co. 
Ltd,, 131 Sloane St., London, 
S.W.1, England. 

Astral Electric Co. Ltd. 
British Physical Labs., 
Herts., England. : 
The British Rototherm Co. Ltd., 
Merton Abbey, London S.W.19, 

England. 

The J. W. Ellis Industries 
British Watch Timers Ltd., 57 Cla- 
rendon Rd., Watford, Herts., Eng- 
land. 

Conway Electronic Enterprises 
Broadcaster Needles, London, Eng- 


and. 
Active Radio & T.V. Ltd. 


Radlett, 


Cc. G. Electronics Corp., Albu- 
querque, N.M. 

Titania Electric Corp. of Canada 
C & K Components, Inc., 101 
Morse St., Newton 58, Mass. 

The Glendon Co. Ltd. 

CTS Corp., 1142 W. Beardsley 
Ave., Elkhart, Ind. 

Cc. C. Meredith & Co. Ltd. 
at tg S apne Corp., Amityville, 
“The Glendon Co. Ltd. 
Caledonia Electronic & Trans- 
former Corp., Box 98, Caledonia, 


N.Y. 

Hackbusch Electronics Ltd. 
California Computer Prods., Inc., 
8714 Cleta St., Downey, Calif., 
WA 3-1913. 


California Technical Industries, 
Div. of Textron, Inc., 1421 Old 


County Rd., Belmont, Calif 
Electrodesign 
Camblock Corp., 825 Bronx River 





S. G. Brown Ltd., Shakespeare 
St., Watford, Herts., England. 
Atlantic a & Electronics 
Ltd. (Nfld 
Ss. G. eee 
(East) 
Electrolabs (Que.) 
Navigation Eqpt. Services (West) 


A/S Bruel & Kjaer, Lindealle 23, 
Naerum. Denmark. 

R-O-R Associates Ltd. 

Brush Instruments, Div. of Clevite 
Corp., 3405 Perkins Ave., Cleve- 
land 14, oO. 

Beyly Engrg. Ltd. 

C. Wickman Ltd. (Surface 
* on & comparators) 
Buchanan Electrical Prods. Corp., 

225 Route 22, Hillside, N.J. 

Esna Canada Ltd. 
Buckleys (Uvral) Ltd., 
England. 

Canadian Research Institute 
Bud Radio, Inc., 2118 E. 55th St., 
Cleveland 3, Ohio. 
Budd Instruments Div., 
245, Phoenixville, Pa. 

Tatnall Measuring 

Systems Ltd. 
Budelman Electronics Corp., 375 
Fairfield Ave., Stamford, Conn. 

Tele-Radio Systems Ltd. 

A. F. Bulgin & Co. Ltd., Essex, 
England. 

Pfeiffer Electronic Labs. 

Bulova Watch Co., Electronics 
Div., 62-10 Woodside Ave., Wood- 
side 77, N.Y. 

Samuel C. Hooker (Canada) Ltd. 
The Burgess-Manning Co., Penn. 
Insts. Div., 4110 Haverford Ave., 
Philadelphia 4, Pa. 

Lisle Instrument Systems 
Burnell & Co., Inc., 10 Pelham 
Parkway, Pelham Manor, N.Y. 

Canavia Engrg. & Sales Co. 

Ray Johnston Co. (West) 
Burr-Brown Research Corp., Route 
4, Box 6444, Tucson, Ariz. 

Electromechanical Prods. 
Burroughs Corp., Electronic Tube 
Div., P.O. Box 1226, Plainfield, 
N.J. PL 6-0876. 
Burton Rodgers, Inc., 
Helen Sts., Cincinnati, 

Instronics Ltd 
Burton-Rogers Co. (See Hoyt Elec- 
trical Inst. Co.) 

Bussmann Mfg. Div., McGraw- 
Edison Co., University at Jefferson 
St., Louis 7, o. 
Great Lakes Electrical 
ties Ltd 
Bytrex Corp., 294 Centre St., 
ton, Mass. 
Electrodesign 


(Canada) Ltd. 





London, 


P.O. Box 
& Nuclear 


Blade & 
Ohio. 


Special- 


New- 


Cc 


CBC Electronic Prods., 

phia, Pa. 

William Cohen Ltd. 

CBS Electronics, Div. of Columbia 

Broadcasting System, Inc., 100 

Endicott St., Danvers, Mass. 
Canadian General Electric Co. 

Ltd., Electronic’ Tube Sect. 
C.E.M. Co., 24 School St., Daniel 


son, Conn. 
A. Ness & Co. Ltd. 


Philadel- 


Ave., New York. 72, N.Y. 

Musimart of Canada Ltd. 
Cambrid, Instrument Co. Ltd., 
13 Grosvenor Pl., London, S.W.1, 
England. 

R. H. Nichols Ltd. 

Camille Bauer Ltd., 18 Dornacher 
St.. Basle, Switzerland. 

The J. W. Ellis Industries 
Capeway Instrument Corp., N. 
Bedford St. at Highland E., 
Bridgewater, Mass. 

General Communications Ltd. 


The Capitol Machine Co., 36 

Balmforth Ave., Danbury, Conn. 
John R. Tilton Ltd. 

Carad Corp.. 2850 Bay Rd., Red- 

wood City, Calif. EM 8-2969. 

The Carborundum Co., P.O. Box 

268, Perth Amboy, N.J.; Globar 

Plant, Niagara Falls, N.Y. 
Williams & Wilson Ltd. 

Carling Electric, Inc., 505 New 

Park Ave., West Hartford 10, 


Conn. 

John R. Tilton Ltd. 
Carter Motor Co., 2711 W. George 
St., Chicago 18, II. 

Chas. W. Pointon Ltd. 
Northwestern Agencies (B.C.) 
Carter Parts Co., 3401 Madison, 

Skokie, Ill. 
John R. Tilton Ltd. 
Cascade Research, Div. of Mono- 
gram Precision Industries, Inc., 53 
Victory Lane, Los Gatos, Calif. 
Microwave Systems 
Case Bros., Manchester, Conn. 
Paisley Prods. of Canada Ltd. 
Castell Locks Ltd., Kingsbury 
Works, London N.W.9, England. 
George M. Fraser Ltd. 
Celestial Tapes, 1320 Prospect St., 
Seattle 9, Wash. 
Ron Merritt Co. (West) 
Central Electronics, Inc., 1247 W. 
Belmont St., Chicago 13, Ill. 
Robert J. Buckland Co. 


Centrum, Stockholm, Sweden. 
Engrd. Sound Systems Ltd. 


Century Electronics and Instra- 
ments, 1333 No, Utica, Tulsa, 


Okla. 
Garrett Mfg. Ltd. 
Chadwick-Helmuth Co., 472 E. 


Duarte Rd., Monrovia, Calif. 
Beechey Enterprises 





‘C. T. Chapman (Reproducers) Ltd., 


High Wycombe, Bucks, England. 

Chas. W. Pointon Ltd. 

Charles Engrg., Inc., 60532 Mel- 
rose, Hollywood 38, Calif. 

J. J. MacQuarrie Sales 
Chassis-Trak, Inc., 525 S. Web- 
ster Ave., Indianapolis 19, Ind. 

Electrodesign 
Chemalloy Electronics Corp., 
Gillespie Airport, Santee, Calif. 

Beechey Enterprises (East) 

Associated Enterprises (West) 
Chemtronic Corp., 309-l1th Ave. 
S., Nashville, Tenn. 

Prime Electronic Components 
Chemtronics, Inc., 870 E. 52nd St., 
Brooklyn 3, N.Y. 

Active Radio & T.V. Ltd. 


Cherry Electrical Prods. Corp., 


1650 W. Deerfield Rd., Highland 
Park, Ill. 

Barry Electric Ltd. 
Chicago Industrial Instrument Co., 
ag N. Sangamon St., Chicago 22, 


Electrolabs 
Chicago Miniature Lamp Works, 
1500 N. Ogden Ave., Chicago 10, 
Ill. MO 4-1741. 

Lake Engrg. Co. Ltd. 

Chirana Corporation, Prague VII, 
Czechoslovakia. 

Conway Electronic Enterprises 
Chloride Electrical Storage Co. 
Ltd., 50 Grosvenor Gardens, Lon- 
don. S.W.1, England. 

Hart Battery Co. Ltd. 

Christie Electric Corp., 3410 W. 
67th St., Los Angeles 43, Calif. 
Aeromotive Engrg. Prods. Ltd. 
Churchill Chemical Corp., 3137 E. 

26 St., Los Angeles, Calif. 

Willard Spenser Co. 

Churchi! Lighting Corp., 344 
Franklin St., Melrose, Mass. 
Lake Engrg. Co. Ltd. 
Cinch Mfg. Corp., 1026 S. Homan 
Ave., Chicago, Ill. 
United-Carr Fastener Co. of 
Canada Ltd. 
Cinema Engrg., Div. of Aerovox 
Corp., 1100 Chestnut St., Burbank, 
Calif. 

Samuel C. Hooker (Canada) Ltd. 

James J. Backer Co. (B.C.) 
Circon Component Co., Santa Bar- 
bara Municipal Airport, Goleta, 
Calif. WO 7-1113. 

Circuit Instruments, Inc., 2801 An- 
vil St., St. Petersburg, Fla. 
IRC Resistors, Div. of Renfrew 
Electric Co. Ltd. 
H. Clarke & Co. (Manchester) 
Ltd., Atlas Works, George St., 
Patricroft, Manchester, England. 
Canadian Wilbur B. Driver Co. 


a age Mfg. Co., Inc., Dover, 


Canadian Marconi Co., Elec- 

tronic Tube & Components Div. 
Clery Corp., 408 Junipero St. San 
Gabriel, Calif. 

Computing Devices of Canada 
Cletron, Inc., 1974 East 6lst St., 
Cleveland, Ohio. 

Norris Burgess 
The Cleveland Container Co., 6201 
Barberton Ave., Cleveland 2, O. 

Paisley Prods. of Canada Ltd. 
Cleveland Instrument Co., 6220 E. 
Schaaf Rd., Cleveland 31, Ohio. 

Alexander & Orlick Ltd. 


Clevite Transistor Prods., 241 Cres- 
cent St., Waltham 54, Mass. 
Adams Engrg. Ltd. 
Clough-Brengle C€o., 6014 N. 
Broadway, Chicago, III. 
Hackbusch Electronics Ltd. 
Coast Pro-Seal & Mfg. Co., 2235 
Beverley Bivd., Los Angeles, Calif. 
Aviquipo of Canada Ltd. 
Cobehn, Inc., Passaic Ave., Cold- 
well, N.J. 
Philip French Sales Ltd. 
J Winders, Inc., Westbury, L. I. 


E. G. Lomas 
Coil Winding Equipment Co., 19 
Maxwell Ave., Oyster Bay, N.Y. 
OY 6-1285. 

Coleman Instruments, Inc., 318 
Madison St., Maywood, IIl. 

Van Waters & Rogers Co. Ltd. 
Collaro Ltd., Ripple Works, By- 
Pass Rd., Barking, Essex, England. 

A. C. Simmonds & Sons Ltd. 

Collaro Audiovision Sales (B.C.) 
Colman Tool & Machine Co., 1017 
N.E., 3rd Ave., Amarillo, Tex. 

William Cohen Ltd. 

Columbia Nut & Bolt Corp., 41 
Murray St., New York 7, N.Y. 

David R. Beattie 
Columbia Tape Mills, Bank St., E. 
Greenville, Pa. 

Paisley Prods. of Canada Ltd. 
Columbia Technical Corp., 61-02 
3ist Ave., Woodside 77, N.Y. AS 
8-7401. 

Columbia Wire & Supply Co., 2850 
W. Irving Pk. Rd., a 18, Il. 
Active Radio & T. Ltd. 
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Columbus Electronics Corp., 1010 

Saw Mill Rd., Yonkers, NY: 

Desser E-E Ltd. 
Colvern Ltd., Romford, Essex, 
England. 

Tinsley Instruments (Canada) 
Colvin Labs., Inc., 364 Glenwood 
Ave., East Orange, N.J. 
Aeromotive Engrg. Prods. Ltd. 


Comar Electric Co., 3349 W. Addi- 
son St., Chicago, Ill. 





Musimart of Canada 


Communication Measurements Lab. 
a, 350 Leland Ave., Piainfield, 


Mel Sales Ltd. 
Communication Prods. Co., Inc. 
Marlboro, N.J. 

Tele-Radio Systems Ltd. 
Community Engrg. Corp., 
Box 824, State College, Pa. 

The Glendon Co. Ltd. 
Compagnie Crouzet, 18 rue J. J. 
Rousseau, Valence - Sur - Rhone, 
France. 

Canadian Applied Research Ltd. 
Compagnie Générale d’Electro- 
Ceramique, 12 Rue de la Baume, 
Paris (8e), France. 

Titania Electric Corp. of Canada 
Computer Control Co., Inc., 983 
Concord St., Framingham, Mass. 
TR 5-6185; 2251 Barry Ave., Los 
Angeles 64, Calif. GR 8-0481. 
Computer Measurements Corp., 
12970. Bradley Ave., Sylmar, Calif. 

Electromechanical Prods. 

Conant Labs., 6500 ‘O’ St.; Box 
3997, Bethany Stn., Lincoln 5, 
Nebr. 

James Grogan 
The Connecticut Hard Rubber Co., 
407 East St., New Haven 9, Conn. 

Griswold Engrg. Ltd. 

Connector Corp., 6025 N. Keystone 
Ave., Chicago, IIl., 

Prime Electronic Components 
Connector Seals * 4224 
Temple City Bivd., osemead, 
Calif. 

Quality Hermetics Ltd. 

Conrac, Inc., 19217 Foothill Blvd., 
Glendora, Calif. 
Caldwell A/V Equipment Co. 


Conrad, Imc., 141 Jefferson St., 
Holland, Mich. 

Beechey Enterprises 
Consolidated Controls 
Bethel, Conn. 

Aviquipo of Canada Ltd. 
Consolidated Resistance Co. of 
America, 44 Prospect St., 
Yonkers, N.Y. 

Whittaker Electronics Ltd. 
Consolidated Vacuum Corp., 1775 
. My Bivd., Rochester 3, N.Y. 


Consolidated Wire & Associated 
e* — S. Clinton St., Chicago 
1 

Atlas Radio Corp. Ltd. 

Roger M. Minthorne Co. B.C. 

L. L. Constantin & Sm Franklin 
Ave., +, 46, Lodi, 

A. &- BR LAN Ta. 
euel Inc., Maynard, Mass. 

Electrolabs 
Continental Con Corp., 
Northern Blvd. at "ath. St., Long 
Island City 1, N.Y. 

Atlas Radio Corp. Ltd. 
Continental Electric Co., 715 Ham- 
ilton St., Geneva, Ill. 

Atlas Radio Corp. Ltd. 
Continental Electronics Mfg. or 
4212 S. Buckner Bivd., Dallas 2 
Texas. 

Northern Electric Co. se 
Continental-Wirt Electronics 
_ Greene St., Philadelphia 4 44, 

a. 

Lake Engrg. Co. Ltd. 

Roger M. Minthorne Co. (West) 
Control, A Div. of Magnetics, Inc., 
Box 391, Butler, Pa. 73-787. 

George M. Fraser Ltd. 

Control Corp., 718 Central Ave., 
N.E., Minneapolis 14, Minn. 

R. H. Nichols Ltd. 

Control Prods., Inc., 306 Sussex 
St., Harrison, NJ. 
Aeromotive Engineering Prods. 


P.O. 





Corp., 
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Gott Switch Div., Controls Co. 
America, 1420 Delmar Dr., 
Folcatt Pa. 
Brian Engrg. Ltd. 
Cook Batteries, Subs. 
puting Corp., 3850 Olive St., 
ver 7, Colo, DU 8-4836. 
Co-Operative Industries, Inc., 100 
Senaele Rd., Chester, N.J., H 


E. G. Lomas 
Arthur O. Secord 


Telecom- 
Den- 


Cornell-Dubilier Elec. Corp., 333 
Hamilton Blvd., So. Plainfield, N.J. 

Rutherford Agencies 

Northwestern Agencies (B.C.) 
Corning Glass Works, eeatoel 
Prods. Div., Bradford, 

Corson Electric Mfg. on. 540- 
39th St., Union City, N.J. UN 
6-4227. 

Cosmo Plastics Co., 3239 W. 14th 
St., Cleveland 9. 

Alec W. Andrews & Associates 
Cosmocord Ltd., Waltham Cross, 
Herts., England. 

The Glendon Co. Ltd. 

Len Finkler Ltd. 

Cossor Instruments Ltd., Cossor 

House, Highbury Grove, London, 

N. > England. 
E, I.—Cossor Electronics 

The S. Couch Co., Inc., 3 Ar- 

lington St., North Quincy, 71, Mass. 

B. Sound & Signals, Inc. 

(East) 

Maclvor Electronics Ltd. (West) 
Couch Ordnance, Inc., 3 Arlington 
St., North Quincy, Mass. 

Leonard Electric Ltd. 

Coulter Industrial Sales Co., Elm- 
hurst, Ill. 

Industron Corp. 

Counter & Control Corp., 4503 W. 
ag Deer Rd., Milwaukee 23, 


WD. T. Shaw Co. 
— Courtney & Co. Ltd., Eng- 
and 

Electrolabs 
Cramer Controls Corp., 
brook, Conn. 

Burlec Sales Ltd. 
Crescent Engrg. & Research Co., 
cone, N. Peck Rd., El Monte, 


Electrodesign 
Crest Instrument Co., 11808 S. 
Bloomfield Ave., Santa Fe Springs, 
Calif. 

Magnachem Ltd. 

Critchley Bros. Ltd., Brimscombe, 
Stroud, Gloucester, England. 

Electrovert Ltd. 

Crosby Electronics, 135 
Way, Syosset, L.I., N.Y. 

Active Radio & T.V. Ltd. 
Crowell Designs, New 
U.S.A. 


Burlec Sales Ltd. 
Cro Controls Co. Inc., 40 S. 
Washington St., New Bremen, O. 
E. S. Gould Sales Co. 
Crown Industrial Prods. Co., Wood- 
stock, Ill 
Irving Smith Ltd. 
Croydon Precision Instrument Co., 
ag Ne Rd., West Croydon, Sur- 
a ngland 
The Glendon Inst. Co. Ltd. 
Crucible Steel Co. of America, 
P.O. Box 2518, Pittsburgh 30, Pa. 
Railway & Power ring 
Corp. Ltd. 
Cubic Corp., 5575 Kearny Villa 
Rd., San Diego 11, Calif. 
Electrodesign 


Center- 


Eileen 


Jersey, 


Cunningham Son & Co. 
33 Lichfield St. Rochester, 
“Acromotive Engrg. Prods. Ltd. 
Curtis Development & Mfg. Co., 
3268 N. 33rd St. Milwaukee, Wis. 
A. C. Simmonds & Sons Ltd. 
Curtiss Wright Corp. New York 
N.Y., and 631 Central Ave., Carl- 


stadt, N.J. 
Canadian Curtiss-Wright Ltd. 


James 
Inc., 
N 


Curtiss Wright Device 
Div., 35 Market St., E. Paterson, 


N.J. 
Consolidated Electronic Egpt. 
Ltd. 


1960 


Custom Components, Inc. P.O. Box 
248 Caldwell, N.J. 
Lake Engrg. Co. Ltd. 


D 


Dage Electric Co., Inc., 67 N. 
Second St., Beech Grove, Ind. 
Simmonds Aerocessories of Can- 
ada Ltd. 
Daiwa Tape Recorders, Japan. 
Chas. L. Thompson Ltd. 
A/S Danavox, 112 Lersoe Parkalle, 
Copenhagen, Denmark. 
Associated Electronic Compon- 
ents. 
A/S Danbridge, 47 Brigadevej, Co- 
penhagen S, Denmark. 

The J. W. Ellis Industries 
Danbury-Knudsen Div., Amphenol- 
Borg Electronics Corp., 33 E. 
Franklin St., Danbury, Conn. 

The Glendon Co. Ltd. 
Danly Machine Specialties, 
S. Laramie Ave., Chicago, Ill. 

Hope Machinery Co. Ltd. 
Danochemo A/S, 72 Biegdamsvej, 
Copenhagen O, Denmark. 

e J. W. Ellis Industries 
Densk Ventil Industri, Gladsaxevej 
120, Soborg, Copenhagen, Den- 


mark. 
Associated Electronic Compon- 
Costa 


2100 


ents 
Darling Technical Labs., 
Mesa, Calif. 

Rutherford Agencies 
Data Instruments Div., Telecom- 
puting Corp., 12838 Saticoy St., 
North Hollywood, Calif. 

Datex Corp., 1307 S. Myrtle Ave., 
Monrovia, Calif. 

Instronics Ltd. 

Arva (B.C.) 

Datran Div., Automation Indus- 
tries, Inc., 1836 Rosecrans Ave., 
Manhattan Beach, Calif. 

Tatnall Measuring & Nuclear 

Systems Ltd. 
The Daven Co., Route 10, 
ston, N.J. 

Adams Engrg. Ltd. 
Harry Davies Molding Co., 
N. Wells St., Chicago 10, Ill. 

Atlas Radio Corp. Ltd. 
Dawe Instruments Lid., 99 Ux- 
bridge Rd., London W.5, England. 

E.M.1. ~Cossor Electronics Ltd. 
Dayton Aircraft Prods., Inc., 812 
N.W. First St., Ft. Lauderdale, 


Living- 


1428 


Fla. 

United Aviation Electronics Ltd. 
Dayton Rogers Mfg. Co., 2824- 
13th Ave. S., Minneapolis 7, 

inn. 

Hope Machinery Co. Ltd. 
Daytronic Corp., 216 S. Main St., 
Dayton, O. 

B. H. McGregor (East) 

Arva (West) 

Dearborn Electronic Labs., Export 
Dept., 222 N. Wells St., Chicago, 
Ill. RA 6-7725. 

Decea Radar Ltd., London, Eng- 
land. 

Decca Radar (Canada) Ltd. 
Decker Engrg. Corp., 7706 Melrose 
Ave., Los Angeles 46, Calif. 

W. Hobson & Associates 
Dee Electric Co., 1648 W. Hadden 
St., Chicago 22, Ill. BE 5-5151. 
DeJur-Amsco Corp. Northern 
Bivd. at 45th St., lone Island City 

Y 


1, N.Y. 
Atlas Radio Corp. Ltd. 
Dekko Cameras Ltd., Telford Way, 
East Acton, London W.3, England. 
Computing Devices of Canada 


Del Electronics Corp., 521 Home- 
stead Ave., Mt. Vernon, N.Y. 
Delta Design, Inc.. 7460 Girard 
Ave., La Jolla, Calif. 

The Glendon Co. Ltd. 
Delta-F, Inc., 113 E. State St., 
Geneva, Ill. 

E. G. Lomas 
De Mornay - Bonardi, 780 S. 
Arroyo Pkwy., Pasadena, Calif. 

Bayly Engrg. Ltd. 
Denison Engng. Div., American 
Brake Shoe Co., 1166 Dublin Rd., 
Columbus 16, Ohio. 

Rousseau Controls Ltd. 





indicates an advertiser; see page 183. 


Dero Electronics, 134 Nassau Rd., 
Roosevelt, N.Y. 

Telequipment Mfg. Co. Ltd. 
Desigaers for Industry, Inc., 4241 
Fulton Parkway, Cleveland, Ohio. 

Radionics Ltd. 

Detroit Controls Corp., 5900 
Trumbull Ave., Detroit, Mich. 

L. H. Frost (Canada) "Lid. 
Deuta-Werke GmbH, _Bergisch 
Gladbach, Germany, Paffrather 
Str. 140. 

Alexander & Orlick Lid. 

The Deutsch Co., Electronic Com- 
ponents Div., Municipal Airport, 
Banning, Calif. 

Brian Engrg. Ltd. 

Development Engineering Co., Inc., 
9 Cross St., Norwalk, Conn. VO 
6-7720. 

Concor International Corp. 
Di/An Controls, Inc., 40 Leon St., 
Boston, Mass. 

Radionics Ltd. 

Dialight Corp., 60 Stewart Ave., 
Brooklyn 37, N.Y. 

Lake Engrg. Co. Ltd. 

Burt C. Porter Co. (B.C.) 
Dialtron Corp., 203 Harrison 
Place, Brooklyn 37, N.Y. 

Lake Engrg. Co. Ltd. 

Diamond Antenna & Microwave 
Corp., 35 River St., Winchester, 
Mass. 

David R. Beattie 
Diehl Mfg. Co., 1188 Finderne 
Ave., Somerville, N.J. 

Douglas Randall (Canada) Ltd. 
Dielectric Prods. Engrg. Co., Inc., 
Raymond, Me. 

Dayrand Ltd. 

The Digitran Co. 

Mel Sales Ltd. 

W. C. Dillon & Co., Inc., 14620 
Keswick St., P.O. Box 3008, Van 
Nuys, Calif. 

Brian Engrg. Ltd. 
Disa Electronik, 
Denmark. 

X-Ray & Radium Ltd. 

Dobbie McInnes (Electronics) Ltd., 
55 Kelvin Ave., Hillington, Glas- 
gow S.W.2, Scotland. 

Instronics Ltd. 

Sperry Gyroscope Co. 

ada 

Tellurometer Canada Ltd. 

John C. Dolph Co., Monmouth 
Jct., NJ. 

Andrew Gilchrist Ltd 
Donner Scientific Co., 888 Galindo 
St., Concord, Calif. 

Instronics Ltd. 

Dormeyer Industries, 3418 Mil- 
waukee Ave., Chicago 41, Ill. 

T. R. Armstrong Ltd. 
Douglas Microwave Co. Inc., 252 
E. Third St., Mt. Vernon, N.Y. 

John S. Plewes Co. 

Dow-Key Co., Inc., Rt 
Thief River Falls, Minn. 

Robert J. Buckland Co. 

David Dowling Ltd., Roebuck Rd., 
Hainault, Ilford, Essex, England. 

Empire Engrg. Co. 

Drake Mfg. Co., 4626 N. Olcott 
Ave., Chicago 31, Il. 

Atlas Radio Corp. Ltd. 

Drello Ing. Paul Drewell, Mon- 
chengladbach-Rheindalen, W. Ger- 
many. 

The J. W. Ellis Industries 
Dremel Mfg. Co., 2420 - 18th St., 
Racine, Wis 

Empire Engrg. Co. 
Dressen-Barnes Corp., 250 N. 
Vinedo Ave., Pasadena, Calif. 

Whittaker Electronics Ltd. 
Driver-Harris Co., P.O. Drawer 31, 
Harrison, N.J. 

The B. Greening Wire Co. Ltd., 

Wilkinson Co. Ltd. (B.C.) 


Dual, Gebr. Steidinger, St. 
gen/Schwarzwald (Germany). 

Geerz & Holm Canada Ltd. 
Dubilier Condenser Co. (1925) 
Ltd., Ducon Works, Victoria Rd., 
North Acton, London, W.3, Eng- 
land. 

Astral Electric Co. Ltd. 
Ducati Elettrotecnica 
Bologna, Italy. 

William Berselli Agencies 


Copenhagen, 


of Can- 


Geor- 


S.p.A., 





U. S., U. K. and Other Manufacturers 


DuKane Corp., St. Charles, Ill. 
General Sound & Theatre Equip- 
ment Ltd. 
Allen B. Dumont Labs. Inc., Inter- 
national Div., 515 Madison Ave., 
New York, N.Y. 
Electronic Service Supply Co. 
Tele-Radio Systems Ltd. 
Allen B. Dumont Labs., Inc., Inst. 
a 760 Bloomfield A Ave., Clifton, 


J 

Bayly Engrg. Ltd. 
Dumont-Aircraft & Marine Instru- 
ments, Inc., Clearfield, Pa. 

Douglas Randall Canada Ltd. 
Duotone Co., Inc., Keyport, N.J. 

Chas. ye Pointon Ltd. 
Durakool -» 1010 N. Main St., 
Elkhart, ind. 

Measurement Engrg. Ltd. 
Durant Mfg. Co., 1929 N. Buffu 
St., Milwaukee 1, Wis. LO 2-5035. 

Wainbee Tools Ltd. 

Dymec, Inc., 395 Page Hill Rd., 
Palo Alta, Calif. 

Atlas Instrument Corp. Ltd. 
Dyna, Inc., 3912 Powellton Ave., 
Philadelphia 4, Pa. 

E. S. Gould Sales Co. 
Dyna-Empire, Inc., 1075 _ 
Ave., Garden City, L.I., N. 

Tecneek Associates 


Dynamic Gear Co., Inc., 20 
Merrick Rd., Amityville, L.I., N.Y. 
Whittaker Electronics Ltd. 
Dynamic Instrument 
New York Ave., 
N.Y. ED 3-1600. 
Dynapar Corp., 5150 Church St., 
Skokie, Iil. 
Electrodesign 
Dynastron Radio Ltd., Neucleonic 
& Electronic Dep., Maidenhead, 
Berks, England. 


Corp., 58 
Wesbury, L.L, 


Computing Devices of Canada 


Dynatran Electronics Corp., 178 
Herricks Rd., Mineola, L.I., N.Y. 
PI 1-4141. 

Dytronics Co., P.O. Box 3676, Co- 
lumbus 14, Ohio. 

Allan Crawford Associates Ltd. 
Dzus Fastener Co., Inc., Box 185, 
Babylon, N.Y. 

Railway & Power Engrg. Corp. 


E 


SCE. 95 Rue 
Paris 19eme., France. 

Electrodesign 
E H Research Labs., Inc., 
Park Bivd., Oakland 6, Calif. 

Allan Crawford Associates Ltd. 
E. M. I. Electronics Ltd., Hayes, 
Middx., England. 

E.M.1.-Cossor Electronics Ltd. 

Canadian General Electric Co. 

Ltd. EE&TD (Broadcast prod- 
ucts only) 
E. M. I. Sales & Service, Hayes, 
Middlesex, England. 

Atlas Radio Corp. Ltd. 

E S C Corp., 534 Bergen Bivd., 
Palisades Park, N.J. 

Electrodesign, 

Inc., 990-67th St., 
land. 3, Ohio. 

Douglas Randall Canada Ltd. 
Enelond London Mica Works, London, 

ny 

Paisley Prods. of Canada Ltd. 
Eastern Industries, Inc., 100 Skiff 
St., Hamden, Conn, 

Enterprise Agencies Ltd. 
Eastern Precision Resistor Corp., 
~ Barbey St., Brooklyn 7, N.Y. 

E. Lomas 


de Flandre, 


1922 


Cleve- 


Specialty Co., 3619 N. 

Eine mst, Philadelphia "40, Pa. 

General Communications Ltd. 
Eastman International Co. GmbH., 
Hildesheimer Str. 22, Hannover, 
Germany 

i. G. Blunt Ltd. 
Eberle & Co. Electro-GmbH, Ger- 
many. 
Associated Electronic Comp. 
Ebert Electronics Corp., 212 - 26 
Jamaica Ave., Queens Village 28, 


Philips Electronics Industries 
Hugh H. Eby Co., Inc., 4701 


116 


cre Ave., Philadelphia 44, 
a. 


White Radio Co. 

Eby Sales Co., 130 LaFayette St., 
New York 13, N.Y. 

William Cohen Ltd. 

Roger M. Minthorne Co. (West) 
Eckel Valve Co., 1419 E. First St., 
San Fernando, Calif. 

Garrett Mfg. Ltd. 

Eddystone Company Litd., Alve- 
church Rd., Birmingham 31, 
England. 

Conway Electronic Enterprises 
Edgerton, Germeshausen & Grier, 
Pree 160 Brookline Ave., Boston, 


ass. 
a C. Hooker (Canada) 
td. 


Egen Electric Ltd., Charfieet In- 
dustrial Estate, Canvey Island, 
Essex, England. Canvey 691. 
Eicor, Inc., 4235 West N. Ave., 
Chicago 39, Ill. 

The Hoover Co. Ltd. 


Eitel-McCullough, Inc., 301 Indus- 
trial Way, San Carlos, Calif. 

R. D. B. Sheppard 
Ekco Electronics Ltd., Southend-on- 
Sea, Essex, England. 

Computing Devices of Canada 
Elastic Stop Nut Corp. of Amer- 
ica, Union, N.J. 

Railway & Power Engrg. Corp. 
Elastic Stop Nut Corp. of Amer- 
ica (Relays), Pa Newark Ave., 
Elizabeth, N 

Esna me Ltd. 

Eleo Corp., “M” St., below Erie 
Ave., Philadelphia 24, Pa. 

Atlas Radio Corp. Ltd. 
Elcontrol Ltd., Wilburg Way, Hit- 
chin, Herts, London, England. 

Electrodesign 
Electra Mfg. Corp., ae Broad- 
way, Kansas City, 

Samuel C. Hooker (Canada) 

Ltd. 

Electralab Printed 
Corp., 175 “A” St., 
Heights 94, Mass. 

Smyth Electronic Comp. Ltd. 
Electric Auto-Lite Co., Port Hu- 
ron, Mich. 

Anthony Foster & Sons Ltd. 
The Electric Construction Co., 
Wolverhampton, England. 

E.C.C. Canada Ltd. 

Electric Eye Equipment Co., Dan- 
ville, Til. 

Industron Corp. 

Electric Regulator Corp., Pearl St., 
Norwalk, Conn. 

R. H. Nichols Ltd. 

Electric Soldering Iron Co., W. 
Elm St., Deep River, Conn. 

Canadian Marconi Co., Elec- 

tronic Tube & Components Div. 
Electric Specialty Co., 211 South 
St., Stamford. Conn. 

Power Service Prods. 

Electrical Chemical Specialty Co., 
1821 University Ave., St. Paul 4, 
Minn. 

R. C. Kahnert Sales Co. Ltd. 
Electrical Industries, Div. of Phil- 
ips Electronics & Pharmaceutical 
Ind. Corp., 691 Central Ave., Mur- 
ray Hill, N-J. 

Atlas Radio Corp. Ltd. 
Electrical Instruments Co. Litd., 
Boswell Sq., Industrial Estate, 
Hillburn, Glasgow S.W.2, Scotland. 

Conway Electronic Enterprises 
Electrix Corp. 

Douglas Randall Canada Ltd. 
Electro Capacitors Co., 10132 Edes 
Ave., Oakland 3, Calif. LO 8-7910. 
Electro-Ceramics, Inc., 2645 S&S. 
Second W., Salt Lake City, Utah. 

Edo (Canada) Ltd. 
Electro-Chemical Corp., New York, 


N.Y. 

Caldwell A/V Equipment Co. 
Electro Development Corp., 3939 
University Way, Seattle 5, Wash. 

Constellation Components Co. 
Electro Devices, Inc., ag Easton 
Ave., St. Louis 13, Mis: 

Associated Instrumentation & 

ayy ok. Po 





Electronics 
Needham 


Electro Preda 
St., San Eke West to 9-3326. 


Electro-Flex Heat, Inc., 83 Wood- 
bine St., Hartford 6, Conn. 
Electrodesign 
Electro Instruments, Inc., 3794 
Rosecrans St., San Diego 10, Calif. 
Electromechanical Prods. 
Electro-Logic Corp., 515 Boccaccio 
Ave., Venice, Calif. 
Computing Devices of Canada 
Electro-Mechanical Instrument Co., 
| or & Chestnut Sts., Perkasie, 


4, E-E Ltd. 
Electro-Mechanical Research, Inc., 
P.O. Box 3041, Sarasota, Fla. 

Electromechanical Prods. 
Electro-Mechanical Specialties Co., 
Inc., 528 W. Lambert, Whittier, 
Calif. 

Airflite Components Co. 
Electro Mechanisms Ltd., 220 
Bedford Ave., Slough, Bucks, 
England. 

S. Smith & Sons (Canada) Ltd. 
Electro - Miniatures Corp., 612 
Huyler St. S., Hackensack, NJ. 
HU 9-7770. 

Electro Precision Corp., P.O. Box 
669, Arkalphia, Ark. 

Electrodesign 
Electro Products, Imc., 15050 
Schaefer Hwy., Detroit, Mich. 

Pitt Distributing Co. Ltd. 

William Cohen Ltd. 

O’Connor Parts & Equipment 


Electro Prods. Labs., Inc., 4501 
~ Ravenswood Ave., Chicago 40, 


yee Instrument Corp. Ltd. 
Electro Scientific Industries, 
7524 S.W. Macadam Ave., 
land 19, Ore. 

Instronics Ltd. 

Electro Sonic Labs., Inc., 
36th St., Long Island City, A 

Smyth Electronic Components 
Electro Switch Corp., 167 King 
Ave., Weymouth 88, Mass. 

George M. Fraser Ltd. 

W. Hobson & Associates 
Electro-Tec Corp., 4 Romanelli 
Ave.. Hackensack, N.J. 

Paisley Prods. of Canada Ltd. 
Electro-Technical Prods., 113 E. 
Centre St., Nutley 10, NJ. 

Andrew Gilchrist Ltd. 

Paisley Prods. of Canada Ltd. 
Electro Voice, Inc., Buchanan, 
Mich. 

R. C. Kahnert Sales Co. Ltd. 
Electroacoustic GmbH, 425-429 
Westring, Kiel, Germany. 

Atlas Radio Corp. Ltd. 
Electrocraft, Inc., 4432 N. Kedzie 
Ave., Chicago, II. 

R. C. Kahnert Sales Co. Ltd. 
Electrodyne Corp., 503 South Mc- 
Clay St., Santa Ana, Calif. 

Applied Electronics 
Electron Prods., Pasadena, Calif. 

Electromechanical Prods 
Electronic Assistance Corp., 20 
Bridge Ave., Red Bank, N.J. 

Electrodesign 
Electronic Associates, Inc., Long 
Branch Ave., Long Branch, N.J. 

Allan Crawford Associates Ltd. 
Electronic Chemical Corp., 813 
aor Ave., Jersey City 4, 





Inc., 
Port- 


35-54 


‘William Cohen Ltd. 
Electronic Devices Corp., P.O. Box 
34-129, Coral Gables, Fla. 
Aviation Electric Ltd. 
Electronic Devices, Inc., 50 Web- 
ster Ave., New Rochelle, N.Y. 
2-8500. 
Electronic Enterprises Co., 
ark, N.J. 

Canadian General Electric Co. 
Ltd., Electronic Tube Sect. 
Electronic Fabricators, Inc., 682 

Broadway, New York 12, N.Y. 
Ray Johnston Co. Inc. (B.C.) 
Electronic Importers, Inc., 2128 
Third Ave., Seattle 1, Wash. 
Ron Merritt Co. (West) 


Electronic Instrument Co., Inc., 
3300 Northern Bivd., Long Island 
City 1, 

John R. “Tilton Ltd. (East) 

Ron Merritt Co. (West) 


New- 





lectronic Instruments Ltd., Lower 
Montlake Rd., Richmond, Surrey, 
England. 
The Glendon Inst. Co. Ltd. 
Measurement Engrg. Ltd. (ph 
meters only) 
Electronic Measurements Co., Inc., 
Lewis St. & Maple Ave., Eaton- 
town, N.J. LI 2-0300. 
Electronic Measurements Corp., 
625 Broadway, New York 12, N.Y. 
Norris Burgess 
Electronic Processes Corp., 436 
Bryant St., San Francisco, Calif. 


Electrodesign 
Electronic Products Div., 
Machinery Co., 
Beverly, Mass. 
Elder Electronics 
Electronic Research Associates, 
se 67 Factory PL, Cedar Grove, 


Post 
140 Elliott St., 


The Hoover Co. Ltd. 
Electronic Secretary Industries, 
Inc., 1101 S. Prairie Ave., Wau- 
kesha, Wis. 

Automatic Electric Sales (Can- 

ada) Ltd. 
Electronic Specialties Mfg. Corp., 
76 Irving St., Worcester, Mass. 

Hackbusch Electronics Ltd. 
Electronic Specialty Co., 5121 San 
Fernando Rd., Los Angeles 39, 
Calif. 7 
Aircraft Appliances & Equipment 


‘Electronic Tube Corp., 1200 Mer- 


maid Lane, Philadelphia 18, Pa. 
Adams Engrg. Ltd. (crt’s only) 
Electromechanical Prods. ("scopes 
and accessories) 
Electronics Development Co., Inc., 
3743 N. Cahuenga Blvd. N., 
Hollywood, Calif. 

Tele-Radio Systems Ltd. 
Electrons, Inc., 127 Sussex Ave., 
Newark 3, N.J. 

Burlec Sales Ltd. 

Electronics International Co., 145 
W. Magnolia Bilvd., Burbank, 
Calif. 

Allan Crawford Associates Ltd. 
Electropac, 62 Union St., Peter- 
borough, N.H. WA 4-641i. 
Electrovac, Vienna, Austria. 

Burlec Sales Lt 
Elgin Micronics, Div. of Elgin Na- 
tional Watch Co., 366 Bluff City, 
Elgin, Ill. 
yarrett Mfg. Ltd. 

Elima GmbH, Prenkfort/Biein 
West 13, Graefster. 93-97, W. 
Germany. 
The J. ‘W. Ellis Industries 

Ellenberger & Poensgen GmbH, 
= bei Nuernberg, W. Ger- 


ma 

ET-A Products of Canada Ltd. 
Elliott Bros. (London) Ltd., Cen- 
tury Works, Lewisham, London 
S.E.13, England. 

Measurement Engrg. Ltd. 
George Ellison Ltd., Wellhead 
Lane, Perry Barr, Birmingham, 
England. 

E.C.C. Canada Ltd. 

Elma Ferrite Lab., Saugerties, N.Y. 

Lake Engrg. Co. Ltd. 
Elstein-Werk, Germany. 

Associated Electronic Compon- 

ents 
El-Tronics, Inc., 
Philadelphia 2, Pa.; Warren Comp. 
Div., S. Irvine St., Warren, Pa. 
RA 3-6200; Alwac Computer Div., 
13040 S. Cerise Ave., Philadelphia, 
Pa. OR 8-5774. 

Emel Establishment, Paris, France. 
Canadian Research Institute 
Emerson & Cuming, Inc., 869 
Weapons St., Canton, Mass. 
J. Howard & Co. Ltd. 

Ray Johnston Co. Inc. (B.C.) 
Empire Aluminum Ltd., Glasgow, 
Scotland. 

Paisley Prods. of Canada Ltd. 
Empire Devices Prods. Corp., 
Amsterdam, N.Y. 

Instronics Ltd. 

Endevco Corp., 161 E. California 
St., Pasadena, Calif. 

Mel Sales Ltd. 

Engel & Gibbs Ltd., Warwick Rd., 
Boreham Wood, Herts., England. 
Constellation ‘Components Co. 


20 S. 15th St., 
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Engineered Electronics Co., 506 E. 
First St., Santa Ana, Calif. 
Electronic Associates Ltd. 
English Electric Valve Co., Water- 
house Lane, Chelmsford, Essex, 


land. 
Canadian Marconi Co., Micro- 
wave Tube Div. 
The English Glass Co. Ltd., Bark 
Rd., Leicester, England. 23481/2. 


English Ni Machines Ltd., 
25 apeeenee, id, Middx., 
The J. W. Ellis Industries 
Entron., Inc., P.O. Box 287, 4092 
Lawrence St., es. Md. 
Electroline TV t. Inc. 
Ron Merritt Co. cst) 
Epsco, Inc., 588 pn SE 
Ave., Boston 15, Mass. 
Compu Devices of Canada 
Douglas Randall Canada Ltd. 
Cambridge, 


las Randall Canada Ltd. 

. McGregor 
on lon Industries Ltd., Faggs Rd., 
Feltham, Middlesex, England. 

Computing Devices of Canada 
Erie Instrumentation, 12932  S. 
Weber Way, Hawthorne, Calif. 

Mel Sales Ltd. 

Escon, Imc., 725 Branch Ave., 
Providence, R.I. 

Desser E-E Ltd. 
Esterline-Angus Co., = P.O. 
Box 596, J 

a , Fraser led 

‘obson & Associates 
Fk London, W.C 2, England. 
ie ndon, 
red Sound Systems Ltd., 


(Ont.) 
Power & Mine Supply Co. (Man. 
& Sask. 


Telephone Supply 3) (Alberta) 
Ltd. (Alta. B.C 
Ether Ltd., Tyburn od Birming- 
ham 24, England. 
Measurement Engrg. Ltd. 
Ltd., 101 
E.C.3, 


Evans Electroselenium 
Leadenhall St., London 
England. 


i Glendon Inst. Co. Ltd. 
Evershed & Vignoles Lid., Acton 
Lane Works, Chiswick, London, 
Ww. 4, land. 

Evershed-Powertronic Ltd. 

R. H. Nichols Ltd. 

Ewald Instrument Co., Route 7E, 
Kent, Conn. 

Thermovolt Instruments Ltd. 
Exact Electronics, Inc., P.O. Box 
552, Portland 7, Ore. 

Allan Crawford Associates Ltd. 
Exacto Indu 730-36 
Santa Monica Blvd., Los Angeles 
46. Calif. 

Bancroft Industries Ltd. 

Excel Electric Service Co., Inc., 
= S. Western Ave., Chicago, 


General Mae tig Ltd. 
Excellex Electronic, -» 39-51 
60th St., Woodside 77, NY. 

A. Deskin Sales Em 
Expanded Metal Co. Ltd., London, 


— 

resswell-Pomeroy Ltd. 

E-Z Hook Test Products, 1536 

Woodburn Ave., Covington, Ky. 
Len Finkler Ltd. 


F 


FXR, Inc., 26-12 Hunter Ay” 
Island City 1, N.Y. ST 6-4 
Radionics Ltd. 


Long 
959. 


x D. B. Sheppard 


Fairchild Recording 
Ss 10” 4Sth Ave., Se °° 
Astral Electric Co, Ltd. 
Fairchild Semiconductor Corp., 
545 Whisman Rd., Mountain View, 
Calif. YO 8-8161. 
Falcon Machine & Tool Co., Cam- 
bridge, Mass. 

Canavia Engrg. & Sales Co. 


M. Falk, Surrey, Bageed. 
X-Ray & Radium Ltd. 








78 Falstrom Court, 
Passaic, Passaic NJ.” PR 70013. 
Fansteel Mi 
tifier-Capacitor ., 2200 
ae. N. ‘ 
. R. G. McVity & Co. 
Me Bayer A. G. 


Leverkusen, . 

Paisley Prods. of Canada Ltd. 
Farinon Electric Co., 416 “D” St., 
Redwood City, Calif. 

Aviation Electric Ltd. 

Prods. Co. Inc., 


-» Rec- 
ridan 


‘arnell Instruments Ltd., Light 
Industrial Estate, Wetherby, Yorks., 
England. 


Favag, Fabrique D’appareils Elec- 
triques S.A., Neuchatel, Switzer- 


The J. W. Ellis Industries 
Federal Electronic Sales, Federal 
— Bidg., Rockville Centre, 


a Radio Corp. Ltd. 
Federal Screw Prods., Inc., 3917 
N. Kedzie Ave., Chicago 18, Ill. 
Federated Electronics, Inc., 139-14 
Jamaica Ave., Jamaica 35, N.Y 

R. Sheppard 
Feedback Controls, 
Dr., Natick, Mass. 

Electrodesign 
Feho  Lautsprecherfabrik, 
scheid, Bl, Germany. 

German-Canadian Import Co. 

Pro Musica Ltd. 

Felten & Guilleaume Carlswerk 
A.G., Koeln-Muelheim, Germany. 
Powerlite Devices Ltd. 

Felten & Guilleaume F 
lagen GmbH., Nuernberg, 





Inc., 8 Erie 


Rem- 


Ger- 


many. 

L. G. Blunt Ltd. 
Fen-Tone Corp., 106 Fifth Ave., 
New York, N.Y. 


Fenwal Electronics, Inc., 51 Mellen 





St., Framingham, Mass. TR 2-5110. 
Rousseau Controls Ltd. 
Ferrodynamics Corp., Lodi, N.J. 
E. S. Gould Sales Co. 
Ferrotec, Inc., 217 California St., 
Newton 58, Mass. 
Dage Corp. 

Ferrotran Electronics Co., Inc., 
693 Broadway, New York 12, N.Y. 
Prime Electronic Components 
Ferroxcube Corp. of America, 50 

E. Bridge St., Saugerties, N.Y. 
Rogers Elec. Tubes & Comp. 

Fibre Mfg., Newton, N.C. 
Paisley Prods. of Canada Ltd. 

Fibremetal Prods. Co., Chester, 


Pa. 

Canadian Liquid Air Co. Ltd. 
Fidelity Instrument Corp., 1000 
East Boundary Ave., York, Pa. 

Railway & Power Engrg. Corp. 
Fielden Electronics Ltd., Paston 
Rd., Wythenshawe, Manchester 22, 
England. 

Measurement Engrg. Ltd. 

Film Capacitors, Inc., 3400 Park 
Ave., —— York 56, NY. 
line Corp., Milford, Conn. 

Caldwell A/V Equipment Co. 
Filmohm Corp., 48 W. 25th St., 
New York 10, N.Y. WA 4-6605. 
Filtors, Inc., 30 Segemore Hill 
Dr., Port Washington, N bee 

Marsland Engrg. Co. Ltd. 
Filtron Co., Inc., 131-15 Fowler 
Ave., Flushing 55, N. 

Aircraft Appliances “a Equip- 

ment Ltd. 
yee Finney Co., 34 W. Interstate 
Bedford, O. 

"Denntsentes Ltd. 

E. Fischer & Co., Busswil-Bienne, 
Switzerland. 

Emile Tasso Agencies 
The Fisher-Pierce Co., Inc., 170 
Pear! St., South Braintree, Boston, 


Mass. 

George M. Fraser Ltd. 
Fisher Radio Corp., 21-21 
Dr., Long Island City 1, N.Y. 

Canadian Marconi Co., 

Tube & Comp. Div. 


44th 
Elec. 
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Flahan 7615 Lanyard Dr., 
Cleveland 3, 


Atlas Radio , am Ltd. 
Flexaust Co., 100 Park Avenue, 
New York 17, N.Y. 

Hope Machinery Co. Ltd. 
Flight Research, P.O. Box 1-F, 
Richmond 1, Va. 

Computing Devices of Canada 
Flow Corp., 85 Mystic St., Arling 
ton 74, Mass. 

Radionics Ltd. 


The John Fluke Mfg. Co., Inc., 
P.O. Box 7161, Seattle, Wash. 

Ilan Crawford Associates Ltd. 
Forbes & Wagner, Inc., 345 Cen- 
tral Ave., Silver Creek, N.Y. 

Prime Electronic Components 
Foredom Electric Co., Bethel, 
Conn. 

Empire Engrg. Co. 

Fortiphone Ltd., 92 Middlesex St., 
London £.1, 

John Herring & Co. Ltd. 
Fourjay Industries, 2360 W. Doro- 
thy Lane, Dayton 39, Ohio. 

Len Finkler Ltd. 

P. X. Fox Ltd., Hawksworth Rd., 
Horsforth, . Yorks, England. 
Horsforth 2831/2. 

Inc., E. 


Franklin Electronics, 
Fourth St., Bridgeport, Pa. 

Electrodesign 
Freed Transformer Co., Inc., 1713 
Weirfield St., Brooklyn 27, N.Y. 

Conway Electronic Enterprises 
Freeport Engrg. Co., 350 Fifth 
Ave., New York 1, N.Y. 

Tellurometer Canada Ltd. 
Frequency Standards Lid., P.O. 
Box 504, Ashbury Park, NJ. 

Mel Sales Ltd. 

Dr.-Ing. Frank Fruengel GmbH, 
79 Wittenbergener Weg, Hamburg- 
sen, Germany. 

Mechron Engrg. Prods. Ltd. 
Fry’s Metal Foundries Lid., Tan- 
dem Works, Merton Abbey, Lon- 
don S.W.19, England. 

Electrovert Ltd. 

Fuse Indicator Corp., 99 Chauncy 
St., Boston, Mass. 

Burlec Sales Ltd. 

Fusite Corp., 6000 Fernview Ave., 
Cincinnati 13, O. 

The Glendon Co. Ltd. 

Fuze-On Products, Inc., 1620 W. 
Central Rd., Mount Prospect, Ill. 
Lake Engrg. Co. Ltd. 


G 


GC Electrocraft Co., 400 S. Wy- 
man St, Rockford, lil. 

Chas. 'W. Pointon Ltd. (East) 

D. *Fidon McLennan Ltd. (West) 
G-C Electronics Mfg. Co., 400 S. 
Wyman St., Rockford, Ill. 

Chas. W. Pointon Ltd. (East) 

D. Eldon McLennan Ltd. (West) 
G-V Controls, Inc. 28 Hollywood 
Plaza, East Orange, 

Leonard Electric Ltd. “ast) 

Arva (West) 

Gabriel Electronics Div., The Ga- 
briel Co., Main & Pleasant Sts., 
Millis, Mass. 

Atlas Radio Corp. Ltd. 

The Gamewell Co., 1238 Chestnut 
St., Newton Upper Falls 64, Mass. 

Douglas Randall (Canada) Ltd. 
Gamilen Chemical Co., 321 Vic- 
tory Ave., South San Francisco, 
Calif. 

Railway & Power Engrg. Corp. 
Garlock, Inc., Camden 1, N.J. 

Lake Engrg. Co. Ltd. 

Garrard Engrg. & Mfg. Co. Léd., 
Swindon, Wilits., England. 

Chas. W. Pointon Ltd. 

The Garrett Corp., AiResearch 
Mfg. Divs., Los Angeles, Calif. 
and Phoenix, Ariz. 

Garrett Mfg. Ltd. 

Geerz Gebr., Hamburg, Germany. 

John R. Tilton Ltd. 


The Gems Co., Inc., 
Lane, Farmington, Conn. 
John Bes €o. 





Sheppard 


General Abrasive Co., Niagara 
Falls, N.Y. 
Soden Chemicals Div. 


indicates an advertiser; see page 183. 
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Automatic 
Union City, NJ. UN 


General 
33rd. St., 
4-1867. 


Electromechanical Prods. 
General Control Co., 1200 Sol- 
diers Field Rd., Boston 34, Mass. 

Airflite Components Co. 
General Electric Co., Lamp Depts., 
Cleveland, Ohio. 

Canadian General Electric Co. 

Ltd., Lamp Dept. 
The General Electric Co. Liéd., 
wee House, Kingsway, London 
England. 

Canadian General Electric ’ 
Ltd. EE&TD (Communica- 
tion prods. of the Transmis- 
sion Div. only) 

General Hermetic eo 
99 E. Hawthorne Ave., Valley 
Stream, N.Y. VA 5-6363. 
General Industries Co., 
Taylor Sts., Elyria, O. 

Chas. W. Pointon Ltd. 


Olive & 


Corp., 

Gouverneur St., Newark 4, NJ. 

General Instrument — F. 

Sickles of Canada Ltd. 

General Magnetics, Inc., 135 
Bloomfield Ave., Bloomfield, NJ. 
PI 8-2400. 
General Precision Lab., Inc., 63 
Bedford Rd., Pleasantville, N.Y. 

Northern Electric Co. Ltd. 
General Prods. Corp., 
Springs, N.Y. 

Len Finkler Ltd. 
General Radio Co., 22 Baker Ave., 
West Concord, Mass. 

General Radio Co. (Toronto) 
General Signal & Time Systems 
Ltd., 73 Great Peter St., London, 
England. 

D. & B. Sound & Signals, Inc. 
General Tire & Chemical, Wabash, 
Ind. 

W. R. Watkins Co. Ltd. 


Union 


General Transistor ep ied 
138th Pl, Jamaica 35, 

Desser "E-E Lid 
General Transistor Western Corp., 
6110 Venice Bivd., Los Angeles, 


Desser E-E Ltd. 

Genisco, Inc., 2233 Federal Ave., 
Los Angeles 64, Calif. 

Lisle Instrument Systems 
Gerber Scientific Corp., Hartford, 
Conn, 

Electromechanical Prods. 
Gernsbach Publications, Inc., 154 
West 14th St., New York, N.Y. 

Len Finkler eo 
Gertsch Prods. 3211 S. La 
Cienega, Los a. 16, Calif. 

Atlas Inst. Corp. Ltd. 
Giantview Closed Circuit Television 
Network, 901 Livernois, Ferndale 
20, Mich. 

Electroline Television Equipment, 

Gilfillan Bros., PF 1815 Venice 
rere Los Angeles 6, Calif. DU 


Gill Electric Mfg. Corp., Redlands, 
Calif. 
Abercorn Aero Ltd. 
Gilmore Industries Ltd., 13015 
Woodland Ave., Cleveland, Ohio. 
Tatnall Measuring & Nuclear 
Systems Ltd. 
Gilson Medical Electronics, Mid- 
dieton, Wis. 
Electrodesign 
Glaser-Steers ~ 155 
St., Newark 4, N. 
Alex L. Clark Ltd. 


Globe Industries, re 1784 Stan- 
ley Ave., Dayton 4, O. 


Leonard Electric Ltd. 
Fred Goat Co., Inc., 314 Dean 
St., Brooklyn 13, N.Y. 

Musimart of Canada Ltd. 
Godard-Mijnhardt, N.V., Utrecht, 
Holland. 

Electrodesign 


Golay-Buchel, Lausanne, Switzer- 


nd. 
Canadian Research Institute 


The Goldring a. Co. (Great 
Britain) Ltd., H Rd., 
a London, E.1l1, Eng- 


Musimart of Canada Ltd. 


Oraton 





U. S., U. K. and Other Manufacturers 


Gonset Div., Young Spring & Wire 
Corp., 801 S. Main St., Burbank, 
Calif., TH 5-8711. 


Good-All_ Electric Mfg. Co., 
112 W. First St., Ogallala, Neb. 
A. T. R. Armstrong Ltd. 
Goodmans Leagan Ltd., Axiom 
Works, Wembley, Middx. land. 
A. C. Simmonds & Sons Ltd. 
Nickam Insts. & Supply Ltd. 
B. F. Goodrich, Sponge Prods. 
Div., 64 Derby P1., ton, Conn. 
Gordos 250 Glenwood Ave., 
TR 


R Armstrong Ltd. 


W. L. Gore & Associates, Inc., 
487 Papermill Rd., oa Dela. 
Airflite Components Co. 
Goring Kerr Ltd., Station Rd., 
Gerrards Cross, Buc ngland. 
Measurement Engrg. "Ltd. 
Gorn Electric Co., Inc., Aircraft 
Controls Co. and Gorn Electronics 
Stamford, 


Winnett Boyd Ltd. 
Gorrell & Gorrell, 33 Old Hook 
Rd., Westwood, N.J. 
Tecneek Associates 
P. Gossen & Co. GmbH, Erlangen, 
Germany. 
Canadian Research — 
100 
FR 


Grampian Reproducers, Ltd., Han- 
worth, Feltham, Mdx., England. 

Astral Electric Co. Ltd. 
Granco Inc., 36-07 20th 
Ave., Long Island, N.Y. 

Clairtone Sound Corp. Ltd. 
Grand Inc., 17360 
Hayes Ave., Grand Haven, Mich. 
Willard Spenser Co. 

Corp., 


y & Hardware 
St., Ww. Nyack, N.Y. 
. M. Thomas Co. Ltd. 
Gray Mfg. Co., 16 Arbor St., 
Hartford, Conn. 
Applied Electronics 
Grayhill, Inc., 561 Hillgrove Ave., 
LaGrange, Ill. 
Lake Engrg. Co. Ltd. 
Burt C. Porter Co. (B.C.) 
Great Lakes Mfg. Gm... Ne 1 
Monticello Blvd., Cleveland oO. 
Delta Aircraft’ Equipment =. 
Great Northern T 
Copenhagen, Denmark. 
MC (Canada) a 
Mi drel Indices,” i 
andre ustries, 
—— Ind i 
Louis 17, Mo. ST 1-988: 
joan Instruments 
North Ave., New Rochelle, N.Y. 
John R. Tilton Ltd. 
Gremar ie Bete 7 North 
Ave., Wakefield, 
Aipha Aracon Radio Co. Ltd. 
Desser E-E Lt aq 


The Grigsby Inc., 407 N. 
Salem Ave., aietan Heights, Ii. 
Lake Engrg. Co. Ltd. 
Groov-Pin Corp., 1125 Hendricks 
Cae, Ridgefield, J. 
Metal & Wood Fastening De- 
vices 2 My 
Grandig a GmbH, Fuerth/ 
ee Kurgartenstr. 37, Germany. 
G. Bont. Ltd. (Industrial 
products) 


Guardian Electric Mfg. Co., 1550 


W. Carroll Ave., Chicago 7, Ill 
A. C. Simmonds i. Sons Ltd. 
Gudebrod Bros. S = Sn Ba 12 
S. 12th St., Philadelphia Pa. 
Whittaker Electronics Lid. 
Guest Prods. c. 3 35-04 30th St., 
Long Island City, N.Y. 
Burlec Sales Ltd. 
Guidance Controls Corp., 110 
Duffy Ave., Hicksville, N.Y. 
Conway Electronic Enterprises 
Gulton Industries, Inc., 212 Dur- 
ham Ave., Metuchen, N.J. 
Titania Electronic ¢ Corp. of Can- 
a 





Gyra Electronics Corp., P.O. Box 
184, La Grange, Ill. FL. 4-4644. 
Gyro-Stabilizer Corp., Chester. Air- 
port, Deep River, Conn. 

x L. Clark Ltd. 
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H 


H-B Instrument Co., American & 
Bristol Sts., Philadelphia 40, Pa. 

John Herring & Co. Ltd. 
Haag-Streit, A.G., Liebefeld-Bern, 
Switzerland. 

The J. W. Ellis Industries 
Haenni and Co. A. G., Jegenstorf, 
Switzerland. 

Thermovolt Instruments Ltd. 
Hallam, Sleigh & Cheston Litd., 
Bagot St., Birmingham 4, England. 

General Communications, Ltd. 
Hallamore Electronics Co., 8352 
Brookhurst Ave., Anaheim, Calif. 

Tele-Radio Systems Ltd. (Tele- 

phone equipment only) 
The Hallicrafters Co., 4401 W. 
Fifth Ave., Chicago, Ill. 

E. S. Gould Sales Co. 
Hailikainen Instruments, 
Calif. 

Industron Corp. 
Hamilton Hall Resistor Corp., 227 
a Water St., Milwaukee 2, 

is. 

The Glendon Co. Ltd. 

Active Radio & T.V. Ltd. 
Hamlin, Inc., Lake & Grove Sts., 
Lake Mills, Wis. 

Electrodesign 
Hamlyn Electronics Corp., P.O. 
Box 385, New York 17, N.Y. 

Aviation Electric Ltd. 

The Hammarloud 
460 W. 34th St., 


N.Y. 
The Ahearn & Soper Co. Ltd. 
(COC eqpt. & comm. receiv- 


ers 

White Radio Ltd. 
Hanovia Lamps, Bath Rd., Cip- 
penham, Slough, Bucks., England. 

Tecneek Associates 
gs Hindle, Inc., 40 Hermon 

Newark 5, N.J. 

ay Herring & Co. Ltd. 

Ray Johnston Co. (B.C.) 
Harman-Kardon Inc., 520 Main 
St., Westbury, L. L, N.Y. 

Alex L. Clark Ltd. 

W. Harrison, Station Rd., 
Hall, Lancs., England. 

Conway Electronic Enterprises 
Harrison Labs., Inc., 45-53 In- 
dustrial Rd., Berkeley Hts., N.J. 
CR 3-9123. 

The Hart Mfg. Co., 107 Bartho- 
lomew Ave., Hartford 1, Conn. 
Canadian Sales Office: The Hart 
Mfg. Canada Ltd., 244 Edwards 
St., Aurora, Ont. PA 7-4231 and 
Toronto WA 1-5094. 

Hartford Steel Ball Co., Inc., Hart- 
ford 6, Conn. 

Lyman Tube & Bearings Ltd. 
The Hartman Electrical Mfg. Co., 
175 N. Diamond St., Mansfield, O. 

Aircraft Appliances & Edquip- 

ment Ltd. 
Hartmann & Brava A.G., Frank- 
furt/Main _— 13, Graefstr. 93-97, 
W. German 

The J. w. Ellis Industries 
Harvey Mfg., 408 St 
Rochester, N.Y. 

Hope Machinery Co, Ltd. 
Harwald Co., 1245 Chicago Ave., 
Evanston, Ill. 

Caldwell A/V Equipment Co. 
Harwin Engineers Ltd., Rodney 
Rd., Portsmouth, Hants., England. 
35555. 

Hasler A.G., Beltstrasse 23, Berne, 
Switzerland. 
Engineered Sound Systems Ltd., 
(Intercom. only) 

International Systcoms Ltd. 
Hastings Raydist Inc., Newcombe 
Ave., Hampton, Va. 

Keith Mercer Co. Ltd. 
Hatfield Instruments Ltd., 
ley Rd., Horsham, Sussex, 





Berkley, 


Mfg. Co., Inc., 
New York 1, 


Midge 





Paul’s, 


Craw- 
Eng- 


and. 
Electrodesign 

Hath Instr Inc., 5800 

E. Jewell Ave., Denver 22, Colo. 
Canadian Research Institute 
B. H. McGregor 

- Haydon Co., 232 N. 


w 
Waterbury 20, Conn. 
Electronics Industries 





The A. 
Elm St., 
Philips 


Haydon Div., General Time Corp., 
245 E. Elm St., Torrington, Conn. 
Lisle Instrument Systems 
Haydon Switch, Imc., 536 5S. 
Leonard St., Waterbury 20, Conn. 
Philips Electronics Industries 


Heinemann Electric Co., 166 Plum 
St., Trenton 2, N.J. 
F. D. Bolton Ltd. and Douglas 
Power Egqpt. Ltd. (West) 
T. Shaw (East) 
Heldor Mfg. Co., Inc., 238 Lewis 
St.. Paterson, N.J. 
H. C. Machin & Associates Ltd. 
Heli-Coil Corp., Danbury, Conn. 
W. R. Watkins Co. Ltd. 
Dr. Ing. Rudolf Hell, 
Grenzstrasse 1-5, Germany. 
Sears Ltd. (Graphic eqpt.) 
The Ahearn & Soper Co. Ltd. 
(Morse & telephoto eqpt.) 
Henry & Thomas Lid., London, 
England. 
Mechron Engrg. Prods. Ltd. 
W. C. Heraeus GmbH, Germany. 
Associated Electronic Compon- 
ents 
Hermetic Pacific 
City Bivd., 





Kiel, 


Corp., 4232 
Rosemead, 


, Hermetics Ltd. 
Hermetic Seal Corp., 
Sixth St., Newark 7, N.J. 

au Hermetics Ltd. 

rmetic Seal Transformer Co., 
$85 N. S5th., P.O. Box 978, Garland, 
Tex. BR 6-5141. 


Hewlett-Packard Co., 295 
Mill Rd., Palo Alto, Calif. 

Atlas Inst. Corp. Ltd. 
Lg Hewson Co., Inc., 


29-37 S. 
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Newark, 


Lisle Instrument Systems 

Powerlite Devices Ltd. 

Heyman Mfg. Co., 300 N. Michi- 
gan Ave., Kenilworth, N.J. 

Cords (Canada) Ltd. 

Hi-G Inc., Bradley Field, Windsor 
Locks, Conn. 

John Herring & Co. Ltd. 

HI-Q Div., Aerovox Corp., Myrtle 
Beach, S. C. 

Aerovox Canada Ltd. 

Hickok Electrical Instrument Co., 
10514 Dupont Ave., Cleveland, O. 

Stark Eiectronic Sales Co. 

High Voltage Engrg. Corp., Bur- 
lington, Mass. BR 2-1313. 
Hil Corp., Rockford, Ill. 

John Best Co. 

Hilger & Watts Lid., 
Town, London, England. 
Bestec (Canada) Ltd. 
Hillburn Electronic Prods. Co., 55 
Nassau Ave., Brooklyn 22, N.Y. 

ST 2-3875-6-7. 
Richard Hirschmann, 
Neckar, Germany. 

German-Canadian Import Co. 
Hitachi Ltd., Tokyo, Japan. 

Canadian Research Institute 

Hit-Ray Electronics 

Tecneek Associates 
Hitemp Wires, Inc., 1200 Shames 
Dr., Westbury, LJ., N.Y. ED 
3-4600. Eastern Canadian Sales: 
Philip L. Kirsh Associates, 223 
Windermere Rd., Rochester, N.Y. 
BU 8-0705. 

Hoffman Semiconductor Div., Hoff- 
man Electronics Corp., 930 Pitner 
Ave., Evanston, Ili. 

Aeromotive Engrg. Prods. Ltd. 
Hollingsworth Co., Solderless 
Terminal Div., Nutt & French 
Creek Rds., P.O. Box 430, 
Phoenixville, Pa. 

Leonard Electric Ltd. 

- em Film Co., Hollywood, 
alif. 

Caldwell A/V Equipment Co. 
Holt Instrument Co., Oconto, Wis. 

Electromechanical Prods. 

Holub Industries, Inc., 413 DeKalb 
Ave., Sycamore, II. 

A. C. Simmonds & Sons Ltd. 
Holyoke Fabrics, Inc., -10 East 
39th St., New York, N.Y. 

E. S. Gould Sales Co. 

Hooker Chemical Corp., Niagara 
Falls, N.Y. 
Soden Chemicals Div. 


Camden 


Esslingen/ 


Hoover Electronics Co., 110 W. 

Timonium Rd., Timonium, Md. 
The Hoover Co. Ltd. 

Hopkins Engrg. Co., 12900 Foot- 

hill Blvd., San Fernando, Calif. 
Whittaker Electronics Ltd. 

Horstmann Gear Co. Ltd., New- 

bridge Works, Bath, land. 
Burlec Sales Ltd. 

Hose McCann Telephone Co., Inc., 

oe St. E.-3rd Ave., Brooklyn 32, 


‘Sperry Gyroscope Co. of Canada 
Houghton Labs., Inc., 322 Hough- 
ton Ave., N.Y. 

Hysol (Canada) Ltd. 

Houston Instrument Corp., P.O. 
Box 22234, Houston 27, Tex. 

B. H. McGregor 
Howard Industries, Inc., 1760 State 
St., Racine, Wis. 

Alliance Div., 

Wares Ltd. 

Howell Instrument Co., 3101 Trin- 
ity St., Fort Worth 7, Tex. ED 
6-4818. 
Hoyt Electrical Instrument Works, 
42 Carleton St., Cambridge 42, 
Mass. EL 4-1643. Sales Div.: Bur- 
ton-Rogers Co., same address. 

Frank T. Ross & Sons Ltd. 
Harvey Hubbell, Inc., Bridgeport, 
Connecticut. 

W. R. Watkins Ltd. 

Huber Industries, Inc., 4960 Hill- 
side Ave., Cincinnati 33, O. 

Computing Devices of Canada 
Hudson Lamp Co., Kearny, N.J. 

Atlas Radio Co. Ltd. 

Hudson Wire Co., 62 Water St., 
Ossining, N.Y. 

J. J. Theobald, Inc. 

Huggins Labs., Inc., 711 Hamilton 
Ave., Menlo Park, Calif. 
Radionics Ltd. 


Hughes Aircraft Co., Culver City, 
Calif. 
R-O-R Associates Ltd. 


Hughey & Phillips, Inc., 3200 N. 
=. Fernando Bilvd., Burbank, 


General Steel 








Beechey Enterprises 
Charles A. Hulcher Co., Inc., 91 
“G” St., Hampton, Va. 

Computing Devices of Canada 
Humphrey, Inc., 2805 Canon St., 
San Diego 6, Calif. 

Railway & Power Engrg. Corp. 
A. H. Hunt (Capacitors) Ltd., 
Garrett Lane, London S.W. 18, 


England. 


Adams Engrg. Ltd. 

Hunter Tools, 9851 Alburtis, Santa 
Fe Springs. Calif. 
Len Finkler Ltd. 
Hurst Tool & Mfg. Co., Princeton, 
Ind. 
R. C. Kahnert Sales Co. Ltd. 
(East) 

Chas. L. Thompson Ltd. (West) 
Hy-Gain Antenna Prods., 249 N. 
48th St., Lincoln, Neb. 

E. S. Gould Sales Co. 

Hycon Mfg. Co., 1030 S. Arroyo 
Pkwy., Pasadena, Calif. MU 1- 
9381. 

Hermes Electronics Co., 75 Cam- 
bridge Pkwy., Cambridge 42, Mass. 
Computing Devices of Canada 
Hydraulic Research & Mfg. Co., 
2835 N. Naomi St., Burbank, Calif. 
Aircraft Appliances & ‘Equip- 

ment Ltd. 


I 


LD.E.A., Inc., 7900 Pendleton 

ie Indianapolis 26, Ind. 
T. R. Armstrong Ltd. 

- M. Lee Co. (B.C.) 
TE Mfg., 325 N. Hoyne Ave., 
Chicago 12, IIL 

Atlas Radio Corp. Ltd. 
I. H. Mfg. Co., 109 Prince St., 
New York 12, N.Y. 

Active Radio & T.V. Ltd. 
IMC Magnetics "Ry 570 Main 
St., Westbury, L.I 

M. J. Howard & Co. Ltd. 
Ideal Industries Ltd., 5103 Park & 
Borden Aves., Sycamore, Il. 

Irving Smith Ltd. 
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Inc., 


Ideal Precision Meter Co., 
214-18 Franklin St., Brooklyn 22, 
N.Y. EV 3-6904. 


Illinois Condenser Co., 1616 N. 
7 22, Il. EV 


Active Radio & T.V. Ltd. 
Iumitronic ee 680 E. Taylor, 
Sunnyvale, 

Len Fiakice 1 Ltd. 

Alfred Imhof Ltd., 112-116 New 
Oxford St., London, W.C. 1, Eng- 
land. MU 7878. 

Measurement Engrg. Ltd. 


Imperial Chemical Industries Ltd., 
Plastics Division, Herts., England. 

Bg ag Ltd. 
am 


wrthe "A Ave., _ ll, 

Mawer Sales Ltd. 
Industrial Control Co., Central 
Ave. at Pinelawn, Farmingdale, 
Lay e 

Tecneek Associates 
Industrial Development Labs., Inc., 
982 eB Rd., Edgewater, N.J. 


WH 3 
Industrial Devices, Inc., 982 River 
Rd., Edgewater, N.J. 
Willard Spenser Co. 
(Ont. & -)e 
Industrial [Electronic Engineers, 
3973 Lankershim Bivd., N. Holly- 


Westronic Engrg. Sales 
Industrial Hardware Mfg. Co., 
Inc., 109 Prince St., New York 
12, N.Y. 

Atlas Radio Corp. Ltd. 


Industrial Inc., 89 
Commerce Rd., Cedar Grove, N.J. 

Lisle Instrument Systems 

Van Waters & Rogers (West) 
Industrial Process Engineers, Inc., 
8 Lister Ave., Newark 5, N.J. 

General Communications Ltd. 
Industrial Prods. Div., Amphenol- 
Borg Electronics Corp., 33 E. 
Franklin St., ~~ Conn, 

The Glendon Co. 
Industrial Radio cae 2 N 
Parkside Ave., Chicago 44, “ou. 

Tele-Radio Systems Ltd. 
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Retaining Ring Co., 
Irvington 11, N.J. 
ess & Co. 
Mt y "Second, 

Arbor, Mich. 

John Herring & Co. Ltd. 
Industrial Test E i Co., 55 
E. 11th St. New Work 3 , WY. 

Electrodesign 
Industrial Timer Corp., 1407 Mc- 

Carter Hwy., Newark 4, N.J. 

A. C. Simmonds & Sons ‘Ltd. 
Industrial Transformer Corp., 
1001 N.W. 63rd Dr., N. Miami, 
Fla. NA 1-0514. 
Industrial Winding Machinery 
Corp., P.O. Box 62, New York 5, 
N.Y. WH 3-1754. 

Industro Corp., L.I., N.Y. 

Canadian General wag = Co. 

Ltd., Electronic Tube 
Inet Div., Leach . 18435 
Susana Rd., Compton, » 

Brian Engrg. Ltd. 

The Infra Red Development Co. 
Ltd., 40 Tewin Rd. a Gar- 
den ’ City, Herts., Engl 

Electrodesign 
— Buro 
Germ: 

L. ri Blunt Ltd. 
Injectorall Cc., 2081 Shore Park- 
way, —~—> 14, N.Y. 

. MacQuarrie Sales 


nied ps tte Prods., Inc., 1200 
Commerce Ave., Union, N.J. 
Desser E-E Ltd. 


Instron Engrg. 2500 Wash- 
ington St., ey 
Elder Electronics 


Instructomatic, Inc., 8310 Fenkell 
Ave., Detroit 38, Mich. 

Engrd. Sound Systems Ltd. 
Instrument Development Labs., 67 
Mechanic St., Attleboro, Mass. 

Mel Sales Ltd. 

Labs., 315 W. Walton 


Instrument 
Pl., Chicago 10, 
General Communications Ltd. 


Industrial 
os o. 
Inc., Ann 


Atlas, Kiel, 





Instruments for Industry, Inc., 155 

Glen Cove Rd., Mineola, L.L., N.Y. 
Electrodesign 

Instrument Mfg. Corp. of South 

Africa Ltd., P.O. Box 23, Plum- 

stead, Cape Prov., South Africa. 
Tellurometer Canada Ltd. 


Insulators Ltd., England. 
Pfeiffer Electronic Labs. 


ester, 
Electrovert Ltd. 
International Electronic Research 


145 W. Magnolia Bivd., 
Barbaak Calif. 


R-O-R’ Associates Ltd 
Don Smith Sales Co. (B.C.) 





International Instruments, Inc., 
P.O. Box 2954, New Haven, Conn. 
Whittaker Electronics Ltd. 
International Rectifier Corp., 233 
Kansas St., El Segundo, Calif. 
Douglas Randall Canada Ltd. 


International Research & —- 4 
ment Corp., P.O. Box 55, Worth- 


ee, 3. t 
artin Industrial Sales Ltd. 


International Telephone & Tele- 
graph Corp., P.O. Box 412, Clif- 
ton, N.J. 

Standard Telephones & Cables 

Lake Engrg. Co. Ltd. (Compon- 

ents Div.) 
& Vosseler, Schwenningen 
a.N., W. Germany. 

Aeromotive Engrg. Prods. Ltd. 
Iron Fireman Mfg. Co., Electronics 
Div., 2838 S.E. Ninth ” Ave., Port- 
land 2, Ore. BE 4-6551. 

Isopad Ltd., Barnet By-Pass, Bore 
ham Wood, Herts., England. 

Electrovert Ltd. 
Isophon-Werke GmbH, 
Tempelhof, Germany. 

Geerz & Holm Canada Ltd. 
Itemco, Inc., P.O. Box 191, 
Washington, N.Y. 

Whittaker Electronics Ltd. 


J 


5-B-T Instruments Inc., 441 Chapel 
St., New Haven, Conn. 

R. C. Kahnert Sales Co. Ltd., 
Cc. M. Robinson Co. (West) 


3 F D Electronics, Inc., 1462-62nd 
Ave., Brooklyn 4, N.Y. 

John R. Tilton Ltd. 

Jack & Heintz, Inc., 17600 Broad- 
way Ave., Cleveland 1, Ohio. 

Aircraft App Equip- 

ment Ltd. 
Jackson Bros. (London) Liéd., 
Kingsway, Waddon, Croydon, Sur- 
rey, England. 

R. Mack & Co. Ltd. (West) 
Jackson Electrical Co., 
124 McDonough St., Dayton 2, O. 

Canadian Marconi .» Elec- 

tronic Tube & Components Div. 
Richard Jahre, Berlin, Germany. 

The Ahearn & Soper Co, Ltd. 
James E ics, Inc., 4050 N. 
Rockwell St., eee, Til. 

Telequipment Mfg. Co. Ltd. 
Jan Hardware Mfg. Co., Inc., 75 
N. 11th St., Brooklyn 11, N.Y. 

a. Gs MacQuarrie Sales 
Japan Piezo Electric Co., Tokyo, 
Japan. 

S. H. Parker Co. 

Jaquet Ltd., 19/25 Thannerstrasse, 
Basle, Switzerland. 

ec J. W. Ellis Industries 
The c. O. Jelliff Mfg. Corp., Pe- 
qont -% Southport, Conn. 

Theobald, Inc. 
he Sects Comp. 743 Circle 
Ave., Forest Park, Ill. 
Wholesale Radio & Elec. Ltd. 


Jennings Radio Mfg. Corp., P.O. 
Box 1278, San Jose 8, Calif. CY 
= 

— th. ee 508 W. Liberty 
— N.Y. 
Wiliard Spenser Co. 
A/S 7 Jensen 
Prods. Ltd., 
Glostrup, ¢ Cone 


I/S Jensen Electric, Industrigaar- 


Berlin- 


Port 








Condenser 
Industrivej 4, 
Denmark. 
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den, 86 Finsensvej, Copenhagen, 
Denmark. 


Associated Electronic Compon- 
ents. 


Jensen Industries, Inc., 7333 W. 
yt % St., Forest Park, Ill. 
~~ * Armstrong Ltd. 


Jerrold” Bide. 
omg & Leitigh, Philadelphia 32, 


Jerrold Electronics (Canada) Ltd. 
E. F. Johnson Co., 206 Second 
Ave., S.W., Waseca, Minn. 

A. C. Simmonds & Sons Ltd. 

Dave M. Lee Co. (B.C.) 

K. W. Johnson & Co., Inc., 1825 
Webster St., Dayton 4, Ohio. 

Airflite Components Co. 
Johnson Bronze, New Castle, Pa. 

Lyman Tube & Bearings Ltd. 
Johnson Electronics, Inc., P.O. Box 
1675, Casselbury, Fla. 

John R. Tilton Ltd. 

Johnson Matthey & Co. Liéd., 
Hatton Garden, London E.C.1, 
England. 

Johnson Matthey & Mallory 
Herrick L. Johnston, Inc., Colum- 
bus 8, Ohio. 

Canavia Engrg. & Sales Co. 
Jonathan Mfg. Co., 320 E. Walnut, 
Fullerton 1, Calif. 

Whittaker Electronics Ltd. 
Jones & Lamson Machine Co., 
160 Clinton St., Springfield, Vt. 

Rude! Machinery Co. Ltd. 
Hiram Jowes Electronics, 2313 W. 
Olive St., Burbank, Calif. 

E. S. Gould Sales Co. 

M. C. Jones Electronics Co., Inc., 
185 N. Main St., Bristol, Conn. 

Aviation Electric Ltd. 

Jones Motrola Corp., 432 Fair- 
field Ave., Stamford, Conn. 

Tecneek Associates 
Jones Stroud Ltd., Nottingham, 
England. 

Astral Electric Co. Ltd. 
Joyce, Loebel & Co. Léd., 
tp Newcastle-upon-Tyne, 

nd 

Electrodesign 
Judson Bigelow Sales Co., P.O. 
Box 3575, Cranston 10, R.I. 

B. H. McGregor 
Julie Research Labs., Inc., 556 W. 
168th St., New York 32, N.Y. 

Radionics Ltd. 





Vine 
Eng- 


K 


K.L.G. Sparking Plugs Ltd., Spe- 

cial Prods. Div., Putney Vale, 

London S.W. 15, England. 
Consolidated Electronic Equip- 


ment Co. Ltd 
Kaar Engrg Corp. 2995 Middle- 
field Rd., Palo Alto, Calif. 

Tele-Radio Systems Ltd. 

Hart Electronics Ltd. (West) 
Kahle Engrg. Co., 3322 Hudson 
Ave., Union City N.J. UN 717-6500. 
Kansainu Works Co. Ltd., 
Nishinotoin Shijo Agaru, Nakagyo- 
ku, Kyoto, Japan 
A. B. Kanthal, 
Sweden. 

Ferro Enamels (Canada) Ltd. 

Lake Engrg. Co. Ltd. 

Lochhead Haggerty 

Mfg. Co. Ltd. 
Kasama_ Electronic 
Ltd., 59/61 Union St., 
S.E.1, England. : 

Conway Electronic Enterprises 
Kato Engrg. Co., 1415 First Ave., 
Mankato, Minn. 

Acme Elec. Corp, Ltd. (East) 
Chas. L. Thompson Ltd. (West) 
Katolight Corp., First Ave. at 

Chestnut St., Mankato, Minn. 

Acme Elec. Corp. Ltd. (East) 

Chas. L. Thompson Ltd. (West) 
Kay Electric Co., 14 Maple Ave., 
Pine Brook, N.J. 

Mel Sales Ltd. 

The Kaynar Co., Los 
Calif. 

Abercorn Aero Ltd. 
Kearfott Co., Inc., 1378 Main Ave., 
Clifton, N.J. 

Lake Engrg. Co. Ltd. 


Hallstahammar, 


Engrg. & 


Instruments 
London 


Angeles, 


indicates an advertiser; see page 183. 


Keil Engrg. Prods., 4356 Duncan 
Ave., St. Louis 10, Mo. 
Keithley Instrument, Inc., on 
Euclid Ave., Cleveland 6, 
Kellogg Switchboard & mciae Co., 
79 W. Monroe St., Chicago 3, LIL 
Electrolabs (Jue.) 
Electronic Service Supply Co. 
(West) 
Kelvin Electric Co., 5907 Noble 
Ave., Van Nuys, Calif. 

Conway Electronic Enterprises 
Kemode Mfg. Co., 161 W. 18th 
St, yg York, N.Y. 

E. S. Gould Sales Co. 

Bad t, Electron Prods., 

Prince Place, La rt, = 

Lake Engrg. Co. Lt 
D. S. Kennedy & Co., 155 Kine 
St., Cohasset, Mass. EV 3-1200 and 
Satellite-Kennedy, Inc., P.O. Box 
1711, Monterey, Calif. FR 3-2461. 

Bristol Aero Industries Ltd. 
Ken-Tron Corp., 395 Lynnway, 
Lynn, Mass. 

Ben Manis Associates Reg’d. 
Kenyon Prods., Inc., Chester Air- 
port, Deep River, Conn. 

Alex L. Clark Ltd. 

Kepco Labs. Inc., 131- .. Sauteed 
Ave., Flushing 55, N.Y. 1-7000. 
Ward Leonard of Canada Ltd. 
Keystone Electronics Corp., 49 
Bleecker St., New York 12, N.Y. 

Norris Burgess 
Keystone Products Co., 904 23rd 
St.. Union City, NJ. UN 6-5400. 
The Keyswitch Co., Irongate Wharf 
Rd. & Praed St., London W.2, 
England. PAD 2231-2-3. 

Kingston Electronics Corp., Med- 
field, Mass. 

William Cohen Ltd. 

Kin-Tel, 5725 Kearney Villa Rd., 
San Diego, Calif. 

Atlas ae: Corp. Ltd. 

Arva (B.C.-TV only) 
PF J. — & Zonen, Delft, 
and 

R. H. Nichols Ltd. 
Kirel, Inc., Kingston, N.Y. 

W. R. Watkins Co. Ltd. 
Kirsch Music Comp, 36-27 Prince 
St., Flushing 54, N 

Active Radio & 7 V. Ltd. 

Kistler Instruments Co., Inc., 15 
Webster St.. N. Tonawanda, N.Y. 

Electromechanical Prods. 

Klieg! Bros., 321 W. 50th St., New 
York 19, N.Y. 

Alex L. Clark Ltd. 

Dipl. Ing. Ulrich Knick, Berlin- 
Zehlendorf, Katharinenstrasse 2-4, 
W. Germany 

The J. W. Ellis Industries 

Electrodesign (ph meters) 
Knight Electronics Corp., 210 S. 
Desplaines St., Chicago 6, Ill. FI 
6-7474. 


Hol- 


Kohler Co., Kohler, Wis. 
Geo. W. Crothers Ltd. 
Kolisman Instrument Corp., 
45 Ave., Elmhurst 73, L.L., 
and Glendale, Calif. 
Sperry Gyroscope Co. of Canada 
Koss, Inc., mad N. 31st St., Mil- 
waukee 8, 
Active adic’ & T.V. Ltd. 
Kovo, Prague, Czechoslovakia. 


Electrodesign 
Inc., 583 18th 
NJ. 


Kraeuter & Co., 
Ave., Newark 3, 
Ron Merritt Co. (West) 
Herb Kreckman Co., Cresco, Pa. 
Robert J. Buckland Co. 
H. C. Kroeplin GmbH, Auf der 
Roethe, Schluechtern, W. Germany. 
The J. W. Ellis a Gon 
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Krohe-Hite E 
Massachusetts Ave., Cambnidge 39, 


80-08 
N.Y. 


ass. 

Mel Sales Ltd. 
Kuhnke-Electrotechnische - Fabrik 
GmbH, Germany. 

Assoc. Electronic Components 
Kurman Electric Co., Div. of 
Norbute Corp., c/o Terminal Radio 
Int'l. Ltd., 135 Liberty St., New 
York 6, N.Y. 

Whittaker Electronics Ltd. 


Kurz-Kasch, Inc., 1421 S. Broad- 
way, Dayton 1, Ohio. 
A. R. Gardner Sales Co. 





U. S., U. K. and Other Manufacturers 


. Co. Ltd. 
Kwikheat Mfg. Co., 3732 San Fer- 
nando Rd., Glendale 4, Calif. CH 
5-2376. 
Moore Bros. Machinery Co. Ltd. 


L 


Labgear Lid., Willow Pl, Cam- 
bridge, England. 
Conway Electronic Enterprises 
Laboratorium Dr. Justus Rosen- 
hagen, Hamburg, Germany. 
Mechron Engrg. Prods. Ltd. 
Laboratory for Electronics, Inc., 
75 Pitts St., Boston 14, Mass. 
Electromechanical Prods. 


Kuthe Labs., 730 South 13th 
St., Newark 3, N.J. 
Lake Engr; 


Len Finkler Ltd. 

Etablissements Lagier, 2 Pl. Gen- 
eral-Ferrie, Marseille 8e., France. 
77.69.86-7-8; 128 Bivd. Hausmann, 
Paris 8e., France. LAB 13.18. 
Lake Chemical Co., 3052 W. Car- 
roll Ave., Chicago 12, Ill. 

Empire Engrg. Co. 

Lake Mfg. Co., Inc., 2323 Chest- 
nut St., Oakland 7, Calif. 

Electronic Service Supply Co. 
Lamarche Prods. Co., 49 Wood- 
ruff Co., Wakefield, RL 

Aviation Electric ‘Ltd. 

kin Labs., Inc., 
Div. Bradenton, Fla. 
sn & Gyr, Inc., 45 W 45th 
New York 36, N.Y. 

“eo Herring & Co. Ltd. 

Dr. B. Lange, Hermannstrasse 14- 
18, Berlin-Zehlendorf, W. Ger- 
many 

The J. W. Ellis Industries 
James B. Lansing Sound Inc., 3249 
Casitas Ave., Los Angeles 39, 
Calif. 

Alex L. Clark Ltd. 
Lapp Insulator Co., 
Specialties Div., 41 
Leroy, N.Y. 

D. T. Shaw Co. 
Lavoie Labs., Inc., Mattawan & 
Freehold Rd. Morganville N.J. 

Instronics Ltd. 

Lawrence, Inc., P.O. Box 5106, 
Seven Oaks Stn., Detroit 35, Mich. 

Mechron Engrg. Prods. Ltd. 
Leach Relay Div., Leach Corp., 
+ J Avalon Blvd., Los Angeles, 


. aeons 
6-4175. 


Inc., Radio 
Gilbert St., 


Brian Engrg. Ltd. 
H. J. Leak & Co. Ltd., 57/59 
Brunel Rd., East Acton, London 
W.3, England. 

Astral Electric Co. Ltd. 

Lear, Inc., 110 Ionia Ave., Grand 

Rapids, Mich. 

ailway & Power Engrg., Corp. 

Leecraft Mfg. Co. Inc., 60 Greene 

St., New York 12, N. Y. 

Lake Engrg. Co. Ltd. 

Leesona Corp., P.O. Box 

Providence, R.I. 

J. Westaway Co. Ltd. 
Leetronics, Inc., 30 Main St., 
Brooklyn, N.Y. 

Prime Elec. Components Ltd. 
Legpa, 25 rue Ganneron, Paris 
XVille, France. 

Emile Tasso Agencies 
Leitch-Huard Corp., P.O. Box 
1024, Stark & Commercial Sts., 
Manchester, N.H 

Electrodesign 
L’Electronique Appliquee, S.A., 
Paris, France. 

Beaconing Optical & Precision 
Materials Co. Ltd. 
Lel, Inc., 380 Oak St., 

me» A 

E. G. Lomas 
G. H. Leland, Inc., 123 Webster 
St., Dayton 2, 

Marsland Engrg. Ltd. 

Lennox Tool and Machine Build- 

— N. Baxter St., Lima, Ohio. 

ope Machinery Co. Ltd. 

Lenz Co., 3301 Klepinger Rd., Day- 
ton, Ohio. 
Dycon Ltd. 

Lereo Electronics, 


1605, 


Copiague, 


Inc., 501 S 


120 


Varney St., Burbank, Calif. 

Airflite Components Co. 

Lesa S.P.A., Viz. Bergamo 21, 
Milan, Italy 

Smyth Elect. Components Ltd. 
Levell Electronics Ltd., 10-12 St. 
Albans Rd., Barnet, Herts, Eng- 
land. 

Conway Electronic Enterprises 
Levinthal Electronics Prods., Inc., 
Stanford Industrial Pk., Palo Alto, 
Calif. 

Electromechanical Prods. 

Lewis & Kaufman, Inc., Los 
Gatos, Calif. 
Canadian General Electric Co. 
Ltd., Elec. Tube Sect. 
The Lewis Machine Co., 3441 E. 
76th St., Cleveland, Ohio. 

Empire Engrg. Co. 

Librascope Inc., 808 Western Ave., 
Glendale, Calif. 

Canadian Applied Research Ltd. 
Erik Lindgren Associates, Inc., 
4515 N. Ravenswood Ave., Chi- 
cago 40, 4 

Atlas Inst. Corp. Ltd. 

Line Electric Co., 271 South Sixth 
St., Newark 3, . 

J. J. MacQuarrie Sales 
Linemaster Switch Corp., 
stock, Conn. 

Constéllation Components Co. 
Ling Electronics Corp., 120 Cross 
St., Winchester, Mass. 

Mel Sales Ltd. 

Lintronics Ltd, 47 Charing Cross 
Rd., London W.C.2, and 3-7 Kin- 
noul Rd., London W.6, England. 

Mechron Engrg. Prods. Ltd. 
Littelfuse, Inc., 1865 Miner St., 
Des Plaines, Iil. 

Pitt Distributing Co. Ltd. 
William Cohen Ltd 
Litton Industries, 960 
Rd., San Carlos, Calif. 
Canadian Marconi Co., 
wave Tube Div. 
Litton Industries, Components 
Div., 215 S. Fulton Ave., Mt. Ver- 
non, N.Y. and 13536 Saticoy St., 
Van Nuys, Calif. (Useco hardware). 

Lake Engrg. Co. L 
Londex Ltd., 207 Anerley Rd., 
London S.E. 20, England. 

Electrovert Ltd. 

London Chemical Mfg. Co., 1535 
N. 3ist Ave., Melrose Park, IIl. 
Paisley Prods. of Canada Ltd. 


London Electrical Mfg. Co. Ltd., 
Beavor Lane, Hammersmith, Lon- 
don W. 6, England. 

Desser E-E Ltd. 

Lorain Prods., Lorain, O. 

Automatic Electric Sales 

ada) Ltd. 
Lord Mfg. Co., 1635 W. 
Erie 6, Pa. 

Railway & Power Engrg. Corp. 
Losenhausenwerk, Dusseldorf, Ger- 
many. 

A. C. Wickman Ltd. 

Lovejoy Flexible Coupling Co., 
Chicago, Ill. 

Irving Smith Ltd. 

Low Moor Alloy Steelworks Ltd., 
Low Moor,’ Bradford, Yorks, 
England. BR 77331/5. 

Lowell Mfg. Co., 3030 Laclede Sta- 
tion Rd., St. Louis 17, Mo. 

Atlas Radio Corp. 
Lumatron Electronics, 
County Court Rd., 
Park, N.Y. 

Instronics Ltd. 
Lumite Div., Chicopee Mills, Inc., 
47 Worth St., New York 13, N.Y. 

R. C. Kahnert Sales Co. Ltd. 


Lundell & Co., 7356 S. Woodlawn 
St., Chicago 19, Ill. 
Lundey Associates, Inc., 694 Main 
St., Waltham 54, Mass. 

The Glendon Co. Ltd. 


Lustraphone Ltd., St. Georges 
Works, Regents Park Rd., London 
N.W.1, England. 

D & B Sound & Signals Inc. 

Ind. & Inst. Comm. Ltd. 

E. N. Woolley & Associates 
The Lux Clock Mfg. Corp., John- 
son St., Waterbury, Conn. 

L. H. Frost (Canada) Ltd. 


Wood- 


Industrial 


Micro- 


(Can- 


12th St., 


Inc., 116 
New Hyde 


Lynch Carrier Systems, Inc., 695 
Bryant St., San Francisco 7, Calif. 

Northern Electric Co. Ltd. 
tay Metal Prods., Inc., Aurora, 
il. 

Alexander & Orlick Ltd. 
Claude Lyons Litd., Hoddesdon, 
Herts., England. 

The Ahearn & Soper Co. Ltd. 


M 


MB Electronics, Div. of Textron 
Electronics, Inc., P.O. Box 1825, 
New Haven 8, Conn 

Upton Bradeen & James Ltd. 
M-F Electronics Co., 122 E. 
St., New York 10, N 

Electrodesign 
M.S.S. Recording Co. Ltd., Poyle 
Farm, Colnbrook, Bucks., Eng- 
land. 

Astral Electric Co. Ltd. 

M. T. E. Control a. Ltd., Leigh- 
on-Sea, Essex, Englan 

Mechron Engrg. 7. Ltd. 
Machinery Electrification, Inc., 56 
Hudson St., Northboro, Mass. 

Dominion Electrohome _ Inds. 

Ltd., Technical Prods. Div. 
Machiett Labs., Inc., 1063 Hope 
St., Springdale, Conn. 

Canadian Marconi Co. 

Tube & Comp. Div. 

Pritchard X-Ray Mfg. Ltd. 

X-Ray & Radium Ltd. 
Macson, Inc., P.O. Box 215, Ever- 
ett, Wash. 

Tele-Radio Systems Ltd. 
Magna-Tech Electronic Co., 
Broadway, New York, . 

Applied Electronics 
Magnasync Corp., 5546 Sat- 
suma Ave., N. Hollywood, Calif. 

Alex L. Clark Ltd. 

Magnecord Div., Midwestern In- 
struments, Inc., 41 St. & Sheridan, 
Tulsa, Okla. 

Magnecord Canada Ltd. 
Magnecraft Electric Co., 3352 W. 
Grand Ave., Chicago 51, lll, EV 
4-6868. 


Magnetic & Electrical Alloys Ltd., 
Hamilton, Scotland. 

The Telegraph Condenser Co. 

(Canada) Ltd. 

Magnetic Core Corp., 
a N.Y. JO 1-51 
Magnetic Instruments = 
Thornwood, 

Radionics Ltd. 

Magnetic Metals Co., Hayes Ave. 

at 2Ist Camden 1, NJ. 

WO 4-7842 

ntagnatveniet, Inc., 

St., New York 36, 
Instantaneous Recording Serv- 

ices 

Magtrol, Inc., Buffalo, N.Y. 

Canavia Engrg. & Sales Co. 
Majestic Winding Co., Bourne- 
mouth, England. 

Industrial & Institutional Com- 

munications Ltd. 

E. N. Woolley & Associates 
Malco Mfg. Co., 4025 W. Lake 
St., Chicago 24, Ill. 

Eric Marsland & Co. 

Paramount Agencies (West) 

P. R. Mallory & Co., Inc., 3029 
E. Washington St., Indianapolis 6, 


Ind. 
Matthey & Mallory 


25th 


Elec. 


1600 


— St., 


Inc., 


49 W. 45th 
Wf. 


Johnson 
Ltd. (Metallurgical prods.) 
A. C. Simmonds & Sons Ltd. 
(Electrical prods.) 
Mandex Mfg. Co., Inc., 2614 W. 
48th St., Chicago, 

Eric Marsland & Co. 

Manheim Mfg. & Belting Co., 
Manheim, Penn. 

Martin Industrial Sales Ltd. 
Manson Labs., Inc., 375 Fairfield 
Ave., Stamford, Conn. DA 5-1391. 

Electrodesign 
Marco Industries Co., 207 S. 
Helena St., Anaheim, Calif. (West). 

Anthony Foster & Sons Ltd. 

Arva (B.C.) 

Marconi Instruments Ltd., Long- 
acres, St. Albans, Herts., England. 

X-Ray & Radium Ltd. 

(X-Ray equip. only) 


Marconi’s Wireless Telegraph Co 
Ltd., Marconi House, Chelmsford, 
Essex, England. 

Canadian Marconi Co. 
Mark Products, Inc., 
Fargo Ave., Skokie, Ill. 

Aviation Electric Ltd. 
Mark-Tex Corp., 161 Coolidge 
Ave., Englewood, N.J. 

Hope Machinery Co. Ltd. 
Marsco Mfg. Co., Chicago, Ill. 

R. W. Stark 
Massa, 5 Fottler Rd., 
Mass. 

Atles Inst. Corp. Ltd. 
Master Mobile Mounts, Inc., 1306 
Bond St., Los Angeles 15, Calif. 

Robert J. Buckland Co. 

Master Specialties Co., 956 E. 
108th St., Los Angeles, Calif. 

Willard Spenser Co. 

Matsushita Electric Corp. of Am- 
erica, 41 E. 42nd St., New York 
17, N.Y. Canadian Sales: Imperial 
International Corp., 1776 Broad- 
way, New York 19, N.Y. 

Maurey Instrument Corp., 7924 S. 
Exchange Ave., Chicago 17, Ill. 

Burlec Sales Ltd. 
Maury & Associates, 
Mills Ave., Montclair, 
6-0441. 


5439 W. 


Hingham, 


Inc., 10373 
Calif. NA 


Autoradiowerk, 
Karlsruhe, 


Max Egon Becker, 
Rueppurrerstrasse 23, 
Germany. 

Geerz & Holm Canada Ltd. 

W. L. Maxson Co., Langevin Am- 
plifier Div., 47 Austell Pl., Long 
Island City, N.Y. 

Engineered Sound Systems Ltd. 
Electrotechnische Fabrik Josef 
Mayer, Germany. 

Associated Elct. Components 
Mayfair Molded Prods. Corp., 3700 
N. Rose St., Schiller Park, Ill. 

John S. Plewes Co. 
McIntosh Lab. Inc., 
St., Binghamton, N.Y. 

E. S. Gould Sales Co. 

McLean Engrg. Labs., P.O. Box 

228, 70 Washington Rd., Princeton, 
N. J. 


2 Chambers 


Northern Radio Mfg. Co. Ltd. 
McMillan Industrial Corp., Brown- 
ville Ave., Ipswich, Mass. EL 
6-2926. 

Tim-Com Engineering Ltd. 

The McMurdo Instrument Co. 
Ltd., Ashtead, Surrey, England. 
Pfeiffer Electronic Labs. 
~~ ens Mfg. Co. 

. W. Stark 
Bday A McGraw-Edison 
Div., Box 180, Boonton, N.J. 

H. Roy Gray Ltd. 
Mechanical Prods., Inc., 
River St., Jackson, Mich. 

Adams Engrg. Ltd. 
Medelec Ltd., 37a Commercial Rd., 
Woking, Surrey, England. 

Conway Electronic Enterprises 
Megatron Ltd., 115A Fonthill Rd., 
London N.4., England. 

Tecneek Associates 
Menlo Park Engrg., 721 Hamilton 
Ave., Menlo Park, Calif. 

Radionics Ltd. 

Mepco, Inc., 35 Abbett Ave., Mor- 
ristown, NJ. 

Ray Johnston Co. (B.C.) 
Mercury Electronics, 77 Searing 
Ave., Mineola, 

Active Radio & T. V. Ltd. 
Meridian Metalcraft, Inc., 8739 S. 
Millergrove Dr., Whittier, Calif. 
OX 2-3761. 

Mervyn Instruments, Copse Rd., 
St. John’s, Woking, Surrey, Eng- 
land. 

Tellurometer Canada Ltd. 

Mess & Wiegetchnik GmbH, Pau! 
Graefe, Wenningsen/Deister, W. 
Germany. 

The J. W. Ellis Industries 
Metal Works, oN 9 Jefferson 
Ave., Hermann, 

R. C. Kahnert Sales Co. Ltd. 
Metalizing Industries, Inc., 338 
Hudson St., Hackensack, N.J. 

Prime Elect. Components Ltd. 
Metallics, Inc., Onalaska, Wis. 

Willard Spenser Co. 
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Metra tion, 
Czechoslovakia. 

Conway Electronic Enterprises 
Metrawatt A.G., Nurnberg, Schop- 
pershofstr. 50-54, Germany. 

Electrodesign 
Metronix, Inc., 75 Wilson Mills Rd., 
Chesterland, Ohio. HA 3-4440. 

Electromechanical Prods. 


Micafil Ltd., Zurich, Switzerland. 
Brown Boveri (Canada) Ltd. 
Micamold Electronics Mfg. Cor>., 
ad Flushing Ave., Brooktyn, 


‘Telequipment Mfg. Co. Ltd. 
The Micanite & Insulators Co. 
Léd., Empire Works, Waltham- 
stow, London E.17, England. 

Electrovert Ltd. 

Mico Instrument Co., 80 Trow- 
bridge St., Cambridge 38, Mass. 
KI 7-8660. 

Micro-Methods Ltd., East Ardsley, 
Wakefield, Yorks, England. 

Conway Electronic Enterprises 
Micro-Poise Engineering & Sales, 
Detroit, Mich. 

Canavia Engrg. & Sales Co. 
Micro-Test, Inc., 1718 2Ist St., 
Santa Monica, Calif. 

B. H. McGregor 
Microdot, Inc., 220 Pasadena Ave., 
S. Pasadena, Calif. 

Lake Engrg. Co. Ltd. 


Microlab, 570 W. Mt. Pleasant 





Ave., Livingston, N.J. WY 2-5700. 


Microtran Co., Imc., 145 E. 
Mineola Ave., Valley Stream, EJ. 
N.Y. 


E. S. Gould Sales Co. 


Microwave Associates, Inc., North- 
west Industrial Park, Burlington, 


Mass. 

E. G. Lomas 
Microwave Development Labs., 
Inc., 92 Broad St., Babson Park 
57, Mass. 

Dage Corp. 

Microwave Electronic Tube Co. 
Ltd., Salem, Mass. 

The Ahearn & Soper Co. Ltd. 
Microwave Instruments Ltd., West 
Chirton Industrial Estate, North 
Shields, Northumberland, England. 

Avionics Ltd. 

Mid-Eastern Electronics, Inc., 32 
Commerce St., » ¥--y* N.J. 

Willer Engrg. Sales C 
Midget Louver Co., 6-8 Wall St., 
Norwalk, Conn. 

Delton Corp. 

The Feron Co. 

W. D. Gray & Co. 

James Millen Mfg. Co., Inc., 150 
Exchange St., Maiden 48, Mass. 

H. Roy Gray Co. Ltd. 

J. W. Miller Co., 5917 S. Main 
St., Los Angeles 3, Calif. 

Atlas Radio Corp. Ltd. 

Miller Electric Mfg. Co., 718 S. 
Bounds St., Appleton, Wis. 

Canadian Liquid Air Co. Ltd. 
Miller Harris Instrument Co., 601 
E. Ogden St., Milwaukee, Wis. 

Willard Spenser Co. 

M. A. Miller Mfg. Co., 4th and 
Church Sts., Libertyville, IL 

Atlas Radio Corp. Ltd. 

K. Miller Tool & Mfg. Co., 8 
Cass St., Springfield 4, Mass. 

Len Finkler Ltd. 

Millivac Instruments, Div. of Cohu 
Electronics, Inc., O. Box 997, 
Schenectady, N.Y. 

Tellurometer Canada Ltd. 
Milman Engrg. Co., 1831 Pontius 
Ave., Los Angeles, 4 

Tecneek Associates 
Milwaukee Resistor Co., 700 Vir- 
ginia St., Milwaukee, Wis. 

Norris Burgess 
Minelco Corp., Holbrook, Mass. 

Electromechanical Prods. 
Miniature Precision Bearings, Inc., 
Precision Park, Keene, N.H. 

Lyman Tube & Bearings Ltd. 
Minifon, Germany. 

Emerson Sales Ltd. (West) 
Missile Systems Corp., 11949 Vose 
St., N. Hollywood, Calif. 

Tele-Radio Systems Ltd. 


Prague VII, 





Research Labs., Inc., 2109 
, St. Louis 3, Miss. CH 


Mitronics, Inc., 1290 Central Ave., 
Hillside, N.J. 

Samuel C. Hooker (Canada) Ltd. 
Mohawk Business Machines Corp., 
944 Halsey St., Brooklyn 33, N.Y. 

Instantaneous Recording Services 
Molded Fiberglass Sheet Co., 
4301 Benefit Ave., Box 345, Asta- 
bula, Ohio. 

Paisley Prods. of Canada Ltd. 
Mole-Richardson Co., 937 N. Syca- 
more Ave., Hollywood 38, Calif. 

Alex L. Clark Ltd. 

208 S. Main 


oo! Mfg. Co., 
, Owensville, Ind. SA 4-2505. 
Moods Machine Prods., 42 Dudley 
Providence 5, R.I. 
“~~ Finkler Ltd. 
Moog Servocontrols, Inc., Proner 
Airport, East Aurora, N.Y. 
Constellation Components Co. 
Moore Associates, Inc., 2600 
Spring St., Redwood City, Calif. 
Tele- Radio Systems Ltd. 
Petro-Automation Ind. Ltd. 
(West) 
Moran Prods. Co., 2925 E. 55th 
St., Cleveland, Ohio. 
Tenatronics Ltd. 
Morrison Recording Labs., 120 S. 
Batavia Ave., Batavia, Ill. 
Ser- 


Instantaneous Recording 
vices 
Morrow Radio Mfg. Co., P.O. 
a 1627, 2794 Market St., Salem, 
Tele-Radio Systems Ltd. 


F. L. Moseley Co., 409 N. Fair 
Oaks Ave., Pasadena, Calif. 
R-O-R Associates Ltd. 
Arva (B.C.) 
Mosley Electronics, Inc., 8622 St. 
— Rock Rd., St. Louis 14, 


John R. Tilton Ltd. 

Robert J. Buckland Co. 

Ron Merritt Co. (West) 
Donald P. Mossman, Inc., 
Box 265, Brewster, N.Y 

Burlec Sales Ltd. 

Motor Gear & Engineering, Chad- 
well Heath, Essex, England. 

Lyman Tube & Bearings Ltd. 
| Generator Corp., W. Water 

Troy, Ohio. 

aay of Canada Ltd. 

Paragon Supplies 

Rudei Machinery Co. Ltd. 
Motorola Overseas Corp., 4545 W. 
Augusta Bivd., Chicago 51, Ill. 

Canadian Motorola Elec. Ltd. 
Mucon Corp., 9 St. Francis St., 
Newark, J. 

John Herring & Co. Ltd. 
Mueller Electric Co., 1583 E. 
3ist St., Cleveland 14, O. PR 
1-5225. 

W. H. Cooper & Co. Ltd. 
Muirhead & Co. Ltd., Beckenham, 
Kent, England. 

Muirhead Instruments Ltd. 
Mullard Overseas Ltd., Mullard 
House, aon Place, London, 

Cc. 1, Englan 

The Glendon ® Ltd. 

Philips Elec. Ind. Ltd. 
Multicore Solders Ltd., Heme! 
Hempstead, Herts., England. 

Chas. W. Pointon Ltd. 
Multi-Products Co., 21470 Coolidge 
Hwy., Oak Park, Mich. 

Robert J. Buckland Co. 
Multitone Electric Co. Ltd., 12-20 
ee St., London N. 1, Eng- 
and. 

Multitone of Canada Ltd. 

Electroline TY Egqpt. Inc. 

X-Ray & Radium Ltd. 

Murata Mfg. Co. Ltd., Interna- 
tional Div., Nagaoka-cho, Otoku- 
ni-Gun, Kyoto, Japan. 

Ferritronics Ltd. 

Smyth Elec. Components Ltd. 
Murex Ltd., Cirencester, Glos., 
England. 

Paisley Prods. of a, Ltd. 
Murphy & Miller, Inc., 600 
Taylor St., Chicago 7, im” “HA 
7-8900. 


Murphy Radio Ltd., 


” 





P.O. 


Electronics 
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Div., Welwyn Garden City, Herts., 
land. 
Tele-Radio Systems Ltd. 


N 


NJE Corp., 345 Carnegie Ave., 
Kenilworth, N.J. CH 1-1500. 

Radionics Lid. 

NRC Equipment  Corp., 160 
Charlemont St., Newton 61, Mass. 

Winnett Boyd Ltd. 

Nacimo, 1090 Morena Bivd., San 
Diego 10, Calif. 

Electrodesign 
Nagard Litd., 18 Avenue Rd., Bel- 
mont, Surrey, England. 

Electrodesign 
N Mfg. Co., Tokyo, Japan. 

S. H. Parker Co. 

Nalder Bros. & Thompson Léd., 
97 Dalston Lane, London E. 8, 
England. 

E. C. C. Canada Ltd. 

Narda Microwave Corp., 160 
Herricks Rd., Mineola, N.Y. 

Mel Sales Ltd. 

Narda Ultrasonics Corp., .625 
Main St., Westbury, L.I., N.Y. 

Measurement Engrg. Ltd. 

Ray Johnston Co. (B.C.) 

Nash and Thompson Ltd., Oak- 
croft Rd., Chessington, Surrey, 
England. 

Emile Tasso Agencies 

Electrodesign 
National Electronics, Inc., 628 
North St., Geneva, Ill. Band. 2-4300. 
National Fabricated Inc., 
— N. Kimball Ave., Pthitzec 47, 
1 

Eric Marsland & Co. 
National Instrument Labs., 
Washington, D.C. 

Canavia Engineering & Sales Co. 
National Lock Washer Co., New- 
ark, N.J. 

Railway & Power Engrg. Corp. 
National Moldite Co., 250 South 
St., Newark 5, N.J. 

John S. Plewes Co. 

National Radio 
Washington St., 
Canadian Marconi Co., 
Tube & Comp. Div. 
National Tel-Tronics Corp., 52 St. 
Casimir Ave., Yorkers, N.Y. YO 
8-6400. 
Montgomery Ave., 

Electrolabs 
National Union Electric Corp., 1100 
E. Bell St., Bloomington, . 

The Ahearn & Soper Co. Ltd. 
Natvar Corp., 211 Randolph Ave., 
Woodbridge, N.J. 

R. W. Neill Co., Inc., 4320 Mont- 
rose Ave., Chicago, Ill. 

National Sound Services Ltd. 
Nems-Clarke Co., Div. of Vitro 
Corp. of America, 919 Jesup-Blair 
Dr., Silver Spring, Md. 

Electromechanical Prods. 

Nesor Alloy Prods. Co., 282 Hal- 
sey St., Newark, NJ. 

Electronic Enterprises Ltd. 
Joseph Neuberger, Fabrik elektr. 
Messinstrumente, Muenchen, Ger- 
many. 

Associated Elec. 
Electrodesign 
New England Transformer Co., 47 
McGrath Hwy., Somerville 43, 


C. Hooker 


Inc., 


Co., Inc., 37 
Melrose 76, Mass. 
Elec. 





ic Corp., ii! 
Irvington, N.J. 


Components 


(Canada) 
New ‘ Hampshire Ball Bearings, 
Inc., Peterborough, N.H. 

Acromotive Engrg. Prods. Lid. 
New London Instrument Co., Inc., 
82 Union St., P.O. Box 189, New 
London, Conn. 

Conway Electronic Enterprises 
New York Coil Co., Inc., 40-48 
Second Ave., Phoenixville, Pa. 

Lake Engrg. Co. Ltd. 

Newcastle Fabrics Corp., 80 Wythe 
Ave., Brooklyn 11, N.Y. 

William a Ltd. 

Len Finkler Ltd. 

D. Eldon McLennan Lid. (West) 
Newport Instruments (Scientific & 
Mobile) Ltd., Crawley Rd., New- 
port Pagnell, Bucks., England, 401. 


indicates an advertiser; see page 183. 


New-Tronics Corp., 
Ave., Cleveland, Ohio. 
Rutherford Agencies 


The J. M. Ney Co., Maplewood 
Ave., Bloomfield, Conn. CH 2- 
2281. 

Non-Linear Systems, Inc., Del Mar 
Airport, Del Mar, Calif. 

Acromotive Engrg. Prods. Ltd. 

Burt C. Porter Co. (B.C.) 
Norddeutsche Mende Rundfunk 
GmbH, Diedrich Wilkenstrasse, 23, 
39/45 Bremen (Germany). 

Geerz & Holm Canada Ltd. 
Norden Div., United Aircraft Corp., 
Commerce Rd., Stamford, Conn. 

Canadian Pratt & Whitney, Air- 

craft Co. Ltd. 
Norma, Vienna, Austria. 

David R. Beattie 
Norma-Hoffman Bearings Corp., 
Stamford, Conn. 

Lyman Tube & Bearings Ltd. 
North American Electronics, Inc., 
71 Linden St., West Lynn, Mass. 

The Ahearn & Soper Co. Ltd. 
North American Philips Co., Inc., 
Elmet Div., Lewiston, Maine. 

Associated Enterprises (West) 
North Atlantic Industries, Inc., 
603 Main St., Westbury, L.1., N.Y. 

Electrodesign 
North Electric Co., 553 S. Market 
St., Galion, O. 

Ericsson Telephone 

Canada Ltd 
North Shore Nameplate Div., Ano- 
dyne, Inc., 214-27 Northern Bivd., 
Bayside 61, N.Y. BA 4-4000. 
Northeast Scientific Corp., 617 
Concord Ave., Cambridge 38, 


3455 Vega 





Sales of 


ass. 

Electromechanical Prods. 
Northeastern Engrg., Inc., 25 5S. 
Bedford St., Manchester, N.H. 

Computing Devices of Canada 
Northern Radio Co., 314 Bell St., 
Seattle, Wash. 

Tele-Radio Systems Ltd. 
Norton Behr-Manning Overseas, 
Inc., One New Bond St., Worcester 
6, Mass. 

Behr-Manning (Canada) Ltd. 
The Nortronics Co., Inc., 1015 S. 
Sixth St., Minneapolis, Minn. 

Active Radio & T.V. Ltd. 
Nuclear Corp. of America, 
2 Richwood P1., Denville, N.J. 

X-Ray & Radium Ltd. 
Nuclear Measurements Corp., 2460 
N. Arlington Ave., Indianapolis 18, 


nd. 

Pritchard X-Ray Mfg. Ltd. 
Nucleonic Corp. of America, 196 
Degraw St., Brooklyn 31, N.Y. 

Electrodesign 
Nucleonic Products Co., Inc., 1601 
Grande Vista Ave., Los Angeles 


23, Calif. 

Smyth Electronic Components 
Nugent Electronics Co., 802 E. 
8th St., New Albany, Ind. 

s. G. Lomas 
Nutron Mfg. Co., Inc., 67 Munroe 
Ave., Staten Island, N.Y. 

Conway Electronic Enterprises 
Nylon Molding Corp., Garwood, 
NJ 


‘A. Deskin Sales Corp. 


oO 


O.M.1. Corp. of America, 512 N. 
Pitt St., Alexandria, Va. 

Computing Devices of Canada 
Oak Mig. Co., 1260 N. Clybourne 
Ave., Chicago 10, Ill. 

Atlas Radio Corp. Ltd. 

Radio Components Ltd. 

Oaktron Industries, Hwy. 69 S., 
Monroe, Wis. 

Active Radio & T.V. Ltd. 
Offmer Electronics, Inc., 
River Rd., Schiller Park, Ml. 

Computing Devices of Canada 

X-Ray & Radium Ltd. 

Ohio Seamless Tube Div., 
weld Steel Co., Shelby, -e 
Railway & Power . Corp. 


Ohmite Mfg. Co., hess 


t., Skokie, LL 
A. C. Simmonds & Sons Ltd. 
Cc. M. Robinson Co. (West) 


Inc., 


3900 


3601 
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U. S., U.K. and Other Manufacturers 


Oil-Dyne Inc., 2115 W. Marquette 
Rd., Chicago ~ Ii. 
John Best Co 


Oil Well Water Locating Co., 2230 


Olympic Screw & Rivet Corp., 
Downey, Calif. 

Railway & Power Engrg. Corp. 
Onondaga Electronics Div., Speer 
Carbon Go ne w. Fayette St., 
Syracuse Venn 

48 We St., 


Opad Electric Co., 

New York 13, N. Y. WO 6-0: 
Optimized Devices, me 5 Fran- 
klin Ave., Thornwood, N 
Electrodesign 


Oregon Electronic Mfg. Co., 2105 
S.E. 6th Ave., Portland 14, Ore. 
Electrodesign 
Orr Industries, Imc., Shamrock 
Circle, ea, Ala. 
Atlas dio Corp. Ltd. 
Oryx Electrical Labs. Ltd., 9 Holm- 
brook Rd., Hendon, England. 
Len Finkler Ltd. 
Owen Labs., Inc., 55 Beacon PI, 
Pasadena, Calif. MU 1-6901. 
Oxford Corp., 556 W. 
Monroe St., Chicago 6, 
Atlas Radio Corp. Ltd. 
Oxley Developments Co. 
nr Park, Ulverston, 


Pfeiffer Electronic Labs. 


P 


PCA Electronics, Inc., 16799 Scho- 
enborn St., Sepulveda, Calif. 
Dage Corp. 
PIC Design Corp., 477 Altantic 
Ave., E. Rockaway, L.I. 
Philip French Sales Ltd. 
Pace Electrical Instraments Co., 
70-31 - 84th St., Glendale 27, Long 
Island, N.Y. 
Atlas Radio Corp. Ltd. 
Pacific Scientific Co., P.O. Box 
22109, Los Angeles 22, Calif. 
Garrett Mfg. Ltd. 
Pacific Semiconductors, Inc., 10451 
W. Jefferson Bivd., Culver City, 
Calif. TE 0-4881. 
E. G. Lomas 
Packard Bell Computer 
1905 Armacost Ave., 
25, Calif. 


Ltd., 
Lancs., 


Corp., 
Los Angeles 


instronics Ltd. 

Paco Electronics Co., Inc., 70-30 
84th St., Glendale 27, L.L, N.Y. 

Atlas Radio Corp. Ltd. 

Painton & Co. Ltd., Northampton, 
England. 

Pfeiffer Electronic Labs. 

G.A, Stanley Palmer Ltd., Max- 
well House, Arundel St., London 
W.C. 2, England. TEM 3721. 

The Palnut Co., Glen Rd., Moun- 
tainside, N.J. 

P. L. Robertson Mfg. Co. 
Panduit Corp., 14461 
Ave., Midlothian, Ill. 

J. J. MacQuarrie Sales 
Papeteries Bolore, 
France. 

Paisley Prods. of Canada Ltd. 
Paragon Electric Co., 1600 Twelfth 
St., Two Rivers, Wis. 

Automatic Electric Sales (Can- 

ada) Ltd 


Waverly 





Fenestre, 


Paramount Pape © Tube Corp., 
eg Lafayette | St., Fort Wayne 
In 
Lake Engrg. Co. Ltd. 
Parker-Hannifin Corp., 17325 Eu- 
clid Ave., Cleveland 12, Ohio. 
way & Power Engrg. Corp. 

Parker Kalon Div., American 
ransportation Corp., “Clifton, N.J. 
Railway & Power Engrg. Corp. 


Parker Seal Co., ae Jefferson 
Bivd., Culver City, Calif 
Railway & Power Engrg. Corp: 


Robert M. Parks Co., Inc., 7421 
Woodrow Wilson Dr., Hollywood 
46, Calif. OL 6-5454. 
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Parkway Specialties Co., 
Appleton, Detroit 39, 
Active Radio & T. V. Ltd. 


Partridge Transformers Ltd., Roe- 
buck Rd., Tolworth, Surrey, Eng- 
land. 

Alpha Aracon Radio Co. Ltd. 
Bruce Peebles & Co. Ltd., Elec- 
tronics Div., East Pilton, Edin- 
burgh 5, Scotland. 

Bepco’ Canada Ltd. 

Peekel Lab. for Electronics, Rot- 
terdam, Holland. 

Electrodesign 
Peerless Fabrikkerne A/S, 11 
Gladsaxe Ringvej, Copenhagen, 
Denmark. 

Associated Electronic Compon- 

ents 
Peerless Prods. Industries, 812-14- 
16 N. Pulaski Rd., Chicago 51, 
Ill. BE 5-9883. 


Pelapone Engines Ltd., London, 
England. 

C. C. Meredith & Co. Ltd. 

— Engineering Co., Doylestown, 


W. R. Watkins Co. Ltd. 
Penn-East Engrg. Corp., Kutztown, 


a. 

Abercorn Aero Ltd. 
Pennsylvania Fluorocarbon Co., 
Inc., 1115 North 38th St., Phila- 
delphia 4, Pa. 

Electro Sonic Supply Co. Ltd. 
Penta Labs., Inc., 312 N. Nopal 
St., Santa Barbara, Calif. WO 5- 
4581. 

Perdeck Solder 
Essex, England. 

Canavia Engineering & Sales Co. 
Perkin Engrg. Corp., 345 Kansas 
St., El Segundo, Calif. 

Electromechanical Prods. 
Perkin-Elmer Corp., 777 Main 
Ave., Norwalk, Conn. 
Perkin-Elmer (Canada) Ltd. 
Permanent Filter Corp., 1800 W. 
oe Bivd., Los "Angeles 7, 
Cal 

Aircraft Appliances & Equipment 


Permanoid Ltd., New 
Manchester 4, England. 

Musimart of Canada Ltd. 
Permonite Mfg. Co., 444 N. Lake 
Shore Dr., Chicago 11, IIL 

The Glendon Co. Ltd. 
Peschel Electronics, Inc., 
No. 1, Patterson, N.Y. 

Stark Electronic Sales Co. 
Petersen Radio Co., Inc., 2800 W. 
Broadway, Council Bluffs, lowa. 

R. C. Kahnert Sales Co. Ltd. 
Phalo Plastics Corp., 25 Foster 
St., Worcester, Mass. 

Smyth Electronic Components 
Phaostron Instrument & Electronic 
Co., 151 Pasadena Ave., S. Pasa- 
dena, Calif. 

John R. Tilton Ltd. 

Burt C. Porter Co. (B.C.) 
Pieips Dodge Copeer Prods. on op 
300 Park Ave., New York 22, N.Y 

Dayrand Ltd. (Cable) 

The Glendon Co. Ltd. (Wire) 

G. A. Philbrick Researches, Inc., - 
285 Columbus Ave., Boston, Mass. 
The Ahearn & Soper Co. Ltd. 
Philco Corp.—Gov. & Ind., Lans- 
dale Tube, and Tech. Rep. Divs., 

Philadelphia and Lansdale, Pa. 

Philco Corp. of Canada Ltd. 
Philips Electronics, Inc., Telecom. 
Div., 750 S. Fulton Ave., Mt. Ver- 
non, N.Y. 

Garrett Mfg. Ltd. 
Phillips Control Corp., 
Washington St., Joliet, Ill. 

Burlec Sales Ltd. 
Phoenix Precision Instrument Co., 
3803- “a N. Fifth St., Philadelphia 
40, 


9861 


Products Ltd., 


Islington, 


R.F.D. 


DS W. 


Pa. 
Measurement Engrg. Ltd. 


Photo Research Corp., 837 N. 
— Bivd., Hollywood 38, 


oe nidwell A/V Equipment Co. 
Photo Switch Div., Electronics 
Corp. of America, 1 Memorial 
Drive, Cambridge 42, Mass. 
Maclvor Electronics Ltd. 


Photocircuits Corp., 31 Sea Cliff 
Ave., Glen Cove, N.Y. OR 6-8000. 


Photovolt Corp., 5. Madison Ave., 
New York 16, N.Y 
Canadian Research Institute 
Electrolabs 
Tecneek Associates 
Pickering & Co., Inc., Sunnyside 
Bivd., Plainview, L.I., N.Y. 
Chas. W. Pointon Ltd. 
Pilot Radio Corp., 37-06 36th St., 
Long Island City 1, N.Y 
Atlas Radio Corp. Ltd. 
Pitometer Log Corp., 237 La- 
Fayette St., New York 12, N.Y 
Allan Crawford Associates Ltd. 


Pixberg & Co., Bergneustadt, West 
Germany. 

Canadian Research Institute 
G.V. Planer Ltd., Windmill Rd., 
Sunbury-on Thames, Middx., Eng- 
land. 2266. 

Planet Sales Corp. 
Dave M. Lee a Inc. (B.C.) 


Plastic Capacitors, Inc., 2620 N. 
Clybourn Ave., Chicago 14, Il. 

Lake Engrg. Co. Ltd. 
Plastoid Corp., 42-61 24th St., 
Island City, N. 

Ron Merritt Co. (West) 
Plymouth Rubber, Canton, Mass. 
Paisley Prods. of Canada Ltd. 
Herman Pohl, Berlin So. 36, Erke- 

lenzdamm 11-13, Germany. 
Electrovert Ltd. 
Polarad Electronics Corp., 43-20 
34th St., Long Island City, N.Y. 
Mel Sales Lid. ~ 
Measurement Engrg. Ltd. 
Polaroid Corp., Cambridge 39, 


ass. 

Polaroid Corp. of Canada Ltd. 
Polypenco, Inc., 2150 Fairmont 
Ave., Reading, Penn. FR 6-7241. 

Peckover’s Ltd. 

M. Lovsted & Co. (Canada) 
‘Ltd. (West) 


Pomona Electronics Co., Inc., 1126 
West Fifth Ave., Pomona, Calif. 

Fred H. Haight Co. (B.C.) 
Portchester Instrument Corp., 114 
Wilkins Ave., Port Chester, N.Y. 

J. J. MacQuarrie Sales 
The Potter Co., 1950 Sheridan Rd., 
N. Chicago, Ill. 

Douglas Randall Canada. Ltd. 
Potter Instrument Co., Inc., Sun- 
nyside Blvd., Plainview, L.I., N.Y 

Instronics Ltd. 

Power Sources, Inc., Northwest In- 
dustrial Park, Burlington, Mass. 

E. G. Lomas 
Precision Apparatus 
70-31 84th St., 
N.Y. 

Atlas Radio Corp. Ltd. 
Precision Electronics, Inc., 
King St., Franklin Park, 

William Cohen Ltd. 


Prechion Instrument Co., 
Commercial St., San Carlos, 
R-O-R Associates Ltd. 
Precision Metal Prods. Co., 41 
Elm St., Stoneham 80, Mass. ST 

6-1999. 

A. Deskin Sales Corp. 
Precision Radiation Instruments, 
Inc., 4223 W. Jefferson Blvd., 
Angeles, Calif. 

Canadian Research Institute 
Precision Thermometer & Instru- 
ment Co., 1434 Brandywine St., 
Philadelphia 30, Pa. 

Measurement Engrg. Ltd. 
Precision Tube Co., Inc., Church 
Rd. & Wissahickon Ave., North 
Wales, Pa. 

Canadian Research Institute 
H. P. Preis Engraving Machine 
Co., 651 U. S. Highway 22, Hill- 
side, N.J. 

Empire Engrg. Co. 

Hope Machinery Co. Ltd. 

H. J. G. McLean Ltd. 


Premax Prods., Div. of Chisholm- 
Ryder Co., Inc., College & High- 
land Aves., Drawer F., Bridge 
Sta., Niagara Falls, N.Y. BU 5- 
9186. 

Roger M. Minthorne Co. (B.C.) 


Premier Instrument Corp., 33 New 


Broad St., Port Chester, N.Y. 
J. J. MacQuarrie Sales 





Long 


Co., Inc., 
Glendale 27, L.L, 


9101 


1011 
Calif. 
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Presstite Div., American Marietta 
Co., 39th & Chouteau Ave., St. 
Louis 10, Mo. 

Railway & Power Engrg. Corp. 
Price Electric Corp., E. Church & 
2nd Sts., Frederick, Md. 

Radio Condenser Co. Ltd. 
Proctor Electric Co., Philadelphia, 
Pa. 


R. W. Stark 
Prodelin, Inc., 307 Bergen Ave., 
Kearny, N.J. 

Adams Engrg. Ltd. 
Ww. G. Pye Co. Ltd., Granta 
Works, Cambridge, England. 

mway Electronic Enterprises 

Pyramid Electric Co., 507-26th St., 
Union City, N.J. 

William Cohen Ltd. 
Pyramid Instrument Corp., 630 
Merrick Rd., Lynbrook, N.Y. 

Atlas Radio Corp. Ltd. 
Pyroferric Co., Inc., 621 E. 216th 
St., New York 67, N.Y. 


Q 


Qualitone Industries, Inc., 102 Co- 
lumbus Ave., Tuckahoe, N.Y. 

Lake Engrg. Co. Ltd. 

Ben Manis Associates Reg’d. 
Quality Electronics, 319 Church St., 
New York 13, N.Y. 

Active Radio & T.V. Ltd. 
Quam-Nichols Co., 
quette Rd., Chicago 37, 

D. Eldon McLennan (West) 
Quan-Tech Labs., 60 Parsippany 
Blvd., Boonton, N.J. 

Electrodesign 

Paramount Agencies (B.C.) 
Quarzkeramik GmbH, Stockdorf 
bei Munchen, Gautinger Strasse 
23, Germany. 

Quick Mount Mfg. Co., Inc., 481 
Sterling Place, Brooklyn 38, N.Y. 

Ron Merritt Co. (West) 
Quietrole Co., 395 St. John, Spar- 
tanburg, Calif. 

Cross Canada Electronics 


R 


R-Columbia Prods. Co., Inc., 305 
Waukegan Ave., Highwood, Il. 
Sybell Sales Co. 
R-J Audio Prods. Inc., 8) Shore 
Rd., Port Washington, N.Y. 
Chas. W. Pointon Ltd. 
Racal Engrg. Ltd., Western Rd., 
Bracknell, Berks., England. 
Instronics Ltd. 
Racon Electric Co., 
Broadway, New York 1, N. 
4-6258. 
General Sound & Theatre Egpt. 
Ltd. 


Inc., 1261 
Y. MU 


Radar Design Corp., P.O. Box 38. 
Pickard Rd., Syracuse 11, N.Y. GL 
4-4418. 
Radar Measurements Corp., 190 
Duffy Ave., Hicksville, N.Y. 
Tele-Radio Systems Ltd. 
Radiation Counter Labs., Inc., 
5521 W. Grove St., Skokie, III. 
Electromechanical Prods. 
Radiation Inc., P.O. Box 37, 
bourne, Fla. 
Radionics Ltd. 
Radiation ’ Instrument 
Lad S. Halstead St., 
ll 


Mel- 


Dev. Lab., 
Chicago 21, 


Ray Johnston Co. Inc. 
Radio Corp. of America, Memory 
Cores Div., International Div., 
Clark, N. 

Lake Engrg. Co. Ltd. 

Radio Engrg. Labs.,.Inc., 36-40 
37th St., Long Island City, N.Y. 
The Ahearn & Soper Co. Ltd. 
Radio Frequency nl Inc., 44 

Park St., Medfield, Mass. 
Elder ‘Electronics 
(Ont. & Que.). 
Radio Frequency Labs., hsm Pow- 
erville Rd., Boonton 3, N.J. 
Instronics Ltd. (T & S Div.) 
7 Systems (Comm. 
iv. 
Radio Heaters Ltd., Eastheath 
Ave., Wokingham, Berks, England. 
Dominion Electrohome Industries 
Ltd., Tech. Prods. Div 
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Radio Industries, Inc., 5225 N. 
Ravenswood Ave., Chicago 40, Ill. 
Automatic Coil Mfg. Ltd. 
aterials Co., Division P.R. 
Mallory & Co. Inc., 3325 N. Cali- 
fornia Ave., Chicago 18, Ill. 
J. R. G. McVity & Co. 
Radio Merchandise Sales, 
Lg] Bronxdale, New York ars 

Ben Manis Associates Reg’d. 
Radio Receptor Co., Inc., 240 
Wythe Ave., Brooklyn 11, N.Y. 

Telequipment Mfg. Co. ‘Ltd. 
Radio Specialists Co., 2620 Larimer 
St., Denver, Colo. 

Tele-Radio Systems Ltd. 
Radiometer, 72 Emdrupvei, Copen- 
hagen NV, Denmark. 

Bach- -Simpson Ltd. 

Rahm Instrument Div., American 
Machine & Metals, Inc., 65 Rush- 
more St., Westbury, N.Y. 

Brian Engrg. Ltd. 

Railway Communications, Inc., 
9351 E. 5%h St., P.O. Box 67, 
Raytown, Mo. 

Tele-Radio Systems Ltd. 
Rainbow Radio Mfg. Co. Litd., 
Mincing Lane, Blackburn, Lancs., 
England. 

Conway Electronic Enterprises 
Ram Electronics Corp., 600 In- 
dustrial Ave., Paramus, NJ. 

Telequipment Mfg. Co. Ltd. 
The Range E Co. Ltd., 
3-7 Windmill Lane, Stratford, Lon- 
don E.15, England. 

Conway Electronic Enterprises 
Rank Cintel Ltd., Worsley Bridge 
Rd., Lower Sydenham, London 
S.E. 26, England. 

E.M.I.-Cossor Electronics Ltd. 
Rapid Electroplating Process, Inc., 
i S. Wabash Ave., Chicago 5, 


George M. Fraser Ltd. 

George Rattray, Inc., 116-8 Myrtle 
Ave., wy Hill, N.Y. 

John Herring & Co. Ltd. 
Rauland Borg Corp., 3515 W. 
Addison St., Chicago 18, Ill. 

Atlantic Films & Electronics 

Power & Mine Supply Co. Ltd. 
Raytheon Mfg. Co., 100 River St., 
Waltham, Mass. 

S & T Sales Ltd. 

Reading Batteries, Div. of Auto- 
lite Co., Reading, Penn. 

Railway & Power Engrg. Corp. 
The Record Electrical Co. Ltd., 





Reproducers & Amplifiers Léd., 
Wolverhampton, England. 

Astral Electric Co. Ltd. 

Resin Industries Div., Borden 
Chemicals, Santa Barbara, Calif. 
and N. Andover, Mass. 

Paisley Prods. of Canada Ltd. 
Resista, Landshut Bay, W. Ger- 
many. 

Electrodesign 
Resistance Prods. Co., 914 S. 13th 
St., Harrisburg, Pa. 

Canadian Curtiss-Wright Ltd. 
Resistor Wholesalers Corp., 71 
7. St., New York, N.Y. 

. Kahnert Sales Co. Ltd., 
By pe Ltd., Romford, Es- 
sex, 4 
Smyth Electronic Components 
Revere Corp. of America, North 
Colony Rd., Wallingford, Conn. 
— Aircraft Equipment Co. 
Rheem Califone Corp., 1020 N. La 
Brea Ave., Hollywood 38, Calif. 

Caldwell A/V Equipment Co. 
Rheem Semiconductor Corp., 
Mountain View, Calif. 

The Ahearn & Soper Co. Ltd. 
Rhein Sound Systems, 133 Hamilton 
~~ New Haven, Conn 

. C. Kahnert Sales Co. Ltd. 
deciciitanaiamene Isolatoren- 
Werke GmbH, Germany. 
Associated Electronic Compon- 
ents 
M. H. Rhodes & Sons Co., Taun- 
ton, Mass. 

Norris Burgess 
Ribet-Desjardins, 13 Rue Perier, 
Montrouge (Seine), France. 

Electronic Television Equipment, 
— Mica Corp., Richmond, 


Soden Chemicals Div. 
John F. Rider Publisher, Inc., 116 
W. 14th St., New York we 
Chas. W. Pointon Ltd. 
Riehle Testing Machines, Div. 
American Machine & Metals, E. 
Moline, Til. 
A. C. Wickman Ltd. 
Robert Rigby Ltd., London, Eng- 


land. 
Caldwell A/V —s Co. 


Riggs Nucleonic Corp., 145 
Magnolia Bivd., Burbank, Calif. 
Allan Crawford Associates Ltd. 


. ee Metals Corp., Buffalo, 


N Railway & Power Engrg. Corp. 
Rimak, Inc., 10929 Vanowen St., 





Broadheath, Altrincham, Ch 
England. 
R. H. Nichols Ltd. 
Recoton Corp., 52-35 Barnett Ave., 
Long Island City 4, N.Y. 
Emerson Sales Ltd. (West) 
Rectico, Inc., 963 he ee 
Ave., Newark 12, N.J. 8738. 
Red Lake + aie P.O. ate 271, 
Makopac, N.Y 
Computing Devices of Canada 
Redifon (England) Ltd., Broomhill 
Rd., London S.W. 18, England. 
Redifon Canada 


Reeves Instrument Corp., 215 E. 
& 9ist St., New York 28, N.Y. 
Douglas Randall Canada Ltd. 
Reeves Soundcraft Corp., 10 E. 
ay St., New York 22, N.Y. 

T. R. Armstrong Ltd. 
fe Merritt Co. (West) 
Reflectone Electronics, Inc., 
Rd., Stamford, Conn. 
Mel Sales Ltd. 

Rejafix Ltd., London, England. 
Barnard Stamp & Stencil Ltd. 
Rek-O-Kut Co., 38-19 108th St., 

Corona 68, N.Y. 

Atlas Radio Corp. Ltd. 

Relay Sales, Inc., P.O. Box 186-U, 
bis Chicago, Ill. West Chicago 


Post 


Reliance (Cords & Cables) Ltd., 
Staffa Rd., Leyton, London, E.10, 
England. 

Astral Electric Co. Ltd. 

Reon Resistor Corp., 117 Stanley 
Ave., Yonkers, N.Y. 

Precision Electronic Components 
(1956) Li 


North Hollywood, Calif. 

J. J. MacQuarrie Sales 
Rinco, Inc., 7962 S.E. Powell 
Bivd., Portland 6, Ore. 

Beechey Enterprises 
Ripley Co., Inc., Box 31, 1 
tory St., Middletown, Conn. 

John Herring & Co. Ltd. 
Rivlin Instruments Ltd., Doman 
Rd., Yorktown Industrial Estate, 
Camberley, Surrey, England. 2507. 
Robbins Aviation Corp., Los 
Angeles, Calif. 

Canavia Engrg. & Sales Co. 
Robins Industries Corp., 36-27 
Prince St., Flushing 54, . 

E. S. Gould Sales Co. 

Robinson Technical Prods., Inc., 
Teterboro Air Terminal, Teterboro, 


Fac- 


N.J. 
Aviation Electric Ltd. 
S.A. Rochar Electro’ 


France. ALE 00.03 & 00.07. 
Rockford Special Furniture Co., 
2024-23rd Ave., Rockford, Ill. 

Ron Merritt Co. (West) 
Rocol Lid., Leeds, England. 

W. R. Watkins Co. Ltd. 
Rogan Bros., 8031 N. Monticello, 
Skokie, Ill. OR 5-1233. 
Rogers Electronics, 43 Bleecker St., 
New York, N. 

Active Radio & T.V. Ltd. 
Rohde & Schwarz, Muenchen 9, 
Tassiloplatz 7, Germany. 

The Ahearn & Soper Co. Ltd. 
Conway Electronic Enterprises 
Rohn Mfg. Co., 116 Limestone, 
Bellevue, Peoria 5, Ill. 

Eric Jeanes 
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a Léd., Ferry Works, 
Ditton, y, England. 
W. Pointon Ltd. 


The Roller Bearing Co. of Amer- 
ica, Sullivan Way, West Trenton, 


N.J. 

Philip French Sales Ltd. 
Roller-Sraith Instrements Inc., 50 
os L., Newark 1, NJ. 

ohn 8. Plewes Co. 
a... Acoustical 
Earle Ave., Lynbrook, N 

Audio Tool & Engrg. Ltd. 
Rosemount Engrg. Co., 9424 Lyn- 
dale Ave., S., Minneapolis 20, 


Minn. 

Garrett Mfg. Ltd. 
Rosenthal-Isolatoren GmbH, Sclb/ 
Bayern, Wilhelmstr. 14, W. Ger- 
many. 

North West Radio Dist. 
Rotating Components, Imc., 267 
Green St., Brooklyn 22, N.Y. 

Whittaker Electronics Ltd. 
Roto Mfg. Co., 1030 W. 2nd St., 
Xenia, Ohio. 

Alliance Div. General Steel 

Wares Ltd. 
7-9 Schoonmaker 
N.Y. 


The Hoover Co. Ltd. 
Royal Electric Corp., 95 Grand 
Ave., Pawtucket, R.I. Canadian 
Sales: Royal Electric Co. (Quebec) 
Ltd., 171 Hymus Bivd., Pointe 
Claire, Que. OX 7-3300. 
Arthur C. Ruge, Inc., 733 Concord 
Ave., Cambridge, Mass. 

Electromechanical Prods. 
Ruhstradt, Goettingen, Germany. 

Thermovolt Instruments Ltd. 
Rust Industrial Co., 130 Silver St., 
Manchester, N.H. 

Elder Electronics 
Rutherford Electronics Co., 8944 
Lindblade St., Culver City, Calif. 

ec Ahearn & Soper Co. Ltd. 

Rytel Corp., 17538 Ventura Bivd., 
Encino, Calif. 

Norris Burgess 


S 


S & A Electronics, 1025 Nevada 
St., Toledo, O. 

Norris Burgess 
S.A.F.T. Accumulateurs, Route 
Nationale, Romainville (Seine), 
France. 

Ward Leonard of Canada Ltd. 
S. K. L. Instruments, Boston, Mass. 
E.M.1.-Cossor Electronics Ltd. 
Sage Electronics Corp., Country 

Club Rd., East Rochester, N.Y. 
Electromechanical Prods. 
Saia S.A., Morat, Switzerland. 
The J. W. Ellis Industries 
Sakura Electric Co. Ltd., Tokyo, 
Japan. 
S. H. Parker Co. 
Howard W. Sams & Co., Inc., 
= E. 46th St, Indianapolis a 
nd 
A. C. Simmonds & Sons Ltd. 
Dave M. Lee Co. (B.C.) 
Firma S. Samulevitz, Sct. Knuds- 
vej 25-27, Copenhagen, Denmark. 
Associated Elect. Components 
San Fernando Electric Mfg. Co., 
1509 First St., San Fernando, 


Calif. 
E. S. Gould Sales Co. 


Sanborn Co., 175 Wyman St., 
Waltham, Mass. 
R-O-R Associates Ltd. 
Arva (B. 
X-Ray & Radium Ltd. (Medical 
equipment only) 





=o Sales Ltd. 
H. Sanders Ltd., 49 pam 
x London, W.1., 


and. 

fy Electronic Enterprises 

W. H. Sanders (Electronics) Léd., 
Gunnels Wood Rd., Stevenage, 
Herts., England. 

Prince & Roberts 
Sangamo Electric Co., P.O. Box 
7, Marion, Ill. 

R. C. Kahnert Sales Co. Ltd. 

D. Eldon McLennan (West) 


indicates an advertiser; see page 183. 


Sangamo — rg 
Sales, Springfield, Il vegeta 
David R. Beattie (East) 
Sanwa Electric Instrument Works 
Ltd., Tokyo, Japan. 
R. Mack & Co. Ltd. 
Ez. & Co. 4647 W. 
Foster Ave., Chicago, Il. 
Tecneek Associates 
Sargent-Rayment Ss 4926 E. 12th 
St sky ® 


Kahnert i Co. Ltd. 
Tarzian, Inc.. 415 
Ave. N., Bloomington, — 
Philco Corp. of Canada Ltd. 
Sarkes Tarzian, Inc., Semiconduc- 
tor Div., Bloomingt Ind. 
A. T. R. Armstrong Ltd. 
Savage & Parsons Léd., Watford 
By-Pass, Watford, Herts., Eng- 
land. 6071 


Mechron Engrg. Prods., Ltd. 


Savoy Electronics, Inc., 1314 N.E. 
17th Cont, Box ig 3 Fen Laud- 
erdale, . LO 6-8416. 
Saxton Pesta * 4320 Park 
Ave., New York 57 > 

Ben M tes Reg’d. 


2814 19th St., 
Calif 


Eric Jeanes 


Cincinnati 
Pitt utraies o& Ltd. 
. C. Mendelsohn Co. Ltd. 
Oo t ~ ae Parts & Egqpt. Serv. 


Schenectady Varnish, Congress 

& %h Ave., Schenectady, N.Y. 
Paisley Prods. of Canada Ltd. 

Schlumberger Well 


Corp. 
Div., 
Conn 


— : Surveying 
P.O. Box 550, Ridgefield, 


Van Waters & Rogers Co. Ltd. 
Schomand! K. G., Muenchen, 6-8 
Belfortstr. b 


Instronics Ltd. 


Firma Jorgen Schou, Industri- 
gaarden, 86 Finsensvej, 


hagen, Denmark j 
Associated Elect. Components 
Firma Tage Schouboe, Skyttegade 

7. Cop mark 
Associated Elect. «4 


me Ave., Cantbetige 


ass. 
Stark Electronic Sales Co. 
Scientific-Atlanta, Inc., 2162 Pied- 
mont Rd. N.E., Atlanta 9, Ga. 
Philips Elect. Ind. Ltd. 





Ray Johnston Co (West) 
James Scott & Co. (Electrical En- 
gineers) Lid., Carntyne Industrial 
Estate, Glasgow E.2, Scotland. 

Ferranti-Packard Electric Ltd. 


Sealectro Corp. 139 Ho St., 
Mamaroneck, N.Y. a 
White Radio Ltd. 


Sealtron Corp., So Rd. at 
Amity, Cincinnati 
Johnson Matthes” 7 Mallory 
Seco Mfg. Co., 5015 Penn Ave. 
S., Minneapolis 19, Mina. 
‘Ron Merritt Co. (West) 
Secode Corp., 555 Minnesota St., 
San Francisco 7, Calif. 
Tele-Radio Systems . 
Canadian Electronics Ltd. 
Westronic Engrg. Sales 


Security Devices Lab., Rochester 
21, N.Y. 
J. J. MacQuarrie Sales 
Instrument Ors | en 377 4th 


St. iagara Palls 
Rousseau Controls Ltd. 


Segnalamento Marittimo ed Aereo, 
Florence, Italy. 
Beaconing Optical & Precision 
Materials Co. Ltd. 


Seiscor, P.O. Box 1590, Tulsa, 
Okla. 
Electrolabs 








U. S., U. K. and Other Manufacturers 


Semi-Elements, Inc., Saxonburg 
Bivd., Saxonburg, Pa. 

Active Radio & T.V. Ltd. 
Tom Senior, Liversedge, 
England. 

pire Engrg. Co. 
Sensitive Research 
Corp., 310 Main St., 
Rochelle, N.Y. 

Mel Sales Ltd. 

Avra (West) 

Serdex, Inc., 12 Bowdoin Sq., 
Boston. 14, Mass. CA 7-7160. 

Pacific Monitor (B.C.) 

Service Recorder Co., 1013 Rock- 
well Ave., Cleveland, O, 

Canadian Charts & 
Servisol Ltd., England. 

Payette Radio Ltd. 
Servomex Controls Ltd., Crow- 
borough, Sussex, England. 1247. 

The Glendon Inst. Co. Ltd. 
Shallcross Mfg. Co., Jackson Ave., 
Collingdale, Pa. 

John Herring & Co. Ltd. 

W. 8S. Shamban & Co., 11617 W. 
Jefferson Bivd., Culver City, Calif. 

Abercorn Aero Ltd. 

Railway & Power Engrg. Corp. 
Shardiow Micrometers Ltd., 350 
Petre St., Sheffield 4, Yorks., 
England. 386951. 

Parker Imports Ltd. 

Shaw Moisture Meters, Rawson 
Rd., —— Bradford, York- 
shire, England 

Teilurometer Canada Ltd. 


Sheffield Corp., Box 893, 721 
Springfield St., Dayton 1, Ohio. 

A. C. Wickman Ltd. 

Shell Electronic Mfg. Corp., 112 
State St., Brooklyn 34, N.Y. 

Robert J. Buckland Co. 
Sherman Industrial E‘ectronics, 505 
ao Ave., Befleville, N.J. 
PL 9-5800 

Electrodesign 
Sherwood Electronics Labs., Inc., 
Chicago 18, Ill. 

H. Roy Gray Co. Ltd. 

Ron Merritt Co. (West) 
Shielding, Imc., N. Read Ave., 
Riverton, N.J. 

Stark Electronic Sales 
Shur-Lok Corp., Anaheim, Calif. 

Railway & Power Engrg. Corp. 
Shure Bros., Inc., 222 Hartrey 
Ave., Evanston, IIl. 

A. C. Simmonds & Sons Ltd. 

C. M. Robinson Co. (West) 
Shurite Meters, 130 Wallace St., 
New Haven 8, Conn. 

R. C. Kahnert Sales Co. Ltd. 

F. W. Sickles Div., General In- 
strument Corp., 165 Front St., 
Chicopee, Mass. 

General Instrument — F., 

Sickles of Canada Ltd. 
Siemens & Halske A.G., Berlin, 
Braunschweig, Karlsruhe and 
Muenchen, Germany 

The Ahearn & Seper Co. Ltd., 

Viditon Corp. 

Electrodesign 
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Siemens-Schuckertwerke A. G., 
Erlangen, Berlin, Nuernberg, Bad 
Neustadt/Saale, Amberg, Muehl- 
heim/R Germany. 

The Ahearn & Soper Co. Ltd. 
Sierra Electronic Corp., 3885 
Bohannon Dr., Menlo Park, Calif. 

Atlas Instrument Corp., Ltd. 
Sifam Electrical Instrument Co. 
Léd., Leigh Court, Higher Lin- 
ease Rd., Torquay, Devon, 


Mechron Engineering Prods. 
Sightmaster Corp., 50 Aleppo St., 
Providence, R.I. 

John R. Tilton Ltd. 

Sigma Instrument Co. Ltd., Letch- 
worth, Hertfordshire, England. 

Industron Corp. 


Sigma Instruments, Inc., 170 Pearl 
St., S. Braintree, Mass. 
. T. Shaw Co 

Arva (B.C.) 
Seals, Inc., 
waukee Ave., Chicago 18, Ill. 
Alex W. Andrews & Associates 


Yorks, 


t 
New 


Supplies 


Ltd. 
(Small rectifiers 
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Silicon Transistor Corp., Carle 
Place, L.I., N.Y. 
A.T.R. Armstrong Ltd. 
Si ds A ries Inc., 105 
White Plains Rd., Tarrytown, N.Y. 
Simmonds Aerocessories of 
Canada Ltd. 
Simmons Fastener Corp., N. 
Broadway, Albany 1, N.Y. 
Aviquipo of Canada Ltd. 
Simplex Co., Springfield, I. 
Burlec Sales oe 
Mark zoe ty . Co., » 32- 
ty Long "Island ws 3, 


‘McIntyre Agencies 
Emerson Sales Ltd. (West) 


Sioux Radio Products., 100 Doug- 
las Ave., Yankton S.D. NO 5-3507. 
James B. Sipe & Co., Inc., P.O. 
Box 8010, Pittsburgh 16, Pa. 
General Communications Ltd. 
Sivers Lab., Stockholm, Sweden. 
Smyth Electronic Components 


Skinner Electric Valve Div., 95 
Edgewood Ave., New Britain, 
Conn. 

Dycon Ltd. 

Petro-Automation Industries Ltd. 
Skydyne, A River Rd., Port 
Jervis, N.Y. 

Atlas Inst. Corp. Ltd. 

Slip Ring Co. of America, 3612 
W. Jefferson Blvd., Los Angeles, 
Calif. 

E. S. Gould Sales Co. 

Slug Bit Supply Co., 9745-A Hines 
Blvd.. Dallas 25, Texas. 

J. R. G. McVity & Co. 

Herman H. Smith, Inc., 2326 | a 
trand Ave., Brooklyn 10, 

Atlas Radio Corp. Ltd. 
Smith-Florence, Imc., 4223-23rd 
Ave. W., Seattle 99, Wash. 

B. H. McGregor 
Smith Hobson Ltd., Hersham Stn., 
Walton-on-Thames, Surrey, Eng- 
land. 

The J. W. Ellis Industries 
Societe Ohmic, Paris, France. 

Pfeiffer Electronic Labs. 
Sodeco, Societe des Compteurs de 
Geneve, Grand Pre 70, Geneva 16, 
Switzerland. 

The J. W. Ellis Industries 
Solar Mfg. Corp., 4553 
Ave., Los Angeles 58, Calif. 

Prime Elect. Components Ltd. 
The Solartron Electronic Group 
Ltd., Thames Ditton, Surrey, Eng- 
land. 

Instronics Ltd. 

Solidyne, 7460 Girard Ave., La 
Jolla, Calif. 

The Glendon Co. Ltd. 

Solitron Devices, Inc., 67 S. Lex- 
ington Ave., White Plains, N.Y. 

E. S. Gould Sales Co. 

Sonotone Corp., Battery Div., 
Elmsford, N.Y. 

Aviation Electric Ltd. 

Sonotone Corp., Electronic Appli- 
cations Div., Elmsford, N.Y. 

Atlas Radio Corp. Ltd. 

Sony Radio Corp., Tokyo, Japan. 

Smyth Electronic Components 


Sorensen & Co. Inc., Richards 
Ave., S. Norwalk, Conn. 

Bayly Engrg. Ltd. 

Arva (West) 
Sound-Craft Systems, 
Mountain, Morrilton, 
7-5488. 

Soundolier, Inc., P.O. Box 3848, 
St. Louis, > 

R. C. Kahnert Sales Co., Ltd., 

D. Eldon McLennan (West) 
The SoundScriber Corp., 6 Middle- 
town Ave., North Haven, Conn. 

Representatives in principal cities 

across Canada. 

Southco Div., South Chester Corp.. 
Lester, Pa. 

Metal & Wood Fastening De- 

vices Co. (East) 

Black Bros. Ltd. (B.C.) 
Southern Electronics Corp., 150 
W. Cypress Ave., Burbank, Colif. 

Electrodesign 
Southern Instruments Léd., Frim- 





Seville 





Petit Jean 
Ark. PA 





~~ Rd., Sa Gubaty. Surrey, Eng- 


Ey Electronic Enterprises 
El 


Stelma, Inc., 200 Henry St., Stam- 
ford, Conn. 
Instronics Ltd. 


Inc., 8538 





Southwestern Industrial 
2831 Post Oak Rd., 
13058, Houston 19, Tex. 

Radionics Ltd. 
Sparta Mfg. Co., Div. of U.8. 
Dover, O. 


P.O. Box 


Spaulding Products Co., Frankfort, 
Ind 


Delhi Metal Products Co. Ltd. 
Specialty Engrg. & Electronics Co. 
Ltd., ss ee Place, Brooklyn 


The Ahearn & Soper Co. Ltd. 

ecific Products Co., P.O. Box 
425, Woodland Hills, Calif. 

Whittaker Electronics Ltd. 
Spectrol Electronics Corp., 1704 
S. De! Mar Ave., San Gabriel, 
Calif. 

Whittaker Electronics Ltd. 

Payette Radio Ltd 
Spellman High Voltage Co., 3029 
Webster Ave., Bronx 67, N.Y., KI 
7-0306 


Spencer Aircraft Co., 8410 Dallas 
Ave., Seattle, Wash. PA 3-0911. 
Sperry Products, Inc., Shelter Rock 
Rd., Danbury, Conn. 

Tattnall Measuring & Nuclear 

Systems Ltd. 

The Sphere Co., Inc., 25 Amity 
St., Little Falls, N.J. 

E. S. Gould Sales Co. 
James S. Spivey, Inc., 4908 Hamp- 
den Lane, Washington 14, D.C. 

Domac Technical Sales Ltd. 
Sprague International Ltd., 125 
Marshall St., P.O. Box 73, North 
Adams, Mass. 

Sales to manufacturers: 

Micarta Fabricators Ltd. 

Sales to distributors: 

John R. Tilton Ltd. (East) 

C. M. Robinson Co. (West) 


A Sprenger, Hamburg, Germany. 

Mechron Engrg. Prods. Ltd. 
Stability Radio Components Ltd., 
Raven Rd., South Woodford, Lon- 
don E.18, England. 

Smyth Electronic 
Stahlin Brothers, 
Mich. Belding 1500. 
Stancil-Hoffman Corp., 921 N. 
Highland Ave., Hollywood, Calif. 

Caldwell A/V Equipment Co. 
Standard Cond Corp., 3749 
N. Clark St., Chicago 13, Ii. 

Prime Elect. Components Ltd. 
Standard Crystal Co., 1714 Locust 
St., Kansas City, Mo. 

Delta Aircraft Equipment Co. 
Standard Electric Time Co., 89 
Logan St., Springfield, Mass. 

Standard Electric Time Co. of 

Canada Ltd. 
Standard Electronics, Div. of Radio 
Engrg. Labs., Inc., 29-01 Borden 
., Long Island City 1, N.Y. ST 
6-2100. 

Northern Electric Co. Ltd. 
Standard Electronics Co., 1611 W. 
63rd St., Chicago 21, Ill. 

The Glendon Co. Ltd. 

Standard X-Ray Co., 1932-42 N. 
Burling St., Chicago 14, 

Stanton Instruments Ltd., 119 Ox- 
ford St., London W.1, England. 

Wilson Science Equip. Ltd. 


The States Co., 19 New Park Ave., 
Hartford 6, Conn. 

Irving Smith Ltd. (East) 

Filer Smith Co. Ltd. (West) 


Statham Development Corp., 12411 
West Olympic Blvd., Los Angeles 
64. Calif. 

Electrolabs 
Statham Instruments, 
W. Olympic Blvd., 
Calif. 

John Herring & Co. Ltd. 
1g & Co., Richterswil, Switzer- 
and, 

Canadian Research Institute 
The Staver Co., Inc., P.O. Box 
431, 41-51 N. Saxon Ave., Bay 
Shore, L.I., N.Y. 

Atlas Radio Corp. 


Components 
Inc., Belding, 





Inc., 12401 
Los Angeles, 


Pp Trusonic, 

Warner Dr., Culver’ City, Calif. 

Ron Merritt Co. (West) 
Sterling Mfg. Co., 7201 Wentworth 
Ave., Cleveland 2, O. 

A. C. Simmonds & Sons Ltd. 
Sterling Precision Corp., Port 
Washington, N.Y. 

Chas. W. Pointon Ltd. 
Stevens-Arnold Inc., Wd Elkins St., 
South Boston 27, 

John Herring & ag Ltd. 
Stevens Mfg. Co., Inc., P.O. Box 
1007, Mansfield, O. 

R. W. Stark 
Geo. Stevens Mfg. Co., Inc., 6022 
N. Rogers Ave., Chicago 30, Ill. 

Alec W. Andrews & Associates 
Stever-Locke Specialties, Inc., N. 
Main St., Honeoye Falls, N.Y. 

John S. Plewes \. 

D. M. Steward Mfg. Co., E. 36th 
St., P.O. Box 510, Chattanooga, 
Tenn. 

The Glendon Co. Ltd. 

Stoddart Aircraft Radio Co., Inc., 
6644 Santa Monica Blvd., Holly- 
wood 38, Calif. HO 4-9292. 

Strand Labs., Inc., 217 California 

. Newton 58, Mass. 


Rm 
Works, Alvechurch Rd., West 
Heath, Birmingham 31, England. 
PRI 2231/4. 


Conway Electronic Enterprises 


Stromberg Carlson Co., 
General Dynamics 
Carlson Rd., Rochester 3, 

Hackbusch Electronics Ltd. 
Stromberg Time Corp., 135 Main 
St., Thomaston, Conn. 

‘Automatic Electric Sales (Can- 

ada) Ltd. ’ 
The Strong Electric Corp., 87 City 
Park Ave., Toledo 1, Ohio. 

Aircraft Appliances & Eqiupment 
Stuzzi Radiotechnischer Betrieb, 
Stattmayergasse 30, Vienna, Aus- 
tria. 

Atlas Radio Corp. Ltd. 

Suflex Corp., 33-40 57th St., 
Woodside, N.Y. 

Andrew Gilchrist Ltd. 

Suflex Ltd., London, England. 

Smyth Electronic Components 
A. R. Sugden & Co. Ltd., Well 
Green Lane, Brighouse, Yorks., 
England. 

Astral Electric Co. Ltd. 

H. W. Sullivan Ltd., 72 Leo St., 
London S.E. 15, England. 

The Ahearn & Soper Co. Ltd. 
Super Oil Seal & Gaskets, Birming- 
ham Factory Centre, King’s Norton, 
Birmingham, England. 

Lyman Tube & Bearings Ltd. 
Superex Electronics Corp., 4-6 
Radford Pl., Yonkers, N.Y. 

William Cohen Ltd. 

Superior Cable Corp., Box 480-A, 
Hickory, C 

Electroline T.V. Equipment Inc. 
The Superior Electric Co., 83 
Laurel St., Bristol, Conn. : 

The American Superior Electric 

Co. Ltd. 
Superite Instrument Corp., 7 aa 
flower, Floral Park, L.I., N.Y 

John Herring & Co. Ltd. 
Superscope, Inc., 8520 Tujunga 
Ave., Sun Valley, Calif. 

Ron Merritt Co. (West) 

Sutton Electronics Co., 2415 
Nicholasville Rd., Lexington, Ky. 

Norris Burgess 
Suzuki Denki, Tokyo, Japan. 

Smyth Electronic Components 
Switchcraft, Ine., 5555 N. Elston 
Ave., Chicago 30, Il. 

Atlas Radio Corp. Ltd. 

H. D. Symons & Co. Ltd., Park 
Works, Kingston Hill, Surrey, 
England. 

Paisley Prods. of Canada Ltd. 
Synthane Corp., Oaks, Pa. Glen- 
dale 2-2211. 

Systron Corp., 2055 Concord Blvd., 
Concord, Calif. MU 2-3650. 
Electrodesign 
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TV Development Cann 9 469 Jerico 
Turnpike, Mineaola, N.Y 
Norris Burgess 
Taber Instruments Corp., 107 
North Tonawanda, 


Conway Electronic Enterprises 
Talk-A-Phone Co., 1512 S. Pulaski 
Rd., Chicago 23, Ill. 

Industrial & Institutional Com- 

munications Ltd. 

E. N. Woolley & Associates 
Tally Register Corp., 1310 Mercer 
St., Seattle 9, Wash. MA 4-0760. 
Tandberg, Oslo, Norway. 

Engineereed Sound Systems Ltd. 

Canadian Electronics Ltd. (West) 
Tannoy Prods. Ltd., England. 

Emerson Sales Ltd. (West) 

thon, Inc., a S. Hindry 


E. 

Instantaneous Recording — 
Taurus Corp., 8 Coryell St., Lam- 
bertville, N.J. 

Douglas Randall (Canada) Ltd. 

Inc., 15400 Dale 
, Mich. 

The Glendon Co. Ltd. 

Taylor Electrical Instruments Ltd., 
Montrose Ave., Slough, Bucks, 
England. 

Conway Electronic Enterprises 
Taylor Spring & Mfg. Co., Inc., 
a S. Oakley Ave., Chicago 20, 


I The Glendon Co. Ltd. 

Taylor, Taylor & Hobson Lid., 
Stoughton St., Leicester, England. 

Bestec (Canada) Ltd. 

Empire Engrg. Co. 

Applied Electronics (Lenses) 
Taylor Tubes, Inc., 2312 Wabansia 
Ave., Chicago 41, Il. 

United Aviation Electronics Ltd. 
Tech Laboratories, Inc., Palisades 
Park, N.J. 

A. Deskin Sales Corp. 
Technibiit Corp., 905 Air 
Glendale 1, Calif. 

Bayly Engrg. Ltd. 
Technical Appliance Corp., 1 Taco 
St., Sherburne, N.Y. 

Hackbusch Electronics Ltd. 
Technical Devices Co., 11242 
Playa Court, Culver City, Calif. 

Willer Engrg. & Sales Co. 

Ray Johnston Co. (B.C.) 

The Technical Material Corp., 700 
Fenimore Rd., Mamaroneck, N.Y. 

TMC (Canada) Ltd. 

Technical Measurement Corp., 441 
Washington Ave., North Haven, 
Conn. 

Allan Crawford Associates Ltd. 


Technical Services, 
Mi 


ich, 
Caldwell A/V Equipment Co. 


Technicraft Labs., Inc., Thomas- 
ton, Conn. 
Microwave Systems 
Technifiex Mfg. Co., Inc., 55 Jer- 
sey Ave., Port Jervis, N.Y 
General Communications Ltd. 
Technique Associates Inc. 
Thermovolt Instruments Ltd. 


Technology Instrument Corp., 531 
Main St., Acton, Mass. 
Mel Sales Ltd. 


Tektronix, Inc., Box 831, Portland 
7, Ore. 
Tektronix, Inc. (Man. & East) 
Hawthorne Electronics (Sask. & 
West) 


Tel Autograph Corp., 8700 Bel- 
lanca Ave., Los Angeles 45, Calif. 
Automatic Electric Sales (Can- 
ada) Ltd. 
Tel Instrument Electronic Corp., 
728 Garden St., Carlstadt, N.J. 
Atlas Inst. Corp. Ltd. 
Telcon Magnetic Cores  Ltd., 
Chapelhall, Lanarkshire, Scotland. 
The Telegraph Condenser Co. 
(Canad Ltd. 
Telcon Metals Ltd., Crawley, Sus- 
sex, England. 
The elegraph Condenser Co. 
(Canada) Ltd. 


Way, 


Inc., Livonia, 





Telechrome Mfg. 
Dr., Amityville, L.L, 
3600. 


T ting Corp., Components 
Div., 14706 Arminta St., Van 
Nuys, Calif. 

Douglas Randall Canada Ltd. 
Telectro Industries Corp., 35-16 
37th St., Long Island City 1, N.Y. 

Douglas Randall (Canada) Ltd. 
Telefunken GmbH, Germany. 

ay ss Business Systems Ltd. 

ictating machines only) 

Applied Electronics 


Corp., 28 Ranick 
N.Y. LI 1- 


Telegraph Condenser Co. Liéd., 
— Acton, London W.3, Eng- 
nd. 
The Telegraph Condenser Co. 
(Canada) Ltd. 
Telematics, Inc., Carillon Bell Div., 
” a Franklin Ave., Franklin Park, 


M tackbusch Electronics Ltd. 
Telemation tes, 4 Town 
House Circle, Great Neck, N.Y. 

General Communications Ltd. 
Telemechanics Ltd., Brokenfield 
Lane, Totten, Southampton, Eng- 
land. 

Conway Electronic Enterprises 
Telephone Mfg. Co., Ltd., Hol- 
ieatoenth Works, Dulwich, Lon- 
don S.E. 21, England. 

Telephone Mfg. Co. Ltd. 


Teleprompter ae 311 W. 43 St., 


New York, N.Y. 
Caldwell A/V Equipment Co. 


Telerad Mfg. Corp., 1440 Broad- 
way, New York 18, N.Y. 

Instronics Ltd. 

Teleradio Corp., Shannon & Barrett 
Sts., Wilkes-Barre, Pa. 

Renfrew Electric Co. Ltd. 
Television Specialty Co., 350 West 
31st St., New York, N.Y. 

Caldwell A/V Equipment Co. 
Television Utilities Corp., Div. of 
Nord, 300 — Ave., New Hyde 
Park, L.L., 

Elsctrating. TV Equipment Inc. 
Telex Labs., Inc., Telex Park, St. 
Paul 1, Minn. 

Atlas Radio Corp. Ltd. 

Telonic Engineering Corp., 773 
Broadway, P.O. Box 277, Laguna 
Beach, Calif. 

Whittaker Electronics Ltd. 

Hawthorne Electronics (West) 


Telonic Industries, —~ 60 N. Ist 

Ave., Beech Grove, Ind. 
Whittaker Electronics Ltd. 
Hawthorne Electronics (West) 


Telrex Labs., Rt. 35, Asbury Park, 
NJ 


Delhi Metal Products Co. Ltd. 
Tenney Engineering, Inc., 1090 
Springfield Rd., Union, N.J. 

Mel Sales Ltd. 

Tensolite Insulated Wire Co., 198 
Main St., Tarrytown, N.Y. 

Canada Wire & Cable Co. Ltd. 
Terado Co., 1068 Raymond Ave., 
St. Paul 14, Minn. 

Atlas Radio Corp. Ltd. 


Terminal Radio International Ltd., 


240 W. 17th St., New York 11, 
N.Y. CH 3-5200. 


Tesla Corp., Prague VII, Czecho- 
slovakia. ‘ 
Conway Electronic Enterprises 


| | Crystals, Inc., 1000 Crystal 
Dr., Fort Myers, Fla. WE 6-2100; 
8538 Grand Ave., River Grove, Ill. 
GL 3-3555. 
Robert J. Buckland Co. 
Texas Electronics, Inc., 5529 Red- 
field St., Dallas, Tex. 
Alex L. Clark Ltd. 
Texas Instruments Incorporated, 
Industrial Instrumentation Div., 
P.O. Box 6027, 3609 Buffalo Speed- 
way, Houston, Tex. 
Instronics Ltd. 
Texas Instruments In 
Metals & Controls Div., Forest 
St., Attleboro, Mass. Canadian 
Sales Office: 1364 Islington Ave. 
N., Rexdale, Ont. RO 6-6420 and 
O 6-6429. 


Texas Instruments Incorporated, 
Semiconductor 
P.O. Box 312, Dallas 21, Tex. 


ted, 
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Canadian Sales Office: as for 
Metals & Controls Div. above. 
Thermal Wire of America, South 
Hero, Vt. 

A. W. Andrews & Associates 
Thermosen, Inc., 375 Fairfield 
Ave., Stamford, Conn. DA 5-1324. 
Thomas De La Rue & Co. Ltd., 
a St., London W.1, 


Paisley Prods. of Canada Ltd. 


Thomas 118 
Ninth St. — 
Radionics 


Electronics, 
+7 N.J, 


~-mdl Co., Bristol, 
Conn. 


Ingraham Canadian Clock Co. 
3. Langham Thompson  Ltd., 
Bushey Heath, Herts., England. 

Electromechanical Prods. 
Thordarson Meissner, 7th & Bel- 
mont Ave., Mt. Carmel, II. 

Chas. W. Pointon Ltd. 


Times Facsimile Corp., 550 W. 
58th St., New York 19, N.Y. 


Tele-Radio Systems Ltd. 
Times Wire & Co., Inc., 
358 Hall Ave., Wallingford, Conn. 
Jerrold Electronics (Canada) 


Tinius Olsen Testing Machine Co., 
_ Easton Rd., Willow Grove, 


Upton Bradeen & James Ltd. 


Titan International Corp., 625 S. 
Samos Ave., Mount Vernon, 


Airflite Components Co. 


Torotel, Inc., 5512 East 110th St., 
Kansas City 34, Mo. SO 1-6314. 


Torotor A/S, Koliegievej 6, Char- 

lottenlund, “— agen, Denmark. 

Associated lectronic Compon- 
ents 


Torsion Balance Co., Clifton, N.J. 
Constellation Components Co. 


Trad Electronics Corp., 1001 First 
Ave., Asbury Park, Be 
Mel Sales Ltd. 


Traid Corp., 17136 Ventura Blvd., 
Encino, Calif. 
Computing Devices of Canada 


Trans Electronics, Inc., 7349 
Canoga Ave., Canoga Park, Calif. 
Aerol Associates, Inc. 


Transco Prods., Inc., 12210 Neb- 
raska Ave., Los Angeles 25, Calif. 
Delta Aircraft Equipment Co. 


Transelectric Mfg. Co., H 
Rd.. Oxford, Pa.” saci 
Telecom Ltd. 


Transformers & Rectifiers Lid., 
Bury Fields Lane, Millmead, 
Guildford, Surrey, Eng. 

E.C.C. ‘Canada’ Ltd. 


Transistor Specialties, Ps. 
minal Dr., Plainsview, L.I., 
Radionics Ltd. 

Transitron Electronic Corp., 168 
Albion St., Wakefield, Mass. 
Canadian Sales: Transitron Elec- 
tronic Sales Corp., 1229 The 
ppeceewes, Toronto 18, Ont. CL 


Ral 


Trans-Sil > 55 Honeck St., 
Englewood, 


The Chendon "Co. Ltd. 

Tri-Ex Tower Corp., 127 E. Inyo 
St., Tulare, Calif. = 406 W. 34th 
St., Kansas City, 

Chas. L. Theneeen Ltd. 

Triad Transformer Corp., 4055 
Redwood Ave., Venice, Calif. 

R. C. Kahnert Sales Co. Ltd. 

D. Eldon McLennan (West) 
Trico Fuse Mfg. Co., 2948 N. Sth 
St., Milwaukee 12, Wis 

Irving — Ltd. 


Trimm, 400 W. Lake St., 
Libertyville. ei. 

Chas. W. Pointon Ltd. 

Ray Johnston Co. (West) 
ue Labs., Inc., Plainview, L.1., 


N.Y. 
Tecneek Associates 
Trio M Co., Griggsville, Ill. 
Cross Canada Electronics 
Triplett Electrical Instrument Co., 
Harmon Rd., Bluffton, O. 


i Finkler Ltd. 
. M. Robinson Co. (West) 





indicates an advertiser; see page 183. 


Tri-Point Plastics, Imc., 175-177 
ay Willets Rd., Albertson, L.L, 


Desser E-E Ltd. 
The Trix Electrical Co. uae. 1-5 
Maple St., Tottenham Ct. Rd., 
.Y ¥ W.1, Englan 
D & B Sound & Signals, Inc. 
ey A E Cie 416 Union 


tame (canada) Ltd. 
Lam Co. Ltd., Milltown St., 
a: 


Technical 
Truvox Ltd., Neasden Lane, Lon- 
don, N.W. 10, England. 

Norris Burgess 
Tufnol Ltd., Wellhead Lane, Perry 
Barr, Birmingham 22B, England. 

E.C.C, Canada Ltd, 

Tung-Sol Electric, Inc., 95 Eighth 
Ave., Newark 4, N.J. 

Alpha Aracon Radio Co. Ltd. 
Turner Co., 909 17th St. N.E., 
Cedar Rapids, Iowa. 

Canadian Marconi Co., Elec- 

tronic Tube & Components Div. 
Ernest Turner Electrical Instro- 
ments Ltd., Chiltern Works, Tot- 
teridge Ave., High Wycombe, 
Bucks., England. 

R. H. Nichols Ltd. 


U 


Ucinite Ca» Be. of United-Carr 
Fastener 


Co. of 


Inc., 5114 
San Gabriel, 


Electronic Associates Ltd. 


Ultradyne, Inc., P.O. Box 2308, 
2630 San Mateo N.E., Albuquer- 
que, N.M. 

Aviquipo of Canada ~eg! 
Ultrasonic Industries, Inc., 
bertson Ave., Albertson, vr 

Conway Eletcronic Enterprises 


Underwood-Canoga, 15330 Osnard 
St.. P.O. Box 550, Van Nuys, Calif. 
Electroline Television Equipment 
Unholtz-Dicklie Corp., 2994 Whit- 
ney Ave., Hamden, Conn. 
Unicam Instruments Ltd., Arbury 
Rd., Cambridge, England. Cana- 
dian Sales: nicam Instruments 
Ltd., 14 Bayswater Ave., Ottawa, 
Ont. 
Unifact Ltd., 34 Hojsgaaeds Alle, 
Copenhagen-Hellerup, mark. 
The J. W. Ellis Industries 
Tubes, 


Uniform Level Rd., 
Collegeville, Pa. 


John Herring & Co. Ltd. 


Unimax Switch Div., The W. 
Maxson Corp., Ives Rd., Wollten. 
ford, Conn. 
Acromotive Engrg. Prods. Ltd. 
Union Steel Chest, Leroy, N.Y. 
R. C. Kahnert Sales Co., Ltd. 
United Aircraft Feats. Inc., 1116 
Ohio. 


Bolander Ave., Da 
United Aircraft —~ J (Canada) 


bu ions Ave.. 


x" Al- 
N.Y. 


U Fastener 

Ames St., Cambridge 42, 
United-Carr Fastener Co. of 

Canada Ltd. 

United Catalog Publishers, Inc., 60 

Madison Ave., Hempstead, N.Y. 
Dave M. Lee Co., Inc. (B.C.) 

United Components, Inc., 358-360 

as St., Orange, N.J. 


r E-E Ltd. 
Electronic Mfg. Corp., 542 
Union City, N_J. 5-4452, 


United Electronics Co., 42 Spring 
St.. Newark 4, 


The Ahearn & Soper Co. Ltd. 
United Sensor & Control Corp., 
122 Naubuc Ave., Glastonbury, 
Conn. ME 3-2867. 


U.S. Components, Inc., 454 E. 
148th St.. New York 55, N.Y. 
J. J. MacQuarrie Sales 
U.S. Dy Inc., 10 Dedham 
= Newton ands 61, Mass. 
O 9-9655. 


Un wee 
39th St., 
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U. S., U. K. and Other Manufacturers 


U.S. 2 Se American Ma- 
= 5 letals, Inc., Sellersville, 
‘a. 


Brian Engrg. Ltd. 
U. S. Gear Corp., 81 Bay State 
Rd., Wakefield, Mass. CR 6-4900. 
Douglas Randall (Canada) Ltd. 
U.S. Motors Corp., Oshkosh, Wis. 
Atlas Polar Co. Ltd. 
U.S. Radium a P.O. Box 246, 
Morristown, N.J 
Radelin Ltd. 


S. Semiconducto: 


U r Prods., Inc., 
3540 West Osborn Road, Phoenix,’ 


iz. 
Whittaker Electronics Ltd. 


U.S. Transistor Om 149 Eileen 
Way, Syosset, L.I., N.Y. 

The Glendon Co. Ltd. 

United Transformer Corp., 150 

Varick St., New York 13, N.Y. AL 

5-3500; and 4008 West Jefferson 

Bivd., Los Angeles 16, Calif. 
Northwestern Agencies, Inc. 

(B.C.) 

Universal Atomics i 50 Bond 

St., Westbury, L.I., 

Conway Electronic Enterprises 
Universal Circuit Controls, 3610 
Oakton St., 

R. W. St 


Skokie, Ill. OR 5-2620. 
ark 


Universal Controls Corp., Box 
13122, Dallas 20, Tex. 


Tele-Radio Systems Ltd. 
Universal Electric Co., 300 East 
Main St., Owosso, Mich. 

Dom’n. Electrohome Ind. Ltd. 
Universal Instruments Corp., 139 
E. Frederick St., Binghampton, 


ee 
John Best Co. 


Universal Transistor Prods. Corp., 
17 Brooklyn Ave., Westbury, L.L, 


N.Y. : : 
Conway Electronic Enterprises 


University Loudspeakers, Inc., 80 
S. Kensico Ave., White Plains, 


i A 
John R. Tilton Ltd. (East) 
Chas. L. Thompson Ltd. (West) 


Uniwave, Inc., 109 Marine St., 
Farmingdale, N.Y. CH 9-8180. 
Usines Jeanrenaud & Metallur- 
gique Deloise, Paris, France. 
Pfeiffer Electronic Labs. 
Utah Radio Prods. Corp., 1124 E. 
Franklin St., nen, Ind. 
Desser E-E L 
Don Smith Shies Co. (B.C.) 


v 


V-M Corp., 4th & Park Sts., Ben- 
ton Harbour, Mich. 
BB Tool = Engrg. Ltd. 
aco Prods. 317 E. Ontario 
sent Chicago 11, ras 
Atlas Radio Corp. Ltd. 
Vactric (Control Equipment) Ltd., 
196 Sloane St., a S.W. i. 
England. SLO’ 96 
Thomas J. nc =. 150 W. 
46th St., New York, N.Y. 
Instantaneous Recording 
vices 


Valor Electronics, 
Calif. 
A. Deskin Sales Corp. 
Van Norman Industries, Inc., 186 
Granite St., Manchester, N. 
Electrodesign 
Varfiex Form.» 512 W. Court St., 
Rome, N.Y 
Mica Co. of Canada Ltd. we 
Vari-L Co., Inc., 207 Greenwick 
Ave., Stamford, Conn. 
Electrodesign 
Varo Mfg. Co., Inc., 2201 Walnut 
St., Garland, Tex. BR 6-6141. 


Vector Electronic Co., Inc., 1100 

Flower St., Glendale 1, Calif. CH 

5-1076. 

Veeco Vacuum Corp., 86 Denton 

Ave., New _ Park, L.L., N.Y. 
Radionics Ltd 


Ser- 


Inc., Gardena, 


Veeder-Root, Ine. 70 Sargeant St., 
Hartford 2, Conn. . 

Veeder-Root of Canada Ltd. 
Venner Electronics Ltd., Kingston 


126 


By-Road, New Malden, Surrey, 
England. 
Electrolabs 
Vickers, Inc., Electric Prods. Div., 
1815 Locust St., St. Louis 3, Mo. 
C. C. Meredith & Co. Ltd. 
Victor ~~ aaa Corp., Plain- 
ville, Conn 
Caldwell | A/V Equipment Co. 


Victor Equipment Co., 844-54 Fol- 
som St., San Francisco, Calif. 

Railway & Power ea Ags 
The Victoreen Instru: 

c/o Terminal Radio Int’l 1 Ltd., 
Liberty St., New York 6, N.Y. 

Radionics Ltd. 

Arva (West) 
Vidaire Electronics Mfg. Corp., 
44 Church St., Baldwin, N.Y. 

Norris Burgess 
Viking Industries, Inc., 21343 Ros- 
coe Bivd., Canoga Park, Calif. 

Douglas Randall Canada Ltd. 


Viking Instruments, Inc., East Had- 
dam, Conn. 
Industron Corp. 
Viking of Minneapolis, Inc., 9600 
Aldrich Ave. S., Minneapolis, 
Minn. 
Alex L. Clark Ltd. 
Vinten Ltd., N. Circular Rd., 
Cricklewood, London, N.W.2, Eng. 
Computing Devices of Canada 
Virginia Electronics Co., Inc., River 
Rd. & B. & O. Railroad, Washing- 
ton, D.C 
a... Glendon Co. Ltd. 
itaility Bulbs Ltd., pape. 
VW Pieiffer Electronic La 
Vitavox Ltd., London, Ragland. 
Astral Electric Co. Ltd. 


Vitramon, Inc., Box 544, Bridge- 
port 1, Conn. 
Aeromotive Engrg. Prods. Ltd. 
Ray Johnston Co. (West) 


Vokar Products, Inc., 201 E. Cath- 
erine, Ann Arbor, Mich. 

Desser E-E Ltd 

Roger M. Minthorne Co. (West) 


The VON Corp., P.O. Box 3566, 
Birmingham 11, Ala. 
Powerlite Devices Ltd. 


Ww 


Waldom Electronics, Inc., 4625 W. 
53rd St., Chicago 32, T. 

Active Radio & T.V. 

Roger M. Minthorne a (West) 


The Walkirt Co., 141 W. Hazel St., 
Inglewood 3, Calif. 

Willard Spenser Co. 

Walsco Electronics Mfg. Co., West 
Green St., Rockford, IIl. 

Atlas Radio Corp. Ltd. 
Waltham Electronics Corp., 82 
Union St., New London, Mass. 

Conway Electronic Enterprises 
Waltham Horological Corp., 395 
Lynnway, Lynn, Mass. 

Stark Electronic Sales Co. 

The Wama Co., Baltimore, Md. 

Burlec Sales Ltd. 


Wandel & Goltermann, Reutlingen, 


14B/Wurtt., Germany. 

R-O-R Associates Ltd. 
Wandleside Cable Works Ltd., 
London, England. 

Mechron Engrg. Prods. Ltd. 
Ward Ang 9 Corp., Edson St., 
Amsterdam, N.Y. 

Atlas Radio Corp. Ltd. 

Jay L. Warren, Inc., 1247-49 W. 
Belmont Ave., Chicago 13, Ill. 

Engrd. Sound Systems Ltd. 
Wassco Electric Prods. Corp., 2032 
2nd Ave. S., St. Petersburg 12, Fla. 

John Best Co. 
Watchstones Co. 
Switzerland. 

Avionics Ltd. 
Waterbury Pressed Metal Co., 300 
Chase Ave.. Waterbury 14, Conn. 

Pfeiffer Electronic Labs. 
Waterman Products Co., Inc 
2445 Emerald St., ‘Philadelphia 2s. 
Pa. GA 6-8600. 


Aviation Electric Ltd. 





Ltd., Thoune, 


The Waters Corp. - Ist Ave. 

N.W., Rochester, —_t 
Electrodesign 

Waters Mfg., Inc., Box 368, South 


Sudbury, Mass. 
M. J. Howard & Co. Ltd. 


Watliff Co. Ltd., Lombard pé.. Dy 
Wimbledon, London, S.W. 9, 


England. 
The Glendon Co. Ltd. 


Waugh Ener. Pn 7842 Burnet 
Ave., Van Nu Calif. 
Associated Instrumentation & 


Controls Ltd. 
Waveforms, Inc., 333 Sixth Ave., 
New York 14, N.Y. 
Electrodesign 


Waveguide, Inc., 





Costa Mesta, 


Railway Power & Engrg. Corp. 


wa Ne Inc., P.O. Box 718, Cald- 
we 
Beechy Enterprises 


Wayne Kerr Labs. Ltd., Chessing- 
ton, England 

The Glendon Inst. Co. Ltd. 
Weathers Industries, 66 E. Glou- 
cester Pike, Barrington, N.J. 

Alex L. Clark Ltd 


Webcor, Inc., 5610 W. Blooming- 
dale Ave., Chicago 39, I 
Canadian Marconi Co., Elec- 
tronic Tube & Components Div. 


Webster Electric Co., 1900 Clark 
St., Racine, Wis. 

General Sound & Theatre Equip- 
ment Ltd. 


Weckesser Co., 5701 Northwest 
Higevey. Chicago 30, IIL. 

Oki & Willadsen Ltd. 

C. A. Weidmuller K.G., Berlebeck 
bei Detmold (21a), Germany. 

Electrovert Ltd. 

Weinschel Engrg. & Mfg. Corp., 
10503 Metropolitan Ave., Kensing- 
ton, 

Allan. ‘Crawford Associates Ltd. 
W. M. Welch Mfg. Co., 1515 
Sedgwick St., Chicago 10, IIL. 

Electrolabs 
Weldmatic, Div. of Unitek Corp., 
= Halstead Ave., Pasadena, 

alt. 

Rudel Machinery Co. Ltd. 
Weller Mfg. Co., 601 Stone’s Cros- 
sing Rd., Easton, Pa. 

A. C. Simmonds & Sons Ltd. 
Northwestern Agencies (B.C.) 
Wells Industries Corp., North 

Hollywood, Calif. 
Canavia Engrg. & Sales Co. 


wee Mfg. Co., Providence, R.I., 


Canadian Liquid Air Co. Ltd. 


Welwyn Electrical Labs. Ltd., Bed- 
lington, Northumberland, England. 
Welwyn Canada Ltd. 
Wendell Plastics Fabrics Corp., 
1220 Broadway, New York 1, N.Y. 
J. J. MacQuarrie Sales 
Wesco, Inc., Greenfield, Mass. 
Aeromotive Engrg. Prods. Ltd. 
West Instrument Corp., 4363 W. 
Montrose Ave., Chicago’ 41, Ill. 
Upton Bradeen & James Lid. 
Wilhelm Westermann, Unna 
Westf., Germany. 
North West Radio Dist. 
West Coast Electrical Mfg. Corp., 
= W. 116th Place, Los "Angeles 
Calif. 
eS. 4 & Power Engrg. —_ 
Westinghouse Brake & Signal 
Ltd., 82 York Way, King’s — 
London, N. 1, England. 
R. H. Nichols Ltd. 
Westinghouse Electric Internation- 
-» New York, N.Y. (X-Ray 


nce 
Radium Ltd. 
Div. Ps] 





Prods. Western 
Lithogra raph Co., 2nd St., 
ngeles 54, Satie 
ot... Industrial Prods. Ltd. 
Westport Electric, 149 Lomita St., 
E! Segundo, Calif. 
Aeromotive Engrg. Prods. Ltd., 


Westrex Cuep 111-8th Ave., New 
York 11, N.Y. 
Tele-Radio Systems Ltd. 


- Wharfedale 
Bradford, England. 


Radionics Ltd. 


Hermann Wetzer, Pfronten, Bayern 
Allgaeu, W. ermany. 
The J. W. Ellis Industries 


Wireless Works Ltd., 


Components 


White Instrument Labs., Box 9006, 
Austin 17, Tex. GL 3-8447. 


Smyth Electronic 


Whiteley [Electrical Radio Co. 
Ltd., Victoria St., Mansfield, 
Notts., # land. 
E. M. gay Electronics 
Whitso, 9330 Byron St., 
Schiller Park’ Ii. 
Electrodesign 
Wiedemann Machine Co., Gulph 
Road, King of Prussia, Pa. 
Hope Machinery Co. Ltd. 
F. Wieland Elektrische Ind 
GmbH., Bamberg, Bayern, 
many. 
Dominion Industries 
vo Div. Aerovox Corp., Olean, 


ustrie 
Ger- 


“Aerovox Canada Ltd. 

C. K. Williams & Co., 640 N. 
St., Easton, Pa. 

Soden Chemicals Div. 
Wilson Mechanical Instrument 
Div., American Chain & Cable 
Co., 230 J. Park Ave., New York, 


13th 


N. 

Upton Bradeen & James Ltd. 
Winchester Electronics, Inc., Wil- 
lard Rd., Norwalk, Conn. 

Whittaker Electronics Ltd. 

Railway & Power Engrg. Corp. 
Winston Electronics, 4000 N.W. 
28th St., Miami 42, Fla. 

Active Radio & T.V. Ltd. 
Winston Electronics Ltd., 
Ave., Shepperton, Middx., 
land. 

Mechron Engrg. Prods. Ltd. 
Wirepots Ltd., England. 

Payette Radio Ltd. 

Woden Transformer Co., England. 

Burlec Sales Ltd. 


Wollensak Optical 
Div., 850 Hudson Ave., 
21 


Govett 
Eng- 


Co., Fastax 
Rochester 


. a 

Computing Devices of Canada 
Daniel Woodhead Co., 15 N. Jef- 
ferson St., Chicago 6, Ill. 

John S. Plewes Co. 
Workman TV, Inc., 309 Queen 
Anne Rd., Teaneck, N.J. 

Len Finkler Ltd. (Ont. & | ng 

E. S. Gould Sales Co. (Que. 

East) 
Wuerth Tube-Saver Corp., 9125 
Livernois Ave., Detroit 4, Mich. 


x 


Xcelite, Inc., Thorne & Bank Sts., 
Orchard Park, N.Y. 
Chas. W. Pointon Ltd. 


Z 
Zeiss Aerotopograph 


Muenchen, Germany. 

Viditon Corp. Ltd. 

Zell Prods. Corp., 276-80 Main St., 
Norwalk, Conn. 

Electrodesign 
Zenith Electric Co., 152 W. Walton 
St., Chicago 10, Ill. 

‘Henderson-Oliver ‘Sales Co. 
Alois Zettler, GmbH, Holzstr. 28- 
30, Muenchen 5, Germany. 

Associated Electronic Compon- 

ents 
Zeva Elektrizitats A.G., Arolsen/ 
Waldeck, Postfach 76, Germany. 

Smyth Electronic Components 
Zoomar Marketing Corp., 55 Sea 
Cliffe Ave., Glen Cove, N.Y. 

Electrovert Ltd. 

Zophar Mills, Inc., 112 - 26th St., 
Brooklyn 32, N.Y. SO 8-0907. 
Zwick & Co., K.G., Einsingen bei 
Ulm, W. Germany. 

The J. W. Ellis Industries 


GmbH, 
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Section 4 
Canadian Representatives 


Advertisers in this issue are indicated by a line 


This section comprises a cross-reference index of 
all Canadian sales representatives and distributors 
whose names appear in either Section 2 or Section 3. 
Full information on the manufacturers represented is 


given in those sections. 


A 
D. Peter Abbott, 1161 Melville St., 
Vancouver 5, B.C. MU. 2-1307. 
Continental-Diamond Fibre of 
Cana 
Abercorn Aero, Ltd., 7435 Chester 
Ave., N.D.G. Montreal 29, Que. 
HU 9-4978. 
Gill Electric Mfg. Corp. 
The Kaynar Co. 
Penn-East Engrg. Corp. 
. S. Shamban & Co. 
Acme Electric Corp. Ltd., 50 
Northline Rd., Toronto 16, Ont. 
PL 5-3301. 

Kato Leg (Ont. & East). 
Katolight Corp. ~ (Ont. & East) 
Active Radio & T.V. Ltd., 58 
Spadina Ave., Toronto 2B, Ont. 

EM 4-2256. 


Atlas Mfg. Co. 
Audio Empire Div., 
pire, Inc. 
Broadcaster Needles 
Chemtronics, Inc. 
Columbia Wire & Supply Co. 
Crosby Electronics 
Fanon Electronics of Canada 


Dyna Em- 


Ltd. 

Geerz & Holm Canada Ltd. 

Hamilton Hall, Inc. 

I. H. Mfg. Co. 

Illinois Condenser Co. 

Kirsh Music Corp. 

Koss, Inc. 

Mercury Electronics 

Newark Tool & Machine Ltd. 

Nortronics Co., Inc. 

Oaktron Industries, Inc. 

Parkway Specialties Co. 

Quality Electronics 

Rogers Electronics 

Semi-Elements, Inc. 

Waldom Electronics, Inc. 

Winston Electronics 
F. N. Adams & Co. Ltd., 8650 
Barnard St., Vancouver, B.C. AM 
6-2384; 75 Windermere Dr., Cal- 
gary, Alta. 

Verd-A-Ray Electric Prods. Ltd. 
Adams Energ. Ltd., 1500 St. Cath- 
erine St. W., Montreal 16, e. 
WE 3-6857: 1999 Avenue Rd., 
ronto 12, Ont. HU 8-9487. 

Acme Electric Corp. (East) 

Acme Electric Corp. Ltd. (East) 

Allied Control Co.. Inc. (East) 

Clevite Transistor Prods. 

The Daven Co. (East) 

orontc Tube Corp. (East) 

H. Hunt (Capacitors) Ltd. 

Mechanical Prods., Inc. (East) 

Prodelin, Inc. (East) 


Adcola Prods. Ltd., ro Box 103, 
Weston Ont. CH 1-58 

Adcoia Prods. ‘to 
Addisons Ltd., 622 Fleet St. 
W., Toronto, Ont. EM 3-6692. 
Branches in principal cities across 
Canada. 

Addison Industries Ltd. 


Aerol Associates, Inc., 103 Pick- 
wick Rd., Dewitt, N.Y. GI 6-4560; 
500 Wall St., Suite 401, Seattle, 
Wash. MA 3-0443. 

Trans Electronics Inc. 
Aeromotive Engrg. Prods, Ltd., 147 
Hymus Blvd., Pointe Claire, Mont- 
real 33, Que. "OX 7-0810 and 1912A 
Avenue Rd., Toronto, Ont. RU 
3-4288. 

American Electronics, Inc. 

Assembly Products, Inc. 

Bowmar Instrument Corp. 

Central Dynamics Ltd. 

Christie Electric Corp. 

Colvin Labs., _ os 

Control Prods., 

Hoffman a Div. 

Irion & Vosseler 
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New Hampshire Ball Bearings 
Non-Linear Systems 
Potter & Brumfield Canada Ltd. 
Thermo Electric (Canada) Ltd. 
Unimax Switch Div., The W. L 
Maxson Corp. 
Vitramon, Inc. 
Wesco, Inc. 
Westport Electric 
Aerovox Canada Ltd., 1551 Barton 
St. E., Hamilton, Ont. LI 5-1186. 
Aerovox Corp. 
HI-Q Div., Aerovox Corp. 
Wilkor Div., Aerovox Corp. 


The Ahearn & Soper Co. Litd., 
eB, oe Rd., Ottawa, Ont. CE 


ee Mfg. Co., Inc. 

Dr. Ing. Rudolf Hell 

Richard Jahre 

Claude Lyons Ltd. 

Microwave Electronic Tube Co., 





Inc. 
National Union Electric Corp. 
North American Electronics, 


Inc. 

G. A. Philbrick Researches, Inc. 

Radio Engrg. Labs., Inc. 

Rheem Semiconductor Corp. 

Rohde & Schwarz 

Rutherford Electronics Co. 

Siemens & Halske A.G. 

Siemens-Schuckertwerke A.G. 

Specialty Engrg. & Electronics 

Co, Ltd. 

H. W. Sullivan Ltd. 

United Electronics Co. 
Aircraft Appliances & Equipment 
Ltd., 585 Dixon Side Rd., Box 
177, Weston, Ont. CH 4-5506-7-8. 

Air-Marine Motors, Inc. 

Avtron Mfg., Inc. 

Electronic Specialty Co. 

Filtron Co., Inc. 

The Hartman Mfg. 


Co. 

Hydraulic Research & Mfg. Co. 

Jack & Heintz, Inc. 

Permanent Filter Corp. 

The Strong Electric Corp. 
Airflite Components Co., 71 Dixon 
Rd., Toronto 15, Ont. 

Lerco Electronics, Inc. 

Alan Macey Sound Co., Victoria, 
B.C 


Electrical 


Electro-Vox Intercom Inc. 
Alexander & Orlick Ltd., P.O. 
Drawer 248, 211 Greenwich St., 
Brantford, Ont. PL 3-3181-2; 5316 
Park Ave., Montreal, Que. CR 
1-5840. 

Anderson Bros. Mfg. Co. 

Cleveland Instrument Co. 

Deuta-Werke GmbH 

Lyon Metal Prods., Inc. 

Swiss Instruments Reg’d. 
Alliance Div., General Steel Wares 
Ltd., 76 Miranda Ave., Toronto 10, 
oes. RU 7-2482; GSW-8976 Shaugh- 

essey St., Vancouver, B.C. FA 1- 
3291: 1745 Sargent Ave., Winnipeg, 
Man. SP 5-8471; 2355 Delisle St.., 
Montreal, e. WE 2-6181. 

Alliance Mfg. Co. 

Howard ee, Inc. 

Roto Mfg. 


Alpha Aracon Radio Co. Ltd., 555 
Wilson Ave., Downsview P.O., 
Toronto, Ont. ME 5-6181 and 29 
Adelaide St. W., Toronto, Ont. EM 
6-1591. Distributor of a wide range 
of electronic and allied compon- 
ents and yon 
Alpha Wire Cor 
Arcolectric (Switches) Ltd. 
Gremar Mfg. Co., Inc. 
Partridge Transformers Ltd. 
Tung-Sol Electric, Inc. 
The American Superior Electric 
Co. Ltd., 174 Evans Ave., Toronto 


18, Ont. CL 5-2318 and RO 2-7309. 
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under their names. Further information on the products 
of their principals may be obtained by consulting their 
display advertisements; see Advertisers’ Index on page 


183. 


810 Third Ave., Seattle, Wash. 
The Superior Electric Co, 


Ampex of Canada Ltd., 1458 Kip- 
ling Ave. N., Rexdale, Ont. CH 
7-8285 (Professional prods.); 77 
Metcalfe St., Ottawa, Ont. CE 
6-9763 (Instrumentation prods.). 
Ampex Corp. 
Alec W. Andrews & Associates. 
bmg Tecumseh Park, Port Credit. 
CR 8-3478. 
bg Plastics Co. 
Silicone Seals, Inc. 
Geo. Stevens Mfg. Co., Inc. 
Thermal Wire of America 
Applied Business Systems Litd., 
434 C Church St., Mimico, Ont. CL 
‘Telefunken GmbH (Dictating 
machines only) 
Applied Electronics, 434 Church St., 
Mimico, Toronto 14, Ont. CL 1- 
8451. 
Bozak Sales Co. 
Electrodyne Corp. 
Gray Mfg. Co. 
Magna-Tech Electronic Co. 
McCurdy Radio Industries Ltd. 
Taylor, Taylor & Hobson Ltd. 
Telefunken, GmbH 


Armor Supply & Sales Ltd., 6969 
St. Lawrence Blvd., Montreal 10, 
Que. 

Electronic Components Ltd. 


A. T. R. Armstrong Ltd., P.O. Box 
38, Stn. “D”, 700 Weston Rd., 
Toronto 9, Ont. RO 2-7535; 1434 
St. Catherine St. W., Montreal, 
Que. UN 1-6676. 
Akro-Mils, Inc. 
Automatic & Precision Mfg. Co. 
Bristol Motor Div., Vocaline Co. 
of America 
Canadian Geloso Electronics 
Ltd. 
L. L. Constantin & Co. 
Dormeyer Industries 
Essex Electronics of Canada Ltd. 
Good-All Electric Mfg. Co. 
Gordos Corp. 
I. D. BE. A., Inc. 
cept B.C.) 
Jensen Industries, Inc. 
Olympic Prods. Co., Inc. 
Potter & Brumfield Canada 
Ltd. (Ont.) 
Reeves Soundcraft Corp. (East) 
Sarkes Tarzian, Inc., Semicon- 
ductor Div. 
Silicon Transistor Corp 
ey ard Coil Prods. 





(Canada ex- 


(Canada) 


ARVA, Room G.7, Marine Bidg., 
355 Burrard St., Vancouver 1, B.C. 
MU 1-3367. 
Datex Corp. 
Daytronic Corp. 
G-V Controls, Inc. 
Giannini & Co., Inc., Datex Div. 
Kin Tel (TV only—B.C.) 
Lambda Pacific Engrg. 
Marco Industries Co. 
. L. Moseley " 
Rust Industrial Co. 
Sanborn Co. (West) 
Sensitive Research Instument 
Corp. 
Sigma Instruments, Inc. 
Sorenson & Co., 
Varian Associates of Canada 
Victoreen Instrument Co. (Sask. 
and West) 


Associated Electrical Industries 
(Canada) Litd., 212 King St. W., 
Toronto 2B, Ont. EM 4-6167 
(Head Office). Sales offices: 
King St. W., Toronto 2B, Ont. 
EM 4-9284: 98 Hollis St., 

N.S. 25-817; Millar Bidg. 

104th St., Edmonton, 


2-7370; 1030 W. Georgia St., ” Van- 


couver 5, B.C. MU 3-8108 
Anges - or Electrical Industries 
t 


Associated Electronic 

1560 Avenue Rd., 

Os. SS aes. 
r. ard Beysch 

A/S Danavox us 

Dansk Ventil Industri 

Eberle & Co. Electro-GmbH 

Elstein-Werk 

W. C. Heraeus GmbH 

A/S Tobias Jensen Condenser 
rods. Co. Ltd. 


Components, 
Toronto 12, 


1/S Jensen Electric 
Kuhnke-Electrotechnische-Fabrik 


mi 
=~ Josef 


Josef _ 

Peerless Fabrikkerne A/S 

Rheinisch-Westfaelische 
ren-Werke GmbH 

Firma S. Samulevitz 

Firma Jorgen Schou 

Firma Tage Schouboe 

Torotor A/S 

Alois Zettler GmbH 


Associated Mey 4 Uni- 
versity Ave., 


Edm Alta. 
— 3817 Hertford ‘St, °s. Burnaby, 


American Sealants Co. (West) 
Chemalloy Electronics Corp. 
(West) 


N. American Philips Co., 
Elmet Div. (West) 
Associated Instrumentation & Con- 
trols Ltd., 2655 Bates Rd., Mont- 

real 26, ce. RE 8-1167. 
Automatic Timing & Controls, 
Inc. (East) 
Electro Devices, Inc. 
Industrial Instruments, Inc. 
Lundell & Co. 
Waugh Engrg. Co. 


Astral Electric Co. Ltd., 44 Dan- 


forth Rd., Scarborough, Ont. OX 
1-1131; G. G. Smith, 4833 West- 
hill Ave., Montreal 29, . HU 
4-9488; J. C. Bastow, 10749-133rd 
St., N. Surrey, a LA 6-4900. 
Belling & Lee Lt 
= Rosana Recorder Co. 


Dubilier Condenser Co. ape. 
Fairchild Recording 
Grampian Reproducers ta. 
Jones Stroud Co. 

H. J. Leak & Co. Ltd. 
M.S.S. Recording Co. Ltd. 
Reliance Cords & Cables Ltd. 
mugeoanenss & az Ltd. 
A. R. Sugden & Co. Ltd. 
Vitavox Ltd. 


Isolato- 


Inc., 





Corp. 


Atlantic Films & Electronics Léd., 

22 Prescott St., St. ~ oe Nfld. 

Amphenol Canada Ltd 

Atlas Radio Co: 

S. G. Brown Ltd. 

Dominion Electrohome 
Industries Ltd. 


Co, Ltd. 
Mining & Mfg. of 


da Ltd 
Rauland-Borg ‘Corp. 
Renfrew Electric So, Ltd. 


Atlas Instrument 50 


Wingold Ave., Toronto 19, 
RU" 1-6174; 3333 Cavendish Bivd., 
Montreal 28, Que. HU 9-8495; 
1706 Mallard Ave., Bel - Air 
Heights, Ottawa, Ont. PA 2-7668; 
106-525 Seymour St., Vancouver 2 
B.C. MU 3-5848. 

Dymec, Inc. 

Electro Prods. Labs., Inc. 

Eric Lindgren Associates, Inc. 

Gertsch Prods., Inc. 

Hewlett Packard Co. 





Canadian Representatives 


Kin-Tel 


Massa 

Sierra Electronic Corp. 

Skydyne, Inc 

Taller & Cooper, Inc. 
Tel-Instrument Electronics Corp. 

Atlas Polar Co. Ltd., 60 Northline 

Rd., Box 160, Toronto 16, Ont. 

PL 7-3641. 

U.S. Motors Corp. 

Atlas Radio Corp. Ltd., 50 Win- 
id Ave., Toronto 19, Ont. RU 1- 
174; 106-525, 

ouver 2, 

Isabella Ave., I 

4-2961; 875- 54th Avenue, Lachine, 

Que. ME 7-2306. 

Amperite Co. 

Atlas Sound Corp 

Audax, Div. of Rek-O- Kut, Inc. 

Audiotex Mfg. Co. 

B & K Mfg. Co. 

Borg Egqpt. Div., 
Borg Electronics 

Consolidated Wire & ‘Atociated 
Cos. 


"\yiggamal 


Continental Connector Corp. 
Continental Electric Co. 
Harry Davies Molding Co. 


'g. Co. 

E.M.I. Sales & Service 
Elco Corp. 
Electrical Industries, Inc. 
Electroacoustic 
Federal Electronic Sales 
The Gabriel Co. 
Hudson Lamp Co. 

E. Mf; 


I. E. g. 
Industrial Hardware Mfg. Co., 


nc. 
Lowell Mfg. Co. 

J. W. Miller Co. 

M. A. Miller Mfg. Co. 

Oak Mfg. Co. 

Orr Industries, Inc. 

Oxford Electric Corp. 

Pace Electrical Instruments Co. 
Paco Electronics Co., Inc. 

Pilot Radio Corp. 

Precision Apparatus Co., Inc. 
Pyramid Instrument Corp. 
Radio Components Ltd. 
Rek-O-Kut Co. 

Herman H. Smith, Inc. 
Sonotone Corp. 

The Staver Co., Inc 

Stuzzi Radiotechnischer Betrieb 
Switchcraft, Inc. 

Telex Labs., Inc. 

Terado Co. 

Vaco Prods. Co. 

Walsco Electronics Mfg. Co. 
Ward Prods. Corp. 


Audio Tool & Engrg. Ltd., 66 
Jutland Rd., Toronto 18. Ont. CL 
5-4451; R. Comtois, 3510 Beause- 
. Ville St. Laurent. Que. RI 
; J. Deas, 34 Hallbrook Dr., 
Calgary, Alta. 
Ronette Acoustical Corp. 
Sea Breeze Mfg. Ltd. 
V-M Corp. 
Automatic Coil Mfg. Ltd., 50 Win- 
qe Ave., Toronto 19, Ont. RU 





Radio Industries, Inc. 


Automatic Electric Sales (Canada) 
Ltd., 185 Bartley Dr.. Toronto 16, 
Ont. PL 17-2861; 300 Decarie Blivd., 
Ville St. Laurent. Montreal 9, 
Que. RI 4-5851; 723 Ottawa Elec- 
tric Bldg., 56 Sparks St.. awa 
4, Ont. CE 2-6740; 10022-103rd St., 
Edmonton, Alta. GA 2-8764 and 
GA 4-5540; 132 W. oa Ave., Van- 
couver, B.C. TR 4-818 


Automatic Electric ee Ltd. 
Lenkurt Electric Co. of Canada 





Lorain Products Corp. 
Paragon Electric Co. 
Stromberg Time Corp. 
Tel Autograph Corp. 


Aviation Electric Ltd., 200 Lau- 
rentien at P.O. Box 6102, Mont- 
real 9, Que. RI 4-2811 and Aviation 
Electric Pacific Ltd., Vancouver 
Seeeert, Vancouver, B.C. CR 8- 


American Tube Bending Co. 
Bendix Aviation Corp. (AEL) 
Electronic Devices Corp. 
Farinon Electric Co. 
Hamlyn Electronics Corp. 

M. C. Jones Electronics Co., 





ne. 
Lamarche Prods. Co. 
Mark Prods., Inc. 
Newton Bros. (Derby) Ltd. 
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Robinson Technical Prods., Inc. 

Sonotone Corp. 

Waterman Prods. Co., Inc. 
Avienics Ltd., Stone Road, Box 200, 
- a-on-the-Lake, Ont. HO 8- 
Besson & Robinson Ltd. 

Microwave Instruments Ltd. 

Watchstones Co. Ltd. 

Aviquipo of Canada Ltd., Suite 340, 
1980 Sherbrooke St. W., Montreal, 
Que. WE 7- 9531. -2, and 109 Eglinton 
Ave. E., Toronto, Ont. HU 3-1211. 

Breeze Corporations, Inc. 

Coast Pro-Seal & Mfg. Co. 

Consolidated Controls Corp. 

Motor Generator Corp. 

Simmons Fastener Corp. 


Bach Simpson Litd., 1255 Brydges 
St., London, Ont. GL 1-9490 and 
109 Eglinton Ave. E., Toronto, 
Ont. HU 3- e 

Radiometer 
James J. Backer Co., + "3 Galer 
St., Seattle 99, Wash. 6470. 

Aerovox Corp., 2. cae. 

Div. (B.C.) 
John E. Baker, 2193 ‘Argyle Ave., 
W. Vancouver, B.C. 

Canadian Armature Works Inc. 
C. A. Ball Associates, 1310 Lake 
Shore Rd., Toronto 14, Ont. CL 
5-6521. 

Croname (Canada) Ltd. (Ont.) 
Bancroft, Bodel & Inch Ltd., 357 
Bannantyne Ave., Winnipeg, ‘Man. 
WH 3-4152; 1333A-9th Ave., W., 
Calgary, Alta. AM 2-6771; 550 
4 St., Vancouver, B.C. MU 
1-9311. 

P & S Wiring Devices, Div. of 
Renfrew Electric Co. Ltd. 
Bancroft Industries Ltd., P.O. Box 
68, Place D’Armes, Montreal, Que. 

WE 3-3605. 


Exacto Industries, Inc. 

F. F. Barber, Machinery Div., 187- 
191 Fleet St. W., Toronto, Ont. EM 
3-9291: 1600 Berri St., Montreal, 
Que. a 2-8215; 139 Tecumseh 
Bivd. Windsor, Ont. CL 3-2451. 
entnen, Ont. JA 717-3691; Lon- 
don, Ont. GE 8-3844; Vancouver, 
B.C. MU 4-3539. 

Artos Engrg. Co. 

Thornley Engrg. Co. Ltd. 
Barnard Stamp & Stencil Ltd., 8 
George St., P.O. Box 295, am- 
ilton, Ont. JA 2-9219. 

Rejafix Ltd. 
Barry Electric Ltd., 
Ave., Toronto 18, Ont. BE 3-8901. 

Cherry Electrical Prods. Corp. 
Robt. W. Bartram, Limited, P.O. 
Box 96, N.D.G., 2075 W. Broad- 
way, Montreal 28, Que. HU 8-2511 
and A Carver St., Woodlawn, Hali- 
fax, 

Stocking distributors of a wide 

range of metals and metal wire. 


Barvic Engineering Ltd., 909 Beach 

Ave., Vancouver, B.C. MU 5-6245. 
Pye Canada Ltd. 

J. Bass, Rm. 106, 525 Seymour 

St., Vancouver 2, B.C. MU 3-5848. 
Automatic Coil Mfg. Ltd. 


Bauer Sales Ltd., P.O. Box 745, 
North Bay, Ont. 
Canadian Armature Works Inc. 
P & S Wiring Devices, Div. of 
Renfrew Electric Co. Ltd. 


Bayly Engre. Ltd., Hunt St., Ajax, 
Ont. WH 2-1020 and Toronto EM 
2-3741; 48 Sparks St., Ottawa, 
Ont. CE 2-9821. 

The Arnold Engrg. Co. 
Ballantine Labs., Inc. 
Beta Electric Corp. 
Boesch Mfg. Co., Inc. 
Boonton Radio Corp. 
Brush Instruments Div., 


23. Chauncey 


Clevite 


‘orp. 
De Mornay—Bonardi 
Allen B. Du Mont Labs., Inc. 
Instrument Div. 

Sorensen & Co., Inc. 

Technibilt Corp. 
Beaconing Optical & Precision Ma- 
terials Co. Ltd., 455 Craig St. W., 
Montreal, Que. UN 6-8395. 


Barbier, Benard & Turenne 

L’Electronique Appliquee 

Segnalamento Marittimo Ed 
Aereo 


David R. Beattie, 1606 Chippen- 

dale Rd., to BOX 585, Clarkson, 

Ont. TA 2-1 

Bamford a 

Columbia Nut & Bolt Corp. 

Diamond Antenna & Microwave 
Corp. 

Norma 

Sangamo Electronic Component 

ast 


Sales (E: 
Beckman Instruments, Inc., 3433 
_— St., Toronto, Ont. RU 1- 
Beckman Instruments, Inc., 
Scientific Instruments 
Beechey Enterprises, 3212 Weston 
Rd., Weston, Ont. CH 4-8051. 
Chadwick-Helmuth Co. 
Chemalloy Electronics Corp. 


Hughey, & Paitt 

ughey ps 

Rinco, Inc. (East) 
Unholtz-Dickie Corp. (East) 
Waveline, Inc. 

Behr-Manning (Canada) —_ a 

a St., Toronto, Ont. RU 2- 


=e Behr-Manning Overseas, 
nc. 


Bepco Canada Ltd., P.O. Box 190, 

Westmount P.O., Montreal, Que. 
Bruce Peebles & Co. Ltd. 

Wm. Berselli Agencies, 266 Notre 

Dame W., Suite 41, Montreal, Que. 

AV 8-5795. 

Ducati Elettrotecnica S.p.A. 


John Best Co., 96 Kipling Ave. N., 
Islington, Ont. BE 1-7633. 
Atronic Products, Inc. 
Farmer Electric Prods. Co., Inc. 
Hil Corp 
Oil-Dyne, Inc. 
Universal Instruments Corp. 
Wassco Electric Prods. Corp. 


Bestee (Canada) Ltd.. 518 Evans 
Ave., Toronto 14, Ont. CL 9-5411. 

Hilger & Watts Ltd. 

Taylor, Taylor & Hobson Ltd. 

W. Bishop, 89 St. Clair Ave., 
St. John’s, Nfld. 

White-Rodgers Ltd. 

Bissett & Webb Ltd., 608 Paris 
Bidg., Winnipeg, Man. 

The B. mg Wire Co. Ltd. 
Black Bros. d., 1200 Hornby 
St., Sm, B.c. MU 3-5581. 

Southco Div., South Chester 

Corp. (B.C) 


Robert F. Bliss, 

Halifax, N.S. 
Thornley Engrg. Co. Ltd. 

L. G. Blunt Ltd., 44 York St., To- 

ronto 1, Ont. EM 4-7575. Rep: 

Measurement Engrg. Ltd. (Grun- 


89 Walnut St., 


~ CCTV). 
astman International Co. GmbH 
Felten & Guilleaume Fernmelde- 
anlagen GmbH 
Grundig Verkaufs GmbH 
(Industrial prods.) 
Ingenieur Buro Atlas. 


F. D. Bolton Ltd. and Douglas 
Power Eqpt. Ltd., 1300 W. 6th 
Ave., Vancouver 9, B.C. RE 6- 
0351; also at Winnipeg, Man. and 
Edmonton, Alta. 
Canadian Chromalox Co. Ltd. 
Heinemann Electric Co. (West) 


R. L. Brews & Son, 1324-1ith 
Ave. S.W., Calgary, Alta. CH 4- 
2736; 10810-119th St., Edmonton, 
Alta. HU 8-4817. 
Pioneer Electric Brandon Ltd. 
White-Rodgers Ltd. 


Brian Energ. Ltd., 5275 Van Horne 
Ave., Montreal, Que. RE 7-2800. 
2773 Dufferin "St., Toronto, Ont. 
RU 7-5441. 
Avien, Inc. 
Control Switch Div., Control 
wee of America 


pm ay & Co. 
The ‘tenue h Co. 
Inet Div., ms Corp 
Leach Relay Div., Leach Corp. 
Rahm Instr. Div., me>. Mach. 
& Metals, Inc. 
U. 8. Gauge Div., Amer. Mach. 
& Metals, Inc. 
The Bristol . Of Canada Ltd., 
71-79 Duchess St., Toronto 2, Ont. 
EM 3-3421; 2135 Drummond St., 


Montreal, Que. AV 8-5141; 384 
Emerald St. N., Hamilton, Ont. 
JA 2-0335; 4420-ist St. S.E., Cal- 
gary, Alta. AT 3- 1112; 736 Gran- 


= St., Vancouver, B.C. MU 4 


. 

The Bristol Co. 
Bristol Aero Industries Litd., Win- 
nipeg Div., ae Box poe ee. 
national Airpo Winnipe; 
SP 5-8331; et Int'l. ee 
Bidg., Montreal 3, Que. UN 
6-5471. 

D. S. Kennedy & Co. 


S. G. Brown (Canada) Ltd., 356- 
358 Youville St., Montreal, Que. 
VI_ 5-4255. 

S. G. Brown Ltd. (East) 


Brown Boveri (Canada) Ltd., 1015 

Beaver Hall Hill, Montreal, Que. 

UN 6-4961. See Cdn. Mfr. listing 

for branch offices and reps. 
Micafil Ltd. 


Robert J. Buckland Co., 56 Water 
St., Chatham, Ont. EL 4-3106. 
Antenna Des Inc. 
The Antenna Specialists Co. 
Central Electronics, Inc. 
w-Key ‘ 
Herb Krechman Co. 
Master Mobile Mounts, Inc. 
Mosley Electronics, Inc. 
Multi-Products Co. 
Sheil Electronic Mfg. Corp. 
Texas Crystals Div. 


Norris Burgess, 418 Mt. Pleasant 
Rd., Toronto 7, Ont. HU 9-1854. 
Ashman Electronics Ltd. 
Cletron, Inc. 
Electronic Components Ltd. 
Electronic Measurements Corp. 
Keystone Electronics Corp. 
Milwaukee Resistor Co. 
M. M. Rhodes & Sons Co. 
Rytel Corp. 
S & A Electronics 
Sutton Electronics Co. 
T Development Corp. 
Truvox Ltd. 
Vidaire Electronics Mfg. Corp. 


Burlec Sales Ltd., 45 Northline 
Rd., Toronto 16, Ont. PL 5-3377 
and OX 1-8491; 1179 Decarie 
Bivd., Montreal, Que. RI 4-0165. 

Austinlite Ltd. 

Cramer Controls Corp. 

Crowell Designs 

Electrons, Inc. 

Electrovac 

Fuse Indicator Corp. 

Guest Prods. Corp. 

Horstmann Gear Co. Ltd. 

Maurey instrument Corp. 

Donald P. Mossman, Inc. 

Phillips Control Corp. 

Powertronic Equipment Ltd. 

Simplex Co. 

The Wama 

Woden Wrenefoomer Co. 


Cc 


CLM Industries, 3595 St. Clair 
Ave. E., Toronto 13. Ont. AM 
1-7111 and OX 8-3167. Branches 
and agents across Canada. 

. H. Darcy Ltd. 


Bvt A/V Equipment Co. Ltd., 
447 a St., Tescae, Ont. WA 
2-2103. > S. W. Caldwell 
Ltd., 1410 Stanley St., Montreal, 
Que. AV _ 8-0528 and 1049-32nd 
Ses. W., Vancouver, B.C. RE 6- 


Bach-Auricon, Inc. 
Conrac., Inc. 
Electro-Chemical Corp. 
Filmline Corp. 
Harwald Co. 
Hollywood Film Co. 
Photo Research Co. 
Rheem Califone Corp. 
Robert Rigby Ltd. 
Stancil-Hoffman Corp. 
Technical Services, Inc. 
Teleprompter Corp. 
Television Specialty 
Victor Animatograph Corp. 


Cam Guard Supply Lid., Winni- 


peg. Man. 

Philips Elec. Ind. Ltd. (Comm. 
prods.—Man.) 

The Canada Metal Co. Ltd., 721 

Eastern Ave., Toronto 8, Ont. HO 

5-4684. See Cdn. Mfr. listing for 

branch offices. 

Johnson Matthey & Mallory Ltd. 
Canadian Applied Research Ltd., 
750 ra, Ave. W., Toronto 19, 
Ont, RU 1-1571. 

Compagnie Crouzet 

Librascope, Inc. 
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Canadian Charts & Supplies mi 
P.O. Box 10, Oakville, Ont. 
5-4204 and Toronto EM 6-7182 

1124 St. Antoine St., Montreal 3, 
Que. UN 6-1152. Reps: F. Drexel 


couver r, B. C3 
Co. _ 


4 _ "Bidg., 75 Upper 
Water St., Halifax, N38. 

Service Recorder Co. 

Canadian Communication Systems, 
223A-10th St. N.W., Calgary, Alta. 
AT 3-2548. 

Electro-Vox Intercom, Inc. 
Canadian Curtiss-Wright Ltd., 1980 
Sherbrooke St. W.. Montreal, Que. 
WE 7-6117 and Davis Rd., Oak- 
= Ont. VI 5-2828. 

Curtiss Wright Co’ 

Resistance Prods. 


Canadian Electrical Supply Co. 
Léd., 275 Craig St. W., —_ 
e. UN 1-2411; 877 "Yong 
oronto, =. A L-Sill; 
Somerset St. 
2-2696; 128 4 
Quebec’ City, Que. LA 4-3518; 1534 
eH St. E., Montreal, Que. RA 
Distributors of a wide range of 
electronic and allied components 
and equipment. 
Canadian Electronics Ltd., 109 St. 
and 107 Ave., Edmonton 1, Alta. 
GA 4-6541; 334-4th Ave. S.E., Cal- 
gary, Alta. AM 3-8370. Distributor 
of a wide range of electronic and 
allied components and equipment. 
Ericsson Telephone Sales of 
Canada Ltd. (Alta.) F 
Honeywell Controls Ltd. (micro- 
switches) (A 7) 
Secode Corp. (Alta 
Sola-Basic Prods. Lia. (Alta.) 
Tandberg (Alta.) 
Thompson Prods. Ltd. (Alta.) 


Canadian General Electric Co. 
Ltd., Electronic Equipment and 
830 Lansdowne Ave., 


Tube Dept 
Toronto 4, Ont. LE 46511. See 
Branch 


Cdn, Mfr. listing for 
(Broad- 





offices. 
E.M.I. Electronics Ltd. 
cast products only) 
The General Electric Co. Ltd., 
England (Communication 
prods. of the Transmission Div. 
only) 
Canadian General Electric Co. 
Ltd., Electronic Tube Section, 189 
Dufferin St., Toronto 3, Ont. LE 
4-6311. 
CBS Electronics 
Electronic Enterprises Co. 
Industro Corp. 
Lewis & Kaufman, Inc. 
Canadian General Electric Co. 
Lamp Dept., 221 Dufferin 
Toronto 3, Ont. LE 2-4421 
General Electric Co., Lamp 
Depts. 

Canadian Industries Limited, P.O. 
Box 10, Montreal. Que. UN 1-2571. 
Imperial Chemical Industries 

td., Plastics Div. 
Canadian Liquid Air Co. Ltd., 1111 
Beaver Hall Hill, Montreal, i 
Branches throughout Canada. N 


Alloy Rods Co. 

Amsco Div 

Fibremetal Prods. C 

Miller Electric Mfg. Se. Inc. 
Welsh Mfg. Co. 


Canadian Marconi Co., Electronic 
Tube & Components Div., 0 
Bayview Ave., Toronto 17, Ont. 
HU 1-5221. 

Clarostat Mfg. Co., Inc. 

Electric Soldering leon ¢ Co. 

Fisher Radio Corn. 

Jackson Electrical Instrument 


Co. 
Machlett Labs., Inc. 
National Co., Inc. 
Turner Co. 
Webcor, Inc. 


Canadian Marconi Co., Micro- 

wave Tube Div., 2442 Trenton 

Ave., Montreal 16, Que. RE 8-9441. 
English Electric Valve Co. 
Litton Industries 

Canadian Pratt & Whitney Aircraft 

Co, Ltd., P.O. Box 10, > oo 

Montreal 23, Que. OR 4-494 
Norden iv., United Aircraft 

Corp. 


Crescent St., 
5-9982. 





Canadian Research Institute, 46 
St. ome St., Toronto 5, Ont. 
WA 3-2455. 





R. Acker-Heidelberg 
Baird-Atomic, Inc. 

Buckleys (Uvral) Ltd. 
Emel Establishment 


Hathaway Instruments, Inc. 
Ltd. 
Corp. 
& Co. 
Radiation Instruments, 


Precision Tube Co., 
Staub & Co. 
Canadian Wilbur B. Driver Co. 
Ltd., 50 Ronson Dr., Rexdale, Ont. 
CH 6-7185. 
Ht, Cate & Co. (Manchester) 
td. 


Canavia Engineering & Sales Co., 
Malton, Ont. BU 6-2241 and 902 
Ducharme Rd., Windsor, Ont. 
Branson rp. 
Burnell & Co., Inc. 
Falcon Machine & Tool Co. 
Found Bros. Aviation Ltd. 
Herrick L. Johnston, Inc. 
Magtrol, Inc. 
Micro-Poise, Engrg. & Sales 
National Instrument Labs., Inc. 
Perdeck Solder Prods. Ltd. 
Robbins Aviation Corp. 
Wells Industries Corp. 
Clairtone Sound Corp. Ltd., Clair- 
tone Bidg., 118 Rivalda Rd., Wes- 
ton, Ont. CH 7-8647-8-9. 
Granco Products, Inc. 
Alex L. Clark Ltd., 3751 Bloor St. 
W.., Islington, Ont. BE 1-3303. 
Audio Devices, Inc. 
Audio Instruments Co., In 
Bach-Auricon, Inc. 
Beattie-Coleman, Inc. 
Glaser-Steers Corp. 
Gyro-Stabilizer Corp. 
Harman-Kardon, Inc. 
Kenyon Products, Inc. 
Klieg! Bros. 
Jas. B. Lansing, Inc. 
Magnasync M z. Co. 
Magnecord Canada Ltd. 
Mole Richardson Co. 
Texas Electronics, Inc. 
Viking of Minneapolis 
Weathers Industries 
Cochrane Stephenson (Western) 
Ltd., 103 Princess St., Winnipeg, 
Man, WH 3-2488; 10330-104th St., 
Edmonton. Alta.; 617-10th Ave., 
Calgary, Alta.; 1324 Franklin St., 
Vancouver, B.C 
Arrow-Hart & Hegeman (Can- 
ada) Ltd 
White- Rodgers Ltd. 
William Cohen Ltd., 8900 Park 
Ave., Montreal, Que. DU 8-9201; 
W. R. S nce, 3709 Lawrence Ave. 
E., Scarborough, Ont. AM 5-9304. 
Sales Associates: Kruger Asso- 
= Ltd., 166 Princess St., Win- 
nipe Man A. L. Whitehead, 
P.O. “Box 2345, Vancouver, B.C 
SU 3-3235. 
Automatic Radio of Canada 
Ltd. (Que. & East) 
American Electronics Co. 
B. & M. Electric Co. 
CBC Electronic Prods. 
Colman Tool & Machine Co. 
Eby Sales Co. 
Electronic Chemical Corp. 
Kitchener Electronics Industries 
Ltd. (Que.) 
Kingston Electronics Corp. 
(Canada except B. C.) 
Lindsay Antenna & Specialty 
Prods. Ltd. (Que. & W. Ont.) 
Newcastle Fabrics Corp. (Que. 


ast) 

S. H. Parker & Co. (Panasonic 
apounens & metal goods 
(Que. & East) 

Precision Electronics, Inc. 

Pyramid Electric Co. 

Ronnie Leather Goods (East) 

Superex Electronics Corp. 

Collaro-Audiovision Sales, 
Seymour St., Vancouver 2, 
Rep: Emerson Sales Ltd., 215 
4th St., Vancouver 9, "B.C. RE 
3-3525. 

Collaro Ltd. (B.C.). 

Computing Devices of Canada 
Ltd., P.O. Box 508, Ottawa 4, Ont. 
TA 8-2711; 164 Eglinton Ave. E., 
Toronto, Ont. HU 8-2452; 2176 
Que. VI 


1306 
B.C, 
0 W. 


Montreal, 
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All American Tool & Mfg. Co. 
American Research Corp. 
Bendix Aviation Corp. (CDC) 
Benson Lehner Corp. 

Clary Corp. 

Dekko Cameras Ltd. 
Dynatron Ltd. 

Ekco Electronics Ltd. 
Electro-Logic Corp. 

Epsco, Inc. 

Epsylon Industries Ltd. 
Flight Research 

Hermes Electronics Co. 
Huber Industries, Inc. 
Charles A. Hulcher Co., Inc. 
Monitor Systems, Inc. 
Northeastern Engrg., Inc. 
O.M.1. Corp. of America 
Offner Electronics, Inc. 

Red Lake Labs. 

Traid Corp. 

Vinten Ltd. 

Wollensak Optical Co. 


Concor International Corp., P.O. 
pod 598, Long Beach, N.Y. GE 


Development Engrg. Co., Inc. 
(Outside U. S.) 


Consolidated Electron Equip- 
ment Co. Ltd., yt _ all Ave. 
W., Willowdale, BA 5-6921. 
Curtiss-Wright Tata} Device 
iv. 
K.L.G. Sparking Plugs Ltd., 
Special Prods. Div. 


Constellation Components Co., 136 


Tower Dr., Scarborough, Ont. 
PL 7-3359 and 17041 Omega PI., 
Pierrefonds, Que. NA 6-4131. 
Autotronics, Inc. 
Electro Development Corp. (Can- 
ada except B.C.) 

Engel & Gibbs Ltd. 
Licon Switch Div., 
nois Tools Ltd 

Linemaster Switch Corp. 

Moog Servocontrols, Inc. 

Muirhead Instruments Ltd. (Ont. 

& East) 

Torsion Balance Co. 
Conway Electronic Enterprises 
Ltd., 1514 Eglinton Ave. West, 
Toronto 10, Ont. RU 3-6576 & 
6676. 

Ace Electronics Associates, Inc. 

Acton Labs., Inc. 

Advance Components Ltd. 

Airmec Ltd 

American Electronic Labs., Inc. 

Audix B.B. Ltd. 

Bailey Meters & Controls Ltd. 

British Watch Timers Ltd. 

Chirana Corp. 

Eddystone Co. Ltd. 

Electrical Instruments Co. [td. 

Freed Transformer Co., Inc. 

Guidance Controls Corp. 

W. Harrison 

Isotope Developments Ltd. 

Kasama Electronic Instruments 

Ltd 

Kelvin Electric Co. 

Labgear Ltd. 

Levell Electronics Ltd. 

Medelec Ltd. 

Metra Corp 

Micro-Methods Ltd 

New London Instrument Co. 

Nutron Mfg. Co., Inc. 

W. G. Pye Co. Ltd. 

Rainbow Radio Mfg. Co. Ltd. 

The Range Electronics Co. Ltd. 

Rohde & Schwarz . 

W. H. Sanders Ltd. 

Southern Instruments Ltd. 

Stratton & Co. Ltd 

Taber Instruments Corp. 

Taylor Electrical Instruments 

td. 





Canada Illi- 


Telemechanics Ltd. 

Tesla Corp. 

Ultrasonic Industries, Inc. 
Universal Atomics Corp. 
Universal Transistor Prods. 


orp. 
Waltham Electronics Corp. 
W. H. Cooper & Co. Ltd., 1103 
Yonge St., Toronto, Ont. WA 
3-1700. 
Mueller Electric Co. 
Cords (Canada) Ltd., 149 Sterling 
Rd., Toronto 3, Ont. LE 7-1221. 
Heyman Mfg. Co. 


Allan Crawford Associates Lid., 
P.O. Box 214, Willowdale, Ont. 
BA 5-7391. 
Dytronics Co. 
E H Research Labs., Inc. 
Electronic Associates, Inc. 
Electronics International Co. 





indicates an advertiser; see page 183. 


Exact Electronics, Inc. 

The John Fluke Mfg. Co., Inc. 

Pitometer Log Corp. 

Rig; Nucleonic Corp. 

Technical Measurement Corp. 

Weinschel — & — Corp. 
Cresswell- phon 
Harmel St., coe. = &- 
4611; 728 Cote d’Abraham, mo Ue 
bec, Que. LA 2-3953; 2425 Grand 
Bivd., Montreal, ©. HU 1-1142; 
35 Densley Ave., Jeston, Toronto 
15, Ont. CH 1-5251; P.O. Box 
1166, Winnipeg, Man. WH 3-1994; 
8411-103rd St.. Edmonton, Alta. 
GE 9-4562; 839 Powell St., Van- 
couver, B.C. MU 5-6614. 

Expanded Metal Co. 
Cross Electronics, 67 On- 
ue St. S., Kitchener, Ont. SH 2- 


Anchor Prods. 
Daveco Agencies 
J & H Importing Enterprises 
uietrole ~ 
tio Mfg. 
Webster Siusctric Co. 
(All above rep’d. in W. Ont.) 
Geo. W. Crothers Ltd., 1101 Mill- 
wood Rd., Toronto 17, Ont. HU 
5-9101. 
Kohler Co. 


D 


D & B Sound & Signals, 
39 Notre Dame St. E., Montreal 
1, Que. UN 1-7141. 
Pfaff, 22 Applefield Dr., 
borough, Ont. PL 7-2172. 
tributors in principal cities. 
Autophone Ltd. st) 
ay H. Couch Co., Inc. 


t) 
General Signal & Time Systems 


Lustraphone Ltd. 

The Trix Electrical Co. Ltd. 
Dage Corp., 219 E. 44th St., 
York, N.Y. MU 2-6755. 

Alabama rm chaee 

Andersen Labs., 

Ferrotec, Inc. 

Microwave Development Lab., 


nc. 
Strand +x” Inc. 
U.M. & F. Mfg. Co. 
Davies Agency, Box 252, Saint 
John, er B. 

P & S Wiring Devices, Div. of 
Renfrew Electric Co. Ltd. 
Irwin Davies, 61 Neptune Dr., 
7. 204, Toronto 19. Ont. RU 
Verd-A-Ray Electric Prods. Ltd. 
Dayrand Limited, 4612 St. Cath- 
erine St. W., Montreal 6, Que., 

WE 2-2541. 
Amco Engineering Co. (Que.) 
Dielectric Prods. rg. Co 


New 


Inc. 
Phelps Dodge Copper Prods. 
Corp. 


Decca Radar (Canada) Ltd., 23 
Six Points Rd., Toronto 18, Ont. 
BE 2-1161. Rep: Hart Electronics 
Lid., 19642 Osborne St., Winnipeg, 
Man. GL 3-7033. 

Decca Radar Ltd. 

Delhi Metal Products 
Waverley St., Delhi, Ont. Thi. 
Spatetes ‘Products Co. 

elrex Labs. 
Delta Aircraft i. Co. 
1798A Avenue Rd. to 12. 
Ont. RU _3-7372. 

Great Lakes Mfg. Co: 

Revere Corp. of Amer: rica 

Standard Crystal Co. 

Transco Prods., Inc 
Delton Corp., 430 warn Rd., 
Toronto 13, Ont. OX 9-9366 

Midget Louver Co. 
Demers Electrical, 885 Gasford 
Ave., Montreal, Que. UN 6-4911. 

General Wire mney Cable Co. Ltd. 
& Deskin Sales Corp., 1091-14th 

St. Martin, Montreal 40, Que. 

MU 1-0201. 

Allard Instrument Corp. 

Aviel Electronics, Inc. 

Excellex a Inc. 

Nylon —s Son. 

Precision Metal Prods. Co. 

Tech Laboratories, Inc. 

Valor Electronics, ee 
Desser E-E Ltd., 44 
Xavier, Montreal. 

Atlee Corp. 


Ltd., 


Francois 
Que. s $-6570. 
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Canadian Representatives 


Columbus Electronics Corp. 
Electro-Mechanical Instrument 


Co. 
Electronic Components Ltd. 
Escon, Inc. 

General Transistor Corp. 
General Transistor Western 


Corp 
Gece Mfg. So, ae 
Inso Electronic 


London Electrical Mts. Fong “Ltd. 
Tri-Point Plastics, Inc. 
United Components, Inc. 
Utah Radio Prods. Corp. 
Vokar Prods., Inc. 

Domac Technical Sales 


James S. aes Inc. 
Ltd., Techn! 1 Prods. Dn 
ica! iv. 
Mansion St., Kitchener, Ont. HS 3- 


1. 
Machinery Electrification, Inc. 
Radio Heaters Ltd. 
Trumeter Co. Ltd. 
Universal Electric Co. 
270 Parlia- 
Ont. EM 6- 


Dominion Industries, 
ment St., Toronto, 
3666. 


Arcuswerke 
F. Wieland Elektrische Industrie 
GmbH 


Dominion Machinery & ipment 
Co. = 56 New Gower St., P.O 

Box 3 John’s, Nfid. 4052-53, 
and 0. Box 748, Corner Brook, 


Electro-Vox Intercom, Inc. 
J. K. nn ay Co., wy? Be ory 
Ave., Seattle 1 Wash. 4-8313. 
American Electronics, c 
(B. C.) 


Douglas Randall (Canada) Litd., 
126 Manville Rd., Scarborough, 
OX 8-3081; 2295 Stanislas St., 
Ville St. Laurent, Montreal 9, Que. 
RI 4-1004 
American Electric Mfg. Corp. 
Arrow Radio Co. 


Electrix Corp. 

Electronic Controls Ltd. 

Epsco, Inc. 

Epsco Worcester 

The Gamewell Co. 

Int'l. Rectifier Corp. 

The Potter Co. 

Reeves Instrument Corp. 

Taurus Corp. 

Telecomputing Corp. 

Telectro Industries Corp. 

U.S. Gear Corp. 

— Industries, Inc. 
Dycon Ltd., 25 Carson St., To- 
pe aren 14, Ont. CL 9-8276. 

Atkomatic Valve <e.. Inc. (Ont.) 

Atlas Valve Co. (O: nt.) 

Auto-Ponents, Inc. Ont.) 

Lenz Co. (Ont.) 

Skinner Electric Valve Div. 

(Ont.) 


E 


E.C.C. Canada Ltd., 66 Colville 
Rd., Toronto 15, Ont. CH 4-6455-6. 
ep: Domac Technical Sales Ltd., 
1950 Bank St., Ottawa, Ont. RE 
3-3390. 
The Electric Copequation Co. 
George Ellison Ltd 
Nalder Bros. & Thompson Ltd. 
Transformers & Rectifiers Ltd. 
Tufnol Ltd. 


E.M.I.—Cossor Electronics Ltd., 


Plant: P.O. Box 525, Woodside, 
N.S. Halifax 6-7491. Sales Offices: 
2005 MacKay St., Montreal 25, 
Que. VI 2.795576; 3077 Bathurst 
St., Toronto 19, Ont. RU 1-2919; 
160 Laurier Ave. W., Ottawa, Ont. 
CE 5-4306. 


Best Products Ltd. 

Cossor Instruments Ltd. 
Dawe Instruments Ltd. 
E.M.I. Electronics Ltd. 

Rank Cintel Instruments Ltd. 
S.K.L. Instruments 

ha Electrical Radio Co. 





E-T-A Products of Canada Ltd 
265 ee Se St. W. Montreal 1, Que. 


“Bile & Poensgen GmbH 
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Edo (Canada) Ltd., Box 97, Corn- 
wall, Ont. WE 2-6774-5. 
Electro-Ceramics, Inc. 
Elder Electronics, 541 Brant St., 
Burlington, Ont. NE 4-0511. 
Amco Engrg. Co. 
Electronic Prods. Div., Post 
Machinery Co. 

Instron Engrg. Corp. 

Radio Frequency Co., Inc. 

Rust Industrial Co., Inc. 
Eldrico Geophysical Sales Ltd., 
633 Hornby St., Vancouver 1, B.C. 
MU 4-1267. 

Sharpe a of Canada 
Electric Insulation Fibre Co. 
Ltd., 24 Mendota Ree Toronto 18, 
Ont. CL i-1174. 

Hysol (Canada) Ltd. 
Electrical Industries Ltd., 
115th St., Edmonton, Alta. 

C. C. Meredith & Co. Ltd. 


Electro Sonic Supp Co. Ltd., 
543 Yonge St., Toronto 5, Ont. 
WA 4-9251. Distributors of a wide 
range of electronic and allied com- 
ponents and equipment. 
Pennsylvania Fluorocarbon 
(Ont.) 
Electrodesign, 9124 St. Lawrence 
Bivd., Montreal 11, Que. DU 9- 
5914; 376 London Terrace, Ottawa 
2, Ont. SH 9-6837; 35 Mulholland 
St., Toronto 19, Ont. RU 7-0991. 
Addison Electric Co. Ltd. 
Alford Mfg. Co. 
Allison Labs. 
American Rectifier Corp. 
Arnold Magnetics Corp. 
Atlas-Werke A.G. 
Atronic Prods., Inc. 
Balco Research Labs. 
Beam-Echo 
Bergen Labs. 
Bogart Mfg. Corp. 
Boulton-Paul Aircraft Co. 
Branson Instruments, Inc. 
Branson Ultrasonic Corp. 
Bytrex Corp. 
California Technical Industries 
Chassis-Trak, Inc. 
Crescent Engrg. & Research Co. 
Cubic Corp. 
Dynapar Corp. 
E.C.E.M. 


10544- 


Elcontrol Ltd. 

Electro-Flex Heat, Inc. 
Electronic Assistance Corp. 
Electronic Processes Corp. 
Electro Precision Corp. 
Farmer Electric, Inc. 
Feedback Controls, Inc. 
Franklin Electronics, Inc. 
Gilson Medical Electronics 
Godart-Mijnhardt N.V 
Hamlin, Inc. 

Hatfield Instruments Ltd. 
Industrial Test Equipment Co. 
The Infra Red Dev. Co. Ltd. 
Instruments for Industry 
Joyce, Loebel & Co. Ltd. 
Dipl. Ing. Ulrich Knick 


Kovo 
Leitch-Huard Corp. 
Manson Labs., Inc. 
Metrawatt A.G. 
M-F Electronics Co. 
Nacimo 
Nagard Ltd. 
Nash & Thompson Ltd. 
Joseph Neuberger 
North Atlantic Industries, Inc. 
Nucleonic Corp. of America 
Optimised Devices, Inc. 
Oregon Electronic Mfg. Co. 
Peekel Lab. for Electronics 
Poly-Chem 
Quan-Tech Labs. 
Resista 
Sherman Industrial Electronics 
Siemens & Halske A.G. (Small 
rectifiers only) 
Southern Electronics Corp. 
Systron Corp. 
Van Norman Industries, Inc. 
Vari-L Co., Inc. 
The Waters Corp. 
Waveforms, Inc. 
Whitso, Inc. 
Zell Prods. Corp. 
Electrolabs, 7385 St. Lawrence 
oe Montreal 10, Que. CR 6- 
Accurate Electronics Corp. 
Aerolite Electronics Corp. 
Berkshire Electric Cable Co. 
Gow) 
S. G. Brown Ltd. (East) 
Chicago Industrial Instrument 


Contact, Inc. 


Clive Courtney & Co. Ltd. 
t 
wy = names & Supply 


Nationa Uitrasonic Corp. 
be ay . ea Div., 
Speer Carbon 
Photovolt Corp. (East) 
iscor 
Statham Development Corp 
Venner Electronics Ltd. (East) 
W. M. Welch Mfg. Co. (East) 


Electroline Television Equipment, 

Inc., Suite 114, 5757 Decelles Ave., 

Montreal 26, Que. RE 8-9095. 

All Products Co. 

Applied add Inc. 

Entron, Inc. 

Giantview Closed Circuit Tele- 
vision Networl 

Multitone Electric Co. Ltd. 


(Que.) 
Ribet-Desjardins 
Superior Cable Corp. 
Television Utilities Corp. 
nderwi -Canoga 
Electromechanical Prods., Mark- 
ham Rd., Agincourt, Ont. AX 3- 
7011 and 11819 Michel Sarraezin, 
Montreal 9. Que. RI 4-1932. 
Atlantic Research Corp. 
B & F Instruments, Inc. 
Barnes Engineering 
Behlman Engrg. 
Burr Brown Corp. 
Computer Measurements Corp. 
Electro Instruments, Inc. 
Electro Mechanical Research, 


nc. 
Electron Prods. 
Electronic Tube Corp. (‘scopes 

and accessories) 
General Communications Co. 
Gerber Scientific Corp. 
Holt Instrument Co. 
Kistler Instruments Co., Inc. 
Laboratory for Electronics, Inc. 
a Electronic Prods., 

ne. 
Metronix, Inc. 
Minelco Corp. 
Nems Clarke Co. 
Nems Clarke, Inc. 
Northeast Scientific Corp. 
Perkin Engrg. Corp. 
Radiation —— hehe. Inc. 
ian © Ruge, Inc. 

She Electronics Corp. 

aevitz Bags 

Langham nna Ltd. 


au 
Yonge St., 
1-1126. Rep: Pacific 
tions Services Ltd., 1181 Marine 
N. Vancouver, B.C. YU 
3914. 
Engineered Electronics Co. 
Ultra-Violet Prods., —<m 


Electronic Enterprises 
Vitre St. W., veal 
1-1838. Reps: George 
Sales, 16 Centre St., 
Ont. AV 5-2241; 


a 


Ltd., on 


f”*Giies Giles 


Thornhill, 
National Sales 


head, P.O. Box 2345, : Vancouver, 
B.C. WA 2-2210. 
Nesor Alloy Prods. Co. 


Electronic Service Supply Co., Div. 
of Electronic Res. ‘3 Dev. Co. 
Ltd., 210-9th Ave. os Calgary, 
Alta. AM 6-6048; 2810 Dewdney 
Ave., Regina, Sask. JO 9-2992; 
9828 Jasper om, Edmonton, Alta. 
28831. © Eyers Electronics 
Ltd., 752 E. «Hastings, Vancouver, 
B.C. MU 1-0267; Tele-Radio Sys- 
tems Ltd., 3633 Dundas St. W., 
Toronto 9, Ont. RO 2-8224; West- 
ern Sound Services Ltd., 613 ye 

., Winnipeg, Man. S 4- 


Allen B. Du Mont Labs., Inc., 
International Div. 
Electronic Research & Develop- 


ment Co. Ltd. 
Kellogg Switchboard & Supply 
. (West 
Lake Mfg. Co., Inc. 


Electronic Tube Co., McGill 
St., Montreal, Que. av 8-6218. 
Mail Order Distributors of a wide 
range of domestic and imported 
electronic, scientific and allied 
components and equipment. Bi- 
monthly catalogues available on 
request. 


Electrovert Ltd., 3285 Cavendish 
Bivd., P.O. Box 1200, Montreal 28, 
Que. HU 8-2521; P.O. Box 23, 
Stn. “N”, Toronto, Ont. CL 


5-4436; P.O. Box 4031, Stn. “D”, 
Vancouver, B.C. AM 1-2838. 


Akustische u. Kino-Gerate 


Critchley Bros. Ltd 

Fry’s Metal ee. Ltd. 
Insuloid Mfg. Co. Ltd. 

Isopad Ltd. 

Londex Ltd. 

be poate & Insulators Co. 


oa Pol 
C. A. Wiedmuller K.G. 
Zoomar Marketing Corp. 


Electro-Vox 
Scotia, Glace Bay. 
Electro-Vox Intercom Inc. 


Electro-Vox Ottawa-Hull 
Eastview, Ottawa, Ont. 
Electro-Vox. Intercom Inc. 


The J. W. Ellis Industries, 80 Rich- 
—_— St. E., Toronto, Ont. EM 6- 


Camille Bauer Ltd. 

Theo Benning 

The British Rototherm Co. Ltd. 
A/S Danbridge 

Danochemo A/S 

Drello Ing. Paul Drewell 
Elima Gmb 

— Numbering Machines 


Ltd., 


td. 

Favag, Fabrique D’appareils 
Electriques S.A. 

Haag-Streit A.G. 

Hartmann & Braun A.G. 

Jaquet Ltd. 

Dipl. Ing. Ulrich Knick 

H. C. Kroeplin GmbH 


Dr. B. La 
Wiegetechnik GmbH 


Mess & W: 

Saia S.A 

Smith Hobson Ltd. 

Sodeco, Societe des Compteurs 
de Geneve. 

Unifact Ltd. 

Hermann vo ee. 

Zwick & Co. K 


Emerson Sales #4 2150 W. 4th 
St., Vancouver 9, B.C. RE 3-3525. 
Sales associates of E. S. Gould 
Sales Co. (q.v.). 

Aestiemmmed Wireless 

Argos Prods. Co. 

Mark Simpson Mfg. Co., Inc. 

(West) 

Recoton Corp. 
Empire Engineering Co., 738 Dun- 
Raa E., Toronto, Ont. EM 4 


A.A. Tools 

Bacon Felt Co. 

Dominion Rubber Co. 

David Dowling Ltd. 

Dremel Mfg. Co. 

Foredom Electric Co. 

Lake Chemical Co. 

The Lewis Machine Co. 

Mouldmakers & Engravers Ltd. 

a. P. Preis Engraving Machine 
oO. 

Tom Senior 

Taylor, Taylor & Hobson Ltd. 


Engineered Sound Systems Léd., 
169. Ki pk Ave. S., Toronto 18, 
Ont. B 

Centrum ano 

Etelco Ltd. (Ont.) 

Hasler A.G. (Intercom-Ont.) 

Instructomatic, Inc. (East) 

W. L. Maxson Co. 

Tandberg (East) 

J. L. Warren, Inc. 
Enterprise Agencies Ltd., 5301 
Western Ave., x. = Que. 
HU 4-3551 and 6 Chur St., 
Toronto, Ont. EM 4-9081. 

Eastern Industries Inc. 


Ericsson Telephone Sales of Can- 
ada Ltd., 130 Bates Rd., Montreal 
» Que. 1-6428 and 34 Advance 
Ra., Toronto 18, Ont. BE 1-1811. 
See Cdn. Mfr. listing for reps. 
North Electric Co. 


Esna Canada Ltd., 12 Gower St., 

Toronto 16, her PL  5-5257. 

Bove: George L . Luck, 5684 Pare 

Montreal 9, Que. RI 7-8282; 

Mackay Morton Ltd. G7 v.); wh 

ter McHugh Industries 

W. 4th Ave., Vancouver, B.C 
Buchanan Electrical hin 


Corp. 

Elastic Stop Nut Corp. (Relays) 
ee Ltd., 50 Ber- 
mondsey Rd., Toronto 16, Ont. 
PL 9-619; P.O. * ome 632, Calgary, 
Alta. AM 3-52 

Evershed & stint Ltd. 
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F 
The F pa Sy Kempt Rd., Hali- 
fax, N S. 4-64 
Midget Sue Co. 


Ferranti-Packard Electric Ltd., In- 

dustry St., Mount Dennis, Toronto 

15, Ont. RO 2-3661. 
James Scott i. faa (Electrical 

Engineers) L 

Ferritronics sot 157 Willowdale 

Ave., Willowdale, Ont. BA 2-1168. 
Murata Mfg. Co. Ltd. 


Fi & Chemical Services, 
Inc., 1220 W. Nickerson, Seattle 
99, Wash. AL 1995. 


Hysol omy Ltd. (B.C.) 
fe winnipss a. 





Filer Smith 
federation Lite 1 Bidg., 
Man. WH 2-3875. 
The States Co. (Sask. & Man.) 
Continental-Diamond Fibre of 
Canada Ltd 


Len Finkler Ltd., 
— Toronto, = 


1794 Avenue 
.* 1-5232; 
. Whitehead 


Fourjay Industries 

General Prods. Corp. 
Gernsbach Publications, Inc. 
Hunter Tools 

Iliumitronic Engrg. 

7 Electronics Industries 


Labtronics, Inc. 

K. Miller Tool & Mfg. Co. 

Moody Machine 

Newcastle Fabrics Corp. Sone. ) 

Oryx Electrical Labs 

Paulite Plastics Co. Led. 

Telegraph Condenser Co. 

Tenatronics Ltd. (Ont. & Que.) 

Triplett Electrical Instrument 

‘©. (Ont, & East) 
Workman TV, Inc. (Ont. & 
West) 
Anthony Foster & Sons Ltd., Air- 
craft Div., 302 Church St., To- 
ronto 1, Ont. EM 6-3081; also at 
Montreal, Winnipeg, Vancouver. 

Aircraft Radio ‘. 

Electric Auto-Lite Corp. 

Marco Industries 
Foulis & Bennett Electric Ltd., 
Halifax, N.S. 

C. C. Meredith & Co. Ltd. 
George M. Fraser Ltd., 1554 
Yonge St., Toronto 7, Ont. WA 
4-9482 and WA 4-9884. 

The Autocall Co. 

Castell Locks Ltd. 

Control, a Div. 

Inc. 
Electro Switch Corp. 
Esterline-Angus Co., Inc. 
(CW. Ont.) 
The tan Co, Inc. 


of Magnetics, 


int. ic. 
— Electroplating Process, 
nc. 


Philip French Sales Ltd., 8425 
Mountain Sights Ave., Montreal 
16, Que. RE 9-1362; 57 oa, 
Cr. Willowdale, Ont. EM 6-0 

The Barden Corp. 

Cobehn, Inc. 

PIC Design Corp 

The Roller Bearing Co. of 

America 

L. H. Frost (Canada) Ltd., 1078 
Service Rd., PO a 425, Oak- 
ville, Ont. VI 4-668 

Detroit Controls cx ie 

The Lux Clock Mfg Corp. 


G 


A. R. Gardner Sales Co., 745 Bay- 
view Ave., Toronto 17, Ont. HU 
3-1738. 

Kurz-Kasch, Inc. 
Garrett Mfg. Ltd., 4 Racine Rd., 
Rexdale, Ont. CH 4-5655; 1255 
Laird Bivd., Montreal, Que. RE 
8-7605. 

Aero Supply 

Century 

ments 

Eckel Valve Co. 

Elgin Micronics 

ae Corp., AiResearch Mfg. 


vs. 
Pacific Scientific Co. 
Phillips Electronics, Inc. 
Rosemount Engrg. Co. 

Geerz & Holm Canada Ltd., 629 


Bee. & Instru- 





Denman, Vancouver 5, B.C. MU 
MU 3- 5233/7844; 108 Duchess St., 
Toronto 2, Ont. EM 8-4330; 110- 
43 Westbrook St., Winnipeg 2, 
Man. 3-1796. 
ay Gebr. Steidinger 
Max Egon Becker, 
Autoradiowerk 
Elge Messgeraecte GmbH 
Isophon-Werke GmbH 
Norddeutsche Mende Rundfunk 
K.G. (West) 


Siedle & Soehne 
General Communications Ltd., 980 
O’Connor Dr., Toronto 16, 


"Ont. 
PL $-0771. 
Analytical Measurements, Inc. 
B/W Controller Corp. 
Capeway wy 3 Corp. 
Eastern Specialty 
Electrical Mfg. to Ltd. 
Excel a" Service Co. 
Sleigh & Cheston Ltd. 
Industrial Process grs., 
Instrument Labs. 
James B. Sipe & Co., Inc. 
Standard nent Corp. 
Techniflex Mfg. Co. 
Telemation Associates 
General Instrument-F. W. Sickles 
ry Je = Ltd., 151 Weber St. S., 
O. Box 408, Waterloo, t. 
Sid 4-8101. Rage: Telequipment 
Mfg. Co. Ltd. (q. 
Automatic Mfg. 
Instrument 
General ieetrament Co Ti 
—" Electronics Mfg. 


Radio| Receptor Co., Inc. 
F. W. Sickles Div., General 
Instrument Corp. 

General Radio Co., 99 Floral 
——- Toronto 15, Ont. CH 6 

General Radio Co. 
General Sound & Theatre Equip- 
ment Lid., 861 Bay St., Toronto 5, 
Ont. WA 5-3871. Also at Halifax, 
N.S.; Saint John, N.B.; Montreal, 
Que.; Winnipeg, Man.; Calgary, 
Alta.; Vancouver, B.C. 

Altec Lansing Corp. 

DuKane Corp 

Northern Electric Co. Ltd. 

Racon Electric Co., Inc. 

Webster Electric Co. 


Biv. General 


4-0627 & 

Reps: Pro Musica 
Pearl St., Ont. 
8-9633. 

Badische Anilin & Soda Fabrik 

Feho Lautsprecherfabrik 

Richard Hirschmann 

Andrew Gilchrist Ltd., 155 Decarie 
Bivd., P.O. Box 322, St. Laurent, 


German-Canadian Import 
Olivar Asselin St., 
Que. FE 


Toronto 1, 


Electro-Technical Prods. 

Fibreglas Canada Ltd. 

Minnesota Mining & Mfg. of 

Canada Ltd. 

Sufiex Corp. 
George H. Giles Sales, P.O. Box 70, 
Thornhill, Ont. AV 5-2241. 

Electronic Enterprises Ltd. 

Lindsay Antenna & Specialty 

Prods. Ltd. 


The Glendon Co. Ltd., Suite No. 
4, 603 Evans Ave., Toronto 14, 
Ont. CL 5-5001. 

Arber Mfg. Co. Inc. (Ont. & 


-) 

Berahire — Cable Co. 
Ont. & Que.) 

Bodnar Industries, Inc. (Ont. & 


ie.) 
Cc& ® Components, Inc. 
CWS Waveguide Corp. 
Community Engrg. Corp. 
Cosmocord Ltd. 
Danbury-Knudsen Div., Amphe- 
nol-Borg Electronics Corp. 
Delta Design, Inc. 
Fusite Corp. (Ont. ‘& Que.) 
Hamilton Hall Resistor Corp. 
(Ont. & \ 
Industrial Prods. Div., Amphe- 
nol-Borg Electronics Corp. 
Lundey Associates, Inc. (Ont. & 


Que.) 
Mullard Overseas Ltd. 
Neosid (Canada) Ltd. 
Permonite Mfg. Co. 

Phelps Dodge Capper Prods. 
Corp. 


Solidyne 
Standard Electronics Co. 
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M. Steward Mfg. Co. 
Taylor Electric, Inc. (Ont. & 


-) 
Taylor Spring & Mfg. Co., Inc. 
Trans-Sil Corp 
U.S. Translate Corp. 
Virginia Electronics Co., Inc. 
Watliff Co. Ltd. 


The Glendon Instrument Co. Ltd., 
46 Crockford Bilvd., Scarborough, 
Ont. PL 9-6021. 

—— Precision Instrument 


Blectronic Instruments Ltd. 
Evans Electroselenium Ltd. 
Servomex Controls Ltd. 
Wayne Kerr Labs. Ltd. 
E. S. Gould Sales Co., 19 Le 
Royer St. W., Montreal 1, Que. AV 
8-5225; F. Morgan, 4 Little Rock 
Dr., Toronto 13, Ont. AM 1-4796; 
Ben Unger, 10860 McQueen Rd. 
Edinonton, Alta.; Emerson Short, 
2150 W. 4th St., Vancouver, B.C. 
Augat Bros., Inc. 
Crown Controls Co., Inc. (East) 
Dalyn Industries 
Dyna, Inc. 
Ferrodynamics Corp. 
The Hallicrafters Co. 
Holyoke Fabrics, Inc. 
HY-Gain Antenna Prods. 
Hiram Jones Electronics 
Kemode Mfg. Co. 
McIntosh Lab., Inc. (East) 
Microtran Co., Inc. (East) 
P. P. Payne & Sons (Canada) 
Ltd. (East) 
Robins Industries Com, 
San Fernando Electric Mfg. Co. 
Slip Ring Co. of America 
Solitron Devices, Inc. 
The Sphere Co. 
Tape-Athon, Inc 
Workman TV, Inc. (East) 
H. Roy Gray Co. Ltd., 46 Dan- 
forth Rd., Scarborough, Ont. OX 
1-1131; G. G. Smith, 4833 West- 
hill Ave., Montreal 29, Sox HU 
4-9488; J. C. Bastow, 10749-133rd 
St., N. Surrey, B.C. LA 6-4900. 
Canada Cabinets & Furniture 
Co. Ltd. 
Measurements Div., McGraw- 
Edison Co. 
James Millen Mfg. Co. 
Sherwood Electronic Labs., Inc. 


W. D. Gray & Co., Main & Sec- 
Vancouver, B.C. EX 


Midget Louver Co. 
Great Lakes Electrical Specialties 
Ltd., 115 Shorncliffe Rd., Toronto, 
Ont. BE 9-4337. 

Bussmann Mfg. Div., McGraw- 


Edison Co. 

The B. Greening Wire Co. Lid., 
55 Queen St. N., Hamilton, Ont. 
JA 8-5971 and Toronto EM 3-0002 
-3; 180 St. Paul St. W., Montreal, 
Que. VI 9-2407. 

Driver-Harris Co. 
Griswold Engrg. Lid., 146 Bates 
Rd., Montreal, Que. RE 1-2749. 

Connecticut Hard Rubber Co. 
James Grogan, 50 Yarmouth Rd., 
Toronto, Ont. LE 6-3684. 

Conant Labs. 


H 
Hackbusch Electronics Ltd., 23 
Primrose Ave., Toronto 4, Ont. 
LE 1-2453. 
Auth Electric Co., Inc 
Caledonia Electronic 
former oom. 
Clough-Brengle Co. 
Electronic Specialities Mfg. Corp. 
Nationa! Carbon Co. 
Stromberg Carlson Co. 
Technical Appliance Corp. 
Telematics, Inc., Carillon Bell 
iv. 
Fred H. Haight Co., 3212 Eastlake 
Ave., Seattle 2, Wash. EA 1818. 
Pomona Electronics Co., Inc. 
(B.C.) 
Norman L. Haney Agency Litd., 
Hy A. § St. ,Winnipeg 10, Man. 
Burndy Canada Ltd. 
Electronic Components Ltd. 
a. (Canada) Ltd. 
Hart Battery Co. Lid., Box 550, 
St. Johns, Que. 7-2325-6-7. 
Branches in principal cities across 


a > Electrical Storage Co. 
td. 





“2 Trans- 


Hart 
borne St., 


indicates an advertiser; see page 183. 


Electronics Lid., 19642 Os- 
Winnipeg. La. 3-7033. 
Avtek ‘Systems Ltd. 
Audio Vox Eneanoeen “Inc. 
Decca Radar (Canada) Ltd. 
Hallett Mfg. Co. 
Kaar Engrg. Corp. 
Lear Aircraft Radio Div. 
National Aeronautical Corp. 
Pye Canada Ltd. 
Sunair, Inc. 
Telecom Ltd. 
F. S. Hastie, 2458 Cliff Rd., 
Cooksville, Ont. AT 9-2174. 
Webster Electric Co. 


Bridgeport Insulated 


Hawthorne Electronics, 112 Adm. 
oad ag Field, Ran Wash. 
PA 
Tekirontx, Inc. (Man, & ano 
Telonic Engrg (Wes 
Telonic In Eien, ne. (West) 
Henderson-Oliver Sales Co., 41! 
Springbrook Gdns., Toronto 18 
Ont. BE 1-3761. 
Canadian Armature Works Inc. 
Zenith Electric Co. 
John H & Co. Lid., 3468 
Dundas St. » Toronto 9, Ont. 
RO 2-9824. 
Aemco, Inc 
Automatic Metal Prods. Corp. 
Barber-Colman Co. 
Constanta Co. of Canada Ltd 


(Ont.) 
Fortiphone Ltd. 
Hardwick, Hindle, pane 
H-B Instrument 
Hi-G, Inc. 
Industrial Tectonics, Inc. 
Landis & Gyr, Inc. 
Mucon Corp. 
George Rattray, Inc. 
Ripley Co., Inc. 
Shallcross “Mfg. Co. 
Statham Instruments, Inc. 
Stevens-Arnold, Inc. 
Superite Instrument 
Uniform Tubes, Inc. 


F. S. B. Heward & Co. Ltd, 
Suite 370, 3285 Cavendish Bivd., 
Montreal 28, we. HU ; 
Rm. 201, 1835 
7, Ont. HU 5-0483; 
W. Hastings St., 
B.C. MU 2-2801. 

Diamond Specialty Ltd. 
Hit-Ray Electronics, 1044 Bathurst 
St., Toronto 4, Ont. LE 4-1802. 

Hitachi Ltd. 
W. Hobson & Associates, 1024 
aes] Dame St., Lachine, Que. ME 
7-123 

~~” Engrg. Corp 

Electro Switch Cony (East Ont. 


ie.) 
Esterline. Angus Co., Inc. (East 
Ont. & Que.) 
Samuel C. Hooker (Canada) Léd., 
2425 Grand Blvd., Montreal, Que. 
HU 8-9114; 256 Cornelius Pkwy., 
Downsview, Ont. ME 5-1470. 
Aero Electronics Corp. 
Aero Instrument 
Barry Controls, Inc. 
Bulova Watch Co., 


Div 
Cambridge Thermonic of Canada 
Ltd. 


Corp. 


onge St., 
Rm. 521, 
Vancouver 


Electronics 


— Engrg., Div. Acrovox 
Ed; a Germeshausen & 
Grier, inc nc. 
Electra Mie op. 
The Gudeman 
King’s Electronics canada) Ltd 
Mitronics, Inc. 
New England Transformer Co. 
Southern Mfg. & Eqpt. Ltd. 
Superior Mfg. & Inst. Corp. 
The Hoover Co. Lid., G Ave 
& Barton st, Hamilton, t. LI 
$-1151. 
Eicor, Inc. 
ae Research Associates, 
mc. 
Hoover Electronics Co 
Rotron Mfg. Co. 
Hope Machinery Co. Ltd., 200 Dal- 
housie St., Toronto 2, Ont. EM 
3-8579. 
Atlantic Metal Hose 
Danly Machine 5 "ery 
Dayton oe 
Flexaust Co. 
Harvey Mfg. 
Lennox Tool & Machine Builders 
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Canadian Representatives 


Mark-Tex Corp. 
H. P. Preis on. Machine Co. 
Templates Unlimited 
Wiedemann Machine Co. (Ont.) 
M. J. Howard & Co. Ltd., 1168 
. Ottawa 3, Ont. PA 


Aerovox Canada Ltd. (E. Ont.) 
on Electric Canada Ltd. 
(E. Ont. & Maritimes) 
Emerson & Cuming, Inc. (East) 
IMC Magnetics er ast) 
PSP Engrg. Corp. 
Waters Mfg., Inc. fast) 
Hy: Canada) Ltd., P.O. Box 53, 
Postal Stn. “‘R,” 44 Beechwood Dr., 
Toronto 17, Ont. “nO 1-0708. 
Houghton Labs. 


I 
IRC Resistors, Div. of Renfrew 
Electric Co. Ltd., 349 Carlaw Ave., 
Toronto 8, Ont. HO 1-3511. 


Circuit ‘Instruments, 
Imperial Int’l. .¥ 1776 Broad- 
way, New York 19, N.Y. 
Matsushita Electric Corp. of 


Institutional 
munications Ltd., 29 McNaughton 
Ont. 7- 
Rep: E. N. Woolley & 
‘ Associates, 48 Algie Ave., Toronto 
18, Ont. CL 1-5073 & RO 9-6874. 
Canadian Marconi Co. (Sound, 
intercom. equpt.) 
Leseesbens Ltd. 
Majestic Winding Co. 
Talk-A-Phone Co. 
Industron Corp., 297 Carlton St., 
Toronto, Ont. WA 1-2032; 32- 17th 
Ave., Roxboro, Que. MU 4-4550. 
Beckman Instruments, Inc., Pro- 
cess Instruments 
Coulter Industrial Sales Co. 
“oo Ltd. (Industrial 
auges) 
Electric Eye Equipment Co. 
Hallikainen Instruments 
Sigma Instrument Co. Ltd. 
Viking Instruments, Inc. 
Ingraham Canadian Clock Co. Ltd., 
Grand Ave., Toronto 18, Ont. CL 
5-0178. 
Thompson Clock Co. 
Service (A 
ott Enterprises 
St., Toronto 1, 


Instantaneous Ri 
Div. of E. J. Pi 
Ltd.), 42 Lombar 
Ont. EM 3-5767. 
Bogen Presto Recording Corp. 
Magnetronics, Inc. 
Mohawk Business Machines 


Orp. 

Morrison Recording Labs. 

Tape-Athon, Inc. 

Thomas J. Valentino, Inc. 
Instronics Ltd., P.O. Box 100, 
Stittsville, Ont. Ottawa TA 8-1253; 
rex Dr., Scarborough, Ont. 

Burton Rodgers, Inc. 

Datex Co: orp. 

— nnes (Electronics) 


beeeee Scientific Co. 
Electro-Scientific Industries 
Empire Devices Prods. Corp. 
Farnell Instruments Ltd. 
Lavoie Labs., Inc. 
Lumatron Electronics, Inc. 
Packard Bell Com - Corp. 
Potter Instrument 
Racal Engrg. Ltd. 
Radio Frequency Labs., Inc. 
Schomand! K.G. 
bey Y weaneen Electronic Group 
td. 
Stelma, Inc. 
Telerad Mfg. Corp 
Texas n= ory ‘Incorporated, 
Industrial Instrumentation 
Div. 
Instrument Service Labs. Ltd., 29 
W. Broadway, Vancouver 10, B.C. 
EM 3361. 
Barber-Colman of Canada Ltd. 
Syntron (Canada) Ltd. 
International Systcoms Ltd., 8235 
Montreal 


eames, 266 Aubrey St., Win- 
g 10, Man. SU 3-5442. 
nterlake Steel Prods. (West) 
Lindsay Antenna & Specialty 


. 1370 Regina St., 


Jerrold Electronics (Canada) Ltd., 
50 Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 

Jerrold Electronics Corp. 

Scala Radio Co. 

Times Wire & Cable Co., Inc. 
Johnson Matthey & Mallory Lid., 
110 Industry St., Toronto 15, Ont. 
Ont. RO 2-7201 and in Cathcart 
St., Montreal, Que. UN 6-6901. 

ee Mallory & oo Inc. 

(Metallurgical prods. only) 

Johnson Matthey & Co. Ltd. 

Sealtron Corp. 

Ray Johnston Co., 1101 E. 69th St., 
Seattle 15, Wash. LA 4-5170. 

Aero Electronics Corp. (B.C.) 

Burnell & Co., Inc. (B.C.) 

Electronic Fabricators, Inc. 


Emerson & Cuming, Inc. (B.C.) 
Hardwick, Hindle, Inc. (B.C.) 
Mepco, Inc. (B.C.) 

Radiation Instrument Dev. Labs. 
H. H. Scott, Inc. (B.C.) 
Technical Devices Co. (B.C.) 
Trimm, Inc. (B.C.) 

Vitramon, Inc. (B.C.) 

Narda Ultrasonics Corp. (B.C.) 


K 


K. & A. Engrg. Ltd., P.O. Box 
89, 30 O’Brien St., Lancaster, N.B. 
White-Rodgers Ltd. 
R. C. Kahnert Sales Co. Ltd., 73 
Crockford Bivd., Scarborough, Ont. 
PL 7-5171 and Box 885, Montreal 
Que. CR 1-9858. 
Alto Fonic Music Systems, Inc. 
Alto Fonic Tape Service, Inc. 
American Television & Radio 


(East) 
Barker & Williamson, Inc. 
(East 


Dollard Recording Ltd. 

EV of Canada Ltd. 

Electrical Chemical Specialty Co. 

Electrocraft, Inc. 

Electro Voice, Inc. (East) 

Hurst Tool & Mfg. Co., Inc. 

J.B.T. Instruments (East) 

Lumite Div., Chicopee Mills, Inc. 

Metal Works, Inc. 

Petersen Radio Co., Inc. 

Resistor Wholesalers Corp. 

Rhein Sound Systems (East) 

Sargent-Rayment Co. 

Sangamo Electric Co. (East) 

Shurite Meters (East) 

Soundolier, Inc. (East) 

Telectrosonic Corp. (Tape-decks 

only) 

Triad Transformer Corp. 

Alex Kantor, 180 Crestwood Rd., 
Willowdale, Ont. 

American Thermostat Corp. 
George Kelk Ltd., : Lesmill St., 
Don Mills, Ont. BA 5-7724. 

B & H Instrument Co.. Inc. 


H. C. Kennedy & Sons Ltd:, 636-W. 
6th Ave., Vancouver, B.C. 
Rawiplug Prods. (Canada) Ltd. 


Kingston Lee Watson Co. Lid., 


P.O. Box 25, 
North Bay, Ont. 
White-Rodgers Ltd. 
S. Koroby, 421 Williams Rd., Rich- 
mond, B.C. 
The Wallace Barnes Co. Ltd. 


L 


Lake Engrg. Co. Ltd., 123 Man- 
ville Rd., Scarborough, Ont. PL 
7-3253-4. Sales to OEM’s, Govt. 
depts. and universities. 
Aladdin Electronics, Inc. 
The Birtcher Corp. 
Capacitors of Canada Ltd. 
Chicago Miniature Lamp Works 
Churchill Lighting Corp. 
Consolidated Electronic Equip- 
ment Co. Ltd. 
Continental-Wirt Electronics 
Corp. 
Custom Components, Inc. 
Dialight Corp. 
Dialtron Corp. 
Elna Ferrite Lab. 
Fuze-On Prods., Inc. 
Grayhill, Inc. 
The Grigsby Co., Inc. 
Hawkesbury Wire Co. Ltd. 
International Telephone & Tele- 
graph Corp. (Components 


Vv.) 
A. B. Kanthal 
Kearfott Co., Inc. 
Kemtron Electron Prods., Inc. 
Kuthe Labs., Inc. 
Leecraft Mfg. Co., Inc. 


Litton Industries, Inc. 

Microdot, Inc. 

New York Coil Co., Inc. 

Paramount Paper Tube Corp. 

Plastic Capacitors, Inc. 

Qualitone Industries, Inc. 

Radio Corp. of America, Memory 
Cores Div. 

Rogers Electronic Tudes & Com- 
ponents, Div. of Philips Elec- 
tronics Industries Ltd. 

Stanwyck Coil Prods. Ltd. 

Stegg Electric Ltd. 

Dave M. Lee Co., 2517 Second 
Ave., Seattle 1, Wash. MA 5512. 
3527 N.E. Union Ave., Portland, 
Oregon. AT 8-5796. 

L.D.E.A., Inc. (Regency Div.) 

E. F. Johnson Co. 

Kurman Electric Co. 

Littelfuse, Inc. 

Planet Sales Corp. 

Howard W. Sams & Co. 

Uniied Catalog Publishers, Inc. 
All above rep’d. in B.C. only. 
Leonard Electric Ltd., 346 Bering 
Ave., Toronto 18, Ont. BE 1-2731. 

Airpax Electronics, Inc. 

Couch Ordnance, Inc. 

Globe Industries, Inc. 

G-V Controls, Inc. 

Hollingsworth Co. 

D. A. Lidgertwood, 741 Lans- 
downe Ave., Winnipeg, Man. JU 
2-7960. 

Sola-Basic Prods. Ltd. 

Spaulding Fibre of Canada Ltd. 

Liquid Carbonic Canadian Corp. 
Ltd., 41 Mill St., Toronto, Ont. 
EM 6-6434. 

Johnson Matthey & Mallory Ltd. 

(Silver solder and flux) 
Lisle Instrument Systems, 805 Wil- 
son Ave., Downsview, Ont. ME 5- 
0131; 8767 Park Ave., Montreal, 
Que. DU 17-6438. 
Adams & Westlake Co. 
(Ont. & East) 

Automatic Timing & Controls, 
Inc. (Ont.) 

The Burgess-Manning Co. 

Genisco, Inc. 

Hz — Div., 
Cor 

The “Hewson Co., Inc 


General Time 
(Ont. & 


Industrial Instruments, Inc. 
(Ont.) 
Standard Instruments (Canada) 
Ltd. (Ont.) 
Lochhead Haggert Engrg. & Mfg. 
Co. Ltd., 3904 Grant St., Burnaby, 
B.C. GL 4124. 

Ferro Enamels (Canada) Ltd. 
E. G. Lomas, 227 Laurier Ave. 
W., Ottawa, Ont. CE 2-8504. 

Allied Industries, Inc. 

Coil Winders, Inc. 

Co-operative Industries, Inc. 

Delta-F, 

Eastern Precision Resistor Corp. 

Lel Inc. 

Microwave Associates, Inc. 

Nugent Electronics Co. (Canada 

except B.C.) 

Pacific Semiconductors, Inc. 

Power Sources, Inc. 

Cc. M. Lovsted & Co. (Canada) 
Ltd., 1726 W. Sth, Vancouver, B.C. 

Polypenco, Inc. (West) 

Lyman Tube & Bearings Ltd., 5420 
Pare St., Montreal 16, Que. R 
8-6953; 72 Perth Ave., Toronto, 
Ont. LE 4-1115; 370 Notre Dame 
Ave., Winnipeg, Man.; 1340 Com- 
mercial Dr., Vancouver, B.C. 

Hartford Steel Ball Co., Inc. 

Johnson Bronze 

Miniature Precision Bearings, Inc. 

Motor Gear & Engineering 

Norma-Hoffman Bearings Corp. 

Super Oil Seals & Gaskets 


M 


M.N.S. Ltd., 534-2nd Ave. N., Sas- 
katoon, Sask. 
Electronics Corp. of America 
(Canada) Ltd. : 
H .C. Machin & Associates Ltd., 
P.O. Box 34, Stn. “K”, Toronto 
12, Ont. HI 4-3643. 
Arrow Radio Co, 
Heldor Mfg. Co., Inc. 
Maclivor Electronics Lid., 224 Os- 
borne St. Sa Winnipeg 13, Man. 
WH 2-302 
Barvic a Ltd. (Man.) 
Cdn. Marconi Co. (Mobile Com- 
munications) (Man.) 


The S. H. Couch Co., Inc. 

Ericsson Telephone Sales of 
Canada Ltd. (Man.) 

Photo Switch Div., Electronics 
Corp. of ‘America (Man.) 


R. Mack & Co. Ltd., 1485 S.W. 


Marine Dr., Vancouver 14, B.C. 
AM 6-9747. 
Jackson Bros. (London) Ltd. 
Sanwa Electric Instrument 
Works Ltd. 
ms 7 Og Edison Swan (Canada) 
td. 
J. Fraser MacKay Agencies, Queen 
Hotel Bldg., Moncton, N.B. EV 
2-8624. 

Verd-A-Ray Electric Prods, Ltd. 
T. W. MacKay & Son Ltd., 1807 
Fir -St., Vancouver, B.C. 

Taylor Inst. Co.’s of Canada 

Ltd. 
MacKay Morton Co. Litd., 183 
James Ave. E., Winnipeg, 
WH _ 2-7231; Calgary, Alta. 
3-3534; Edmonton, Alta. 
4-5211. 

_ Canada Ltd. 

H. Etlin Co. Ltd 

Pirelli Cables, Conduits Ltd. 


J. J. MacQuarrie Sales, 46 St. 
George St., Toronto 5, Ont. WA 
3-2455. Rep: Eric Jeanes, 266 Au- 
brey St., Winnipeg 10, Man. SU 
3-5442. 
Amatom Electronic Hardware 
Co., Inc. 
Boulevard Electronics, Inc. 
Charles Engrg., Inc. 
Electronic Components Corp. 
Injectorall Co. 
Jan Hardware Mfg. Co., Inc. 
Line Electric Co. 
Panduit Comp. 
Portchester Instrument Corp. 
Premier Instrument Corp. 
Rimak, Inc. 
Security Devices Lab. 
Thompson Products Ltd. 
U.S. Components, Inc. 
Wendell Plastic Fabrics Corp. 
Woodcraft Service Co. 
Magnachem Ltd., 5507- a St. S.E., 
Calgary, Alta. AL 5-6303 ; 2060 W. 
Ly oe Ave., Vancouver 13, B.C. RE 
6-0141. 
ten Instruments, Inc. 
West) 
mae Ultrasonic Corp. (West) 
Crest Instrument Co. 
Magnecord Ltd., 3751 
Bloor St. W., Islington, Ont. 
BE 1-3303. 
Magnecord Div., Mid-Western 
Instruments. 
Ben Manis Associates Reg’d., 5317 
Prince of Wales Ave., Montreal 
29, Que. HU 6-1475. 
‘Arrow Electronics 
Croven Ltd. 
Electric Prods. Co. Ltd. 
Haydon Corp. 
Ken-Tron Corp. 
Qualitone Industries, Inc. 
Radio Merchandise Sales, Inc. 
Saxton Products, Inc. 
Shielding, Inc. 
Stark Electronic Sales Co. 
Waltham Horological Corp. 
Marsiand Engrg. Ltd., 154 Vic- 
toria St. S., Kitchener, Ont. SH 
5-9486. 
Filtors, Inc. 
G. H. Leland, Inc. 
Eric Marsiand & Co., 100 Ahrens 
W., P.O. Box 482, Kitchener, 








Mandex Mfg. Co., Inc. 

National Fabricated Prods., Inc. 
Martin Engrg. Inc., 1846 Dorches- 
ter St. W., Montreal, Que. and 
1977 Avenue Rd., Toronto, Ont. 
HU 9-1545. 

Electronics Corp. of America 

(Canada) Ltd. 

Martin Industrial Sales Ltd. 
Box 463, Hamilton, Ont. ie 
1716. 

International Research & Devel- 

opment Corp 

Manheim Mic. "& Belting Co. 
Martin & Dean Ltd., 67 Upper 
Water St., Halifax, N.S. 

Brown Boveri (Canada) Ltd. 
J. C. Matheson, 830 Mon ery 
Ave., Riverview, N.B. oncton 
EV 6-3816, 

Electronic Components Ltd. 


_ 
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Mawer Sales Ltd., — Kerr St., 
Oakville, Ont. VI 5-22 
Induction Heating oe. 
Mr. D. McCormick, 875 - 54th 
Ave., Lachine, ce. ME 7-2306, 
Automatic Coil Mfg. Ltd. 
B. H. McGregor, P.O. Box 156 
Stn. “H”, Toronto 13, Ont. ox 
9-5521. 
Daytronic Corp. 
E =~ Worcester 
Ha thaway Instruments, Inc. 
Instrument Corp. 
on Bigelow Sales Co. 
Micro-Test, Inc. 
Smith-Florence, Inc. 
McIntyre Agencies, 7365 Moun- 
—¥ Sights, Montreal, Que. RE 7- 


Aerovox Canada Ltd. (East) 
Canadian Astatic Ltd. 

S. G. Smallwood & Co. (East) 
Mark Simpson Mfg. Co. (East) 
McLean & Co., + St., Cal- 

gary, Alta. BR 3-328 
General Wire & Cable Co. Ltd. 
S J. G. McLean Ltd., 45 Albion 
P.O. Box 231, Brantford, Ont. 
PL, 3-4221. 
-* Preis Engraving Machine 








D. Eldon McLennan, 1624 W. 3rd 
A. Vancouver 9, B.C. RE 6- 
9251. 
Centralab Canada Ltd. 
Clevite Electronic Components 
EV of Canada Ltd. 
Fisher Berkeley Corp. 
G C Electrocraft Co. 
G-C Electronics Mfg. Co., Inc. 
Globe Electrical Co. 
Newcastle Fabrics Corp. 
Quam-Nichols Co. 
Sangamo Electronic Component 


Sales 
Soundolier, Inc. 
Thompson Products Ltd. 
Triad Transformer Corp. 
Utrad Corp. 
J. R. G. McVity & Co., 31 Rose- 
- Rd., Toronto, Ont. WA 1- 
Fansteel Metallurgical Corp., 
Rectifier-Capacitor Div. (Ont. 


& Que.) 
Radio Materials Co. (Ont. & 
Slug Bit Supply Co. (Ont. & 
Que.) 


Measurement Engrs. Ltd., Arn- 
Ri ior, Ont. Tel: 400; 1969 Avenue 
d., Toronto 12, Ont. HU 1-023i. 
Alto Instruments (Great Britain) 


Ltd 
L. G. Blunt Ltd. (Grundig 
CCTV 


Durakool, 

Elliott oy (London) Ltd. 
Ether Ltd. 

Fielden Electronics Ltd. 
Goring Kerr Ltd. 

Alfred Imhof Ltd. 

Narda Ultrasonics Corp. 
— Precision Instrument 


Polarad Electronics ow y 
Precision Thermometer & Instru- 
ment Co. 
— Instruments (Canada) 
td. 
Mechron Engrg. 
Kaladar Ave., 
3-3855; 160 Eglinton Ave. E., Suite 
Toronto, Ont. — 1-5639; 
St. Catherine St. 


, Mont- 
real 6, ‘Que 
Amos of “Exeter Ltd. 
Amplivox — rts Ltd. 
Dr.-Ing. Frank Fruengel GmbH 
Henry & Thomas Ltd. 
Laboratorium Dr. Justus 
Rosenhagen 

Lawrence, Inc. 
rex we Ltd 

T.E. Control Gear Ltd. 
Savage & Parsons Ltd. 
— Electrical Instrument 

‘oO. 

A. Spreng: er 
Wandleside Cable Works Ltd. 
Winston Electronics Ltd. 


Mel Sales Ltd., 1969 Avenue Rd., 


——. = Ont. HU 1-0231 and 
HU 1-0 P.O. Box 1352 Postal 
A Viena Que. NA 7- 


Boonton Electronics Corp. 
Communication M 


Lab., Inc. 
The Digitran Co. 





Badowse Corp. ' 

Erie Instrumentation 
Frequency ee me Ltd. 
—— Development Labs., 
Kay Electric Co. 
Krohn-Hite Export Corp. 
<pes Electronics Corp. 


Polarad Electronics Corp. 
Reflectone iy Inc. 
Sanders Associates 

Sensitive Research a 


Corp 
Technoio Instrument Corp. 
Tenne: co, i Inc. 
Trad onics Corp. 
Jack Meloff Organization, 1066 
Arlington St., Winnipeg 3, Man. 
Electronic Components ‘Ltd. 
I. C. Mendelsohn Co. Lid, 
Montreal, 





& 
6629 Jeanne ed St., 
9-85 


Keith Mercer Co. Ltd., 5165 Sher- 
brooke St. W., Montreal, Que. 
HU 4-8411. 
Hastings Raydist, Inc. (E. Ont., 
Que. Maritimes) 
C. C. Meredith & Co. Ltd., 80 
Thomas St., Streetsville, Ont. TA 
6-1141 and Toronto AT 9-0318. 
Reps: Electrical Industries Ltd., 
Foulis & Bennett Electric Ltd., 
Chas. L. Thompson Ltd., Wilson 
Bee. on e~-4 Co. 


ae “Plectric Co. Ltd. 

Pelapone Engines Ltd. 

Vickers, Inc. 
Ron Merritt Co., Room G.7, Ma- 
rine Bidg., 355 Burrard St., Van- 
couver 1, B.C. MU 1-3367. 

Acousti-Craft 

— —— ~ Div., 

a oy Inc. 
Cee an Geloso Electronics 


canta Tapes (West) 

Electronic Importers, Inc. 

Electronic Instruments, Inc 
(West) 

Entron, Inc. 

Kraeuter & Co. Inc. (West) 

Mosley Electronics, Inc. (West) 


Dyna- 


Reeves Soundcraft Corp. (West) 
Rockford Special Furniture Co. 
Seco Mfg. Co. 
Sherwood Electronic Labs., Inc. 
Standard Coil Prods. (West) 
Stephens Trusonic, Inc. 
Superscope, Inc. 
Metal & Wood Fastening Devices 
Co., oe. be yr. i=. Mont- 
real 35, o 4-94 
Groov- — 
South Chester rp., Southco 
iv. (Bast) 
Mica Co. of Canada, 1242 ag i, 
College Ave., Montreal, Que. 
6-2608. 


Varfiex Corp. 


Micarta Fabricators Lid., 18 To- 
sae St., Toronto, Ont. EM 8- 


1. 
Sprague International Ltd. 


Microwave Systems, 46 Crockford 
a” Scarborough, Ont. PL 5- 


Antlab, Inc. 

Cascade Research, Div. of 

paaaogrem Precision Industries, 

nc. 

Communications Div., Radio 

Frequency Labs., Inc. 

Technicraft Labs., Inc. 

Mine it Co., P.O. Drawer 
250, Kirkland Lake, Ont. 

Brown Boveri (Canada) Ltd. 
Roger M. Minthorne Co., 0673 S.W. 
Taylors Ferry Rd., Portland 19, 
Oregon. CH 6-4556. 

Akro-Mils, Inc. 

ey ra Wire & Associated 


Cmecy Electronics 


Vokar Prods., Inc. (B.C. 
Waldom Electronics, Inc. (B.C.) 


J. C. E. Mitchell, 17 Dacre Cr., 
Toronto 3, Ont. RO 6-6676. 
Automatic Coil Co., Inc. 


ae Electronics, Lethbridge, 
ta. 
Electro-Vox Intercom, Inc. 
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Moore Bros. Machinery Co. 
953 St. James St. W., Moameat 
Que. UN 6-2741. 

Kwikheat Mfg. ba 
Muirhead Instru: +» 677 
Erie St., Stratford. Ont. Men & 

18. 

Muirhead & Co. Ltd. 
Multitone of Canada Lid. 130 
Merton St., Toronto 7, Cn HU 
1-0731. Rep: Electroline TV Egqpt. 
Inc. (Que.). 

Multitone Electric Co. Ltd. 
Mumford Mediland Ltd., Albert . 
and Sth Ave., Regina, Sask. JO 9- 
9650; 402-Ist Ave. N., Saskatoon, 
Sask’; 576 Wall St., Winnipeg, 
Man. SU 3-7187. 

~ oes Intercom, Inc. 


Masimart Canada, 
St, A Que. 


Birmingham Sound Reproducers 
Camblock Corp. 

Comar Mfg. Co. 

Fred Goat Co. Ltd. 

Goldring Mfg. Co. 

Permanoid Wire Corp. 


&., 
ota 10611 1eind Ave., 
Alta. GA 4-2025. 

Electronic Enterprises Ltd. 

Ronnie Leather Goods Ltd. 
National Sound Services Ltd., 
1785 Bois Franc Rd., Montreal 9, 
Que. FE 4-2930. 

Audio Equipment She Inc. 

R. W. Neill 

Trepac Corp. of ‘Conade Ltd. 
Navigation Equipment Services, 
3716 West 15th Ave., Vancouver, 


i G. Brown Ltd. (West) 


H. A. Ness & Co., 698 Weston 
 . Toronto 9, Ont. RO 6-4151. 
C.E.M. Co. 


Industrial Retaining Ring Co. 


R. H. Nichols Ltd., 4544 Dufferin 
St., P.O. Box 500, Downsview, 
Ont. ME 3-8190; 624 Vancouver 
Block 736 Granville St., Vancou- 
ver, B.C. MU 3-0019. 
Avo Ltd. 
Cambrid, 4 Instrument Co. Ltd. 
Control 
Electric Regulator Corp. 
Evershed & Vignoles Ltd. (In- 
strument Div.) 
Jaquet Ltd. 
P. J. Kipp & Zonen 
Record Electrical Co. Ltd. 
Ernest Turner Electric Instru- 
ments Ltd. 
Westinghouse Brake & Signal 
Co. Ltd. 


Edmonton, 


Nickam Instruments & Supply 
Ltd., 99 ee + arma Toronto 
15, Ont. CH 4-4 

Goodmans = Ltd. 
Northern Columbia Process Equip- 
ment Ltd., 1234 Marine Dr., N. 
Vancouver, B.C. 

Thermo Electric (Canada) Ltd. 
Northern Electric Co. Ltd., 1600 
Dorchester St. W., Montreal, Que. 
WE 7-6071. Branches in principal 
cities across Canada. 

WwW Brady Co. of Canada 


td. 
Continental Electronics Mfg. Co. 
General Precision Lab., Inc. 
Lynch Carrier Systems, Inc. 
Powertronic Equipment Ltd. 
% Electronics, Div. of 


Northern Industrial Prods. Ltd., 
18 racy roared Rd., Don Mills, Ont. 
HI 4-1138 and HU 8-5977. 
Weatline Prods. Div., 
Lithograph Co. 
Northern Radio Mfg. Co. Liéd., 
1950 Bank St., Ottawa, Ont. RE 


3-4440. 

McLean Engrg. Labs. 
North-West Radio Dist., 670 Sov- 
enir St., St. Martin, Laval Co., 
Que. MU 1-0331. 

Rosenthal-Isolatoren GmbH. 

Wilhelm Westermann 
Northwestern Agencies, Inc., 4130 
First Ave. S., Seattle 4, Wash., 
MA 48882. 

Carter Motor Co. (B.C.) 

Cornell-Dubilier Elec. 


United Transformer Corp. (B.C.) 
Weller Mfg. Co. (B.C.) 


Western 


indicates an advertiser; see page 183. 


oO 
O’Connor Parts & Equipment 
vices Lid., Prses Robson St., 
couver 5, B.C. 
rT Mfg. Corp. 


t Ser- 
Van- 


Oki Willadsen Lid., 47 Crock- 
os ‘biva., Toronto i6, Ont. PL 


Alcon Metal Prods., Inc. 
Weckesser Co. 


P 


Pacific Communications Services 
Ltd., 106 East 14th St., Van- 
couver, B.C. YU 7-3914. 
i. om Motorola Electronics 
t 


Electronic Associates Ltd. 
Ericsson Telephone Sales of 
Canada Ltd. 

Thompson Products Ltd. 

Pacific Controls Ltd., 1042 Davie 
St., Vancouver, B.C. and 620 
Queens Ave., Victoria, B.C. 

Electronics Corp. ‘of America 

(Canada) Ltd. 
Pacific Electronics Lid., 1641 W. 
2nd Ave., Vancouver, B.C. 
Canadian Marconi Co., Electron- 
ic Tube & Components Div. 

Croven Ltd. (B.C.) 
Pacific Monitor, 1138 Poplar Place, 
Seattle 44, Wash. 

Serdex, Inc. (B. Cc.) 
Paisley Prods. of Canada 
36 Upton Rd., Scarborough, On 
PL 5-2216-7-8 and OX i-1151; 
11767 Pelletier Ave., Montreal 39" 
Que. DA 1-4547; 2485 St. Patrick 
St., Montreal, Que. WE 5-8595. 

American Molded Prods. 

a Johns-Manville Co. 

td. 

Canadian Ribbon Tape Ltd. 

Case Bros. 

The Cleveland Container Co. 

Columbia Tape Mills 

Thomas De Rue & Co. Ltd. 

East London Mica Works 

Electro Technical Prods. 

Empire Aluminum Ltd. 

Fiberglas Canada Ltd. 

Fibre Mfg. 

Johns Manville Co. (Ont. & 

West) 

London Chemical 

Molded Fiberglass Sheet Co. 

Murex Ltd. 

Papetries Bolore 

Plymouth Rubber 

Resin Industries Div., Borden 

Chemicals 

Schenectady Varnish 

H. D. Symons & Co. Ltd. 
Paragon Supplies, 895 E. Hastings 
St., Vancouver, B.C. 

Motor Generator Corp. 
Paramount Agencies, 31 Western 
Ave., Seattle 1, Wash. AT 4-1840. 

Malco Mfg. Co. (West) 

Quan-Tech Labs. 

L. Parker Agencies, 113 Selby St., 
Montreal 6, Que. WE 3-5549. 

Antrex Corp. 

S. H. Parker Co., 1044 Bathurst 
St., Toronto, Ont. LE 4-1802. Rep: 
William Cohen Ltd. (q.v.). 

Japan Piezo Electric Co. 

Nagaoka Mfg. Co. 

Sakura Electric Co. Ltd. 
Parker Imports Lid., 141 
Rd., Montreal 26, Que. 

Shardlow Micrometers Ltd. 
J. S. Parkes Co. Ltd., 220 St. 
Paul St. W., Montreal 1, Que. VI 
5-7123. 

American Sealants Co. 


Payette Radio Ltd., 730 St. James 
St. W., Montreal, Que. UN 6-6681. 
Distributor of a wide range of 
electronic and allied components 
and a. 

A.P.T. Electronics Ltd. 

Robert Allen Ltd. (East) 

Birnbach Radio Co., Inc. 

Servisol Ltd. 

Wirepots Ltd. 
Peacock Bros. Ltd., P.O. Box 1040, 
Montreal 3, Que. DO 6-5900. 

Baldwin- Lima-Hamilton Corp. 
Peckover’s Ltd., 115 McCormack 
St., Toronto 9. Ont. RO 2-8272 
and 2052 St. Catherine St. 
Montreal, ec. WE 3-6717. 

The Beryllium Corp. (Ont. & 


Bates 





c. 
Polypenco, Inc. 





Canadian Representatives 


E. B. Peerlees Ltd., 5934 Fraser 
St., Vancouver, B.C. 

Spaulding Fibre of Canada Ltd. 
Peffer Sound Systems Ltd., 40 
Maurice St., Kitchener Ont. SH 
3-2628. Distributor of a wide 
range of electronic and allied 
components and equipment. 

Autophone Ltd. (Ont.) 
| poms Canada Ltd., 2360 
Lucerne =. hw Mount 
Royal, Que. “RI 735 

Perkin-Elmer BS 
Petro-Automation Industries Ltd., 
hit AC wore Ca 

x 861 ry, 
Alta. AM 3-5532. 

Automation Prods., Inc. (West) 

Moore Associates, = (West) 

Skinner Electric, Valve Div. 

(Alta.) 


Pfeiffer Electronic Labs., Box 316, 
Trenton, Ont. EX 2-3498. Rep: 
Cross Canada oer (q.v.) 

A. F. Bulgin & Co. L 

Insulators Ltd. 

The McMurdo Instrument Co. 


Ltd. 
Oxley Developments Co. Ltd. 
Painton & Co. Ltd. 
Societe Ohmic 
Usines Jeanrenaud & Metallur- 
Deloise 


gie 0} 
Vitality Bulbs Ltd. 
Waterbury Pressed Metal Co. 
(Ont.) 


Philco Ltd., Don 


. of Canada 
‘Don Mills, Ont. HI 


Philco Corp., Gov. & Ind. Div. 
Corp., Lansdale Tube 


Philco Corp., Tech. Rep. Div. 
Sarkes Tarzian, Inc. “i 


Lt., 
Industrial &2 M Equipment 
Div., 116 Vanderhoof Ave., To- 
ronto 17, Ont. HU 17-5161. See 
Cdn. Mfr. listing for branch of- 
fices and 

Analogue ontrols, Inc. 

wey k Relays, Inc. 

bert Sertronien Corp. 

The A. W. Haydon Co. 

Haydon Switch, Inc. 

Mullard Overseas Ltd. 

Oil Well Water Locating Co. 

Scientific-Atlanta, 
Pitt ting Co. Ltd., 80 
George St., Toronto 2, Ont. EM 
4-8268. Reps: William Cohen Ltd., 
F. G. Prest, 261 Fort St., Winnipeg 
1, Man.; O'Connor Parts & Equip- 
ment Services Ltd. 

Electro Prods., Inc 

ae ladustrics of Canada 


Littelfuse, Inc. 
Schauer Mfg. Corp. 


E. W. Playford Co., 5851 Rigger 
Lachine Rd., Montreal, Que. HU 
9-5383. 


Canadian Chromalox Co. Ltd. 

Natvar Corp. 

United Electric Controls (Can- 
ada) Ltd. (East) 


John S. Plewes Co., 52 Humber- 
Sas Bivd., Toronto 9, Ont. RO 


1, 
Mayfair Molded Prods. Corp. 
National Moldite Co. 
Roller-Smith Instruments, Inc. 
Stever-Locke Specialties, Inc. 
Syntron (Canada) Ltd. (East) 
Daniel Woodhead Co. 


Chas. W. Pointon Ltd., 66 povtes 
Rd., Rexdale, Ont. CH 7-8777 
Astron Corp. 
Carter Motor Co. (Canada 
except B.C.) 
CERL-Dale Ltd. (East) 
c. "meat Chapman (Reproducers) 
Don Bosco eenraties Co. 
Duotone Co., 
GC Electronics Mtg. Co., Inc. 


Garrard Engrg. & Mfg. Co. Lta. 
General Industries Co. 
Multicore Solders Ltd. 
Pickering & Co., _ a 
ad Audio Prods., 
John F. Rider Publisher, Inc. 
Rola-Celestion Ltd. 
Sterling Precision ‘Corp. 
puoedemon Meissner 

lrimm, Inc. 
Xcelite, Inc. 


Polaroid Corp. of Canada Ltd., 
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1 Beaverdale Rd,. Toronto 18, 
Ont. CL 5-5594 
Polaroid Corp. 
Burt C. Porter Co., 1209 rogies 
PL, Seattle 44, Wash. EA 3-833 
‘Aero Research Instrument Co., 


nc. 
Analab Instrument Corp. 
Audio Devices, Inc. 
Dialight Corp. 
Dynamics Instrumentation Corp. 
Electrovert, Inc. 
Filtors, Inc. 
Flow ag > 
Grayhill, Inc. 
Mercury Transformer fe. 
Phaostron Instrument & Elec- 
tronic Co. 
Pyramid Electric Co. 
U.S. Semiconductor Prods., Inc. 
All the above rep’d in BC. only. 
Power & Mine Supply Co. Lid., 
123 Princess St., Winnipeg, Man. 
Brown Boveri *(Canada) Ltd. 
Etelco Ltd. (Man. & Sask.) 
Rauland Borg Corp. 
Power Service Products, 618 
Vaughan Rd., Toronto 10, Ont. 
RU 1-3477. 
Electric Speciaiiy Co. 
Powerlite Devices Lid., 54 Atomic 
Ave., Toronto 18, Ont. CL 9-8201 
233 Dunbar Ave., Montreal 16, 
Que. RE 3-5331; 882 E. Cordova 
St., Vancouver 4, B.C. MU 3-5344. 
Felten & Guilleaume Carlswerk 
A 


The Hewson Co. Inc. 

The VON Corp. 

Prairie Agencies, 222 Portage Ave., 
Winnipeg, Man. WH 2-5940. 

Humble Mfg. Co. Ltd. 

Prairie Power & Electronic Sup- 
plies Co., 2810 et Ave., Re- 
gina, Sask. JO 9-9488 

Syntron (Canada) Ltd. 
Precision Electronic Components 
(1956) Ltd., 50 Wingold Ave., To- 
ronto 19, Ont. RU 1-6174. 

Atohm Electronics, Inc. 

Reon Resistor Corp. 

Prime Electronic Components Ltd., 
868 Dundas Hwy. E., Dixie, Ont. 
AT 9-3361. 

Chemtronic Corp. 

Connector Corp. 

Ferrotran Electronics Co., Inc. 

Forbes & Wagner, Inc. 

Leetronics, Inc. 

Marsland Engrg. Co. Ltd. 

Metalizing Industries, Inc. 

Ripley Co., Inc. 

Solar Mfg. Corp. 

Standard Condenser Corp. 
Prince & Roberts, 61 Charles St. 
W., Toronto, Ont. WA 1-5871. 

Auth Electric Co., Inc. 

W. H. Sanders (Electronics) 

Ltd. 


Ltd., 11 
Ont. 


Mfg. 
Willowdale, 


Pritchard X-Ray 
Franklin Ave., 
BA 1-9311-2. 

Machiett Labs. Inc. (Ont.) 

Nuclear Measurements Corp. 
Process Instrument Systems Lid., 
44 Haas Rd., Rexdale, Ont. CH 
1-4401. 

United Electric Controls (Can- 

ada) Ltd 


Q 


Quality Hermetics Ltd., 45 Hol- 
linger Rd., Toronto 16, Ont. PL 
7-2869. 
Connector Seals Corp. 
Hermetic Pacific Corp. 
Hermetic Seal Corp. 
W. E. Quinlan, 8 Waringstown Dr., 
Scarborough, Ont. HI 4-4835. 
Canadian Astatic Ltd. (OEM) 


R 


R-O-R Associates Lid., 1470 Don 
Mills Rd., Don Millis, Ont. HI 
4-4429 and 3333 Cavendish Rd., 
Montreal N.D.G., Que. HU 1-0700. 
Beckman Instruments, Inc. 
Berkeley Div. (East) 
Bomac Labs., Inc. 
A/S Bruel & Kjaer 
Helipot Div., Beckman Instru- 
ments, Inc. 
Hughes Aircraft Co. 
International Electronic Re- 
search Corp. 
F. L. Moseley Co. (East) 
Precision Instrument Co. 





Sanborn Co, (East) 
Varian Associates of Canada 


td. 

Wandel & Goltermann 
Radelin Lid., 106 Lakeshore Rd. E., 
Port Credit, Ont. CR 8-5301. 

United States Radium Corp. 
Radio Components Ltd., 50 Win- 
gold Ave., Toronto 19, Ont. RU 
1-6174. 

Oak Mfg. Co. 
Radio Condenser Co. Ltd., 6 Ber- 
mondsey Rd., Toronto, Ont. PL 
5-2235. 

Price Electric Corp. 
Radio Trade Supply Ltd., . 490 
Yonge St., Toronto, Ont. WA 
1-1143 and 120 Queenston St., St. 
Catherines, Ont MU 2-9297. Dis- 
tributor of a wide range of elec- 
tronic and allied components and 
equipment including Knight Kits; 
Ward Leonard resistors, rheostats 
capacitors; 


Sprague 
rebuilt 


Videotron 


and relays; 
Rogers tubes; 
picture tubes. 
Radio Valve Co. Ltd. See Cana- 
dian General Electric Co. Ltd., 
Electronic Tube Section. 
Radionics Ltd., Ly Mayrand St., 
Montreal, Que. RE 9-5517. 
Airborne kt AM Lab., Inc. 
Analab Instrument Corp. 
Designers for Industry, Inc. 
Di/An Controls, Inc. 
FXR, Inc. 
Flow Corp. (East) 
Huggins Labs. Inc. 
Julie Research Labs., Inc. 
Magnetic Instrument Co., Inc. 


(East) 
Menlo Park Engrg. 
NJE Corp. 
Radiation, Inc. 
Southwestern 
tronics Co. 
Thomas Electronics, Inc. 
Transistor Specialties, Inc. 
Veeco Vacuum Corp. 
Victoreen Instrument Co. (East) 
Westronics, Inc. (East) 
Radiovision Sales Litd., 
S.E., Calgary, Alta. 
2-3294. 
Airtron Canada Ltd. 
Amphenol Canada Ltd. 
McCurdy Radio Industries Ltd. 
Renfrew Electric Co. Ltd. (IRC 
Resistors, Jensen Speakers, and 
Struthers-Dunn Relays Divisions) 


Railway & Power Engrg. Corp. 
Ltd., 3745 St. James St. W., 
Montreal 30, Que. WE 3-6741; 197 
Eastern Ave., Toronto, Ont. EM 
2-4771; and principal cities across 
Canada. 
Adams Rite Mfg. Co. 
Adel Precision Prods. 
Anti-Corrosive Metal Prods. 
Arrowhead Prods. 
Breeze Corporations, Inc. 
Canadian Controllers Ltd. 
Crucible Steel Co. of America 
Dzus Fasteners Co., Inc. 
Elastic Stop Nut Corp. of 
America 
Fidelity instrument Corp. 
Gamlen Chemical Co. 
Humphrey, Inc. 
Lear, Inc. 
Leeds & + a Canada Ltd. 
Lord Mfg. Co. 
Morganite Canada Ltd. 
National Lock Washer Co. 
Ohio Seamless Tube Div. 
Olympic Screw & Rivet Corp. 
Parker Kalon Div., American 
Transportation Corp. 
Parker-Hannifin Corp. 
Parker Seal Co. 
Presstite Div., 
etta Co 
Reading Batteries, Div. of Elec- 
tric Auto-Lite Co. 
Rigidized Metals Corp. 
S. Shamban Co. 
Shur-Lok Corp. 
The H. I. Thompson Co. of 
Canada Ltd. 
Victor Equipment Co. 
Waveguide, Inc. 
West Coast Electrical Mfg. Corp. 
Winchester Electronics, Inc. 


Redifon Canada, 6301 Park Ave., 

Montreal 8, Que. CR 1-6163. 
Redifon (England) Ltd. 

Renfrew Electric Co. Ltd., 349 

Carlaw Ave., Toronto 8, Ont. HO 

1-3511; 5890 Monkland Ave., Mont- 

real, Que. HU 8-0806; 492 Somerset 


Industrial Elec- 


116A-8th 
AM 





American Mari- 


St. W., Ottawa, Ont. CE 6-9703. 
Rep: Radiovision Sales Ltd. (q.v.) 
oe Corp. 

. Robertson Mfg. Co., Milton, 
eae "TR 8-2318 and 100 River St., 
Montreal, Que. PO 8-6604. 

The Painut Co. 
C. M. Robinson 


Co., 1550 Erin 


St., Winnipeg 3, Man. SP 4-1855-6 
325 - 10th Ave. S.W., Cal > 
Alta. AM 6-5482; 10301'- 109 St., 
GA 1180 
MU 


2-6171; 


Edmonton, Alta. 
B.C. 


Glen Dr., 
1-0743. 
Bliley Electric Co. 
Canadian Armature Works Inc. 
J-B-T Instruments Inc. 
Kester Solder Co. of Canada 


Ltd. 

Ohmite Mfg. Co. 

Pioneer Electric Brandon Ltd. 

Rawiplug ag * ceeuane Ltd. 

Shure Bros., S 

Smith & Stone Ltd. (Except 
B.C.) 

Sprague Int'l. Ltd. 

Triplett Electrical Instrument Co. 
Above all represented in terri- 
tory Lakehead & West, ex- 
cept as noted. 


— Electrical, Saint John, 


Canadian Armature Works Inc. 
Rogers Electronic Tubes & Com- 
ponents, 116 Vanderhoof Ave., To- 
ronto 17, Ont. HU 17-5161. See 
Philips Elec. Ind. Ltd. for branch 
offices. 

Amperex Electronic Corp. 
Ferroxcube Corp. of America 
Frank T. Ross & Sons Ltd., 4384 
Ross Cres., Cypress Park, West 
Vancouver, B.C. WA 2-6960 and 
18 Civic Rd., Scarborough, Ont. 

PL 5-2248. 
Hoyt Electrical 
Works 
A. F. Rothon, 360 Sloane Ave., 
oo of Mt. Royal, Que. RE 
-1530. 


Croname (Canada) Ltd. 
Rousseau Controls Ltd., 640 De- 
courcelle St., Montreal 30, Que. 
WE 7-3521 and 2149 Yonge St., 
Toronto 7, Ont. HU 3-2776. 

Barber-Colman Co. 

Barksdale Valves 

Denison Engrg. Div., 

Brake Shoe Co. 

Fenwal Electronics, Inc. 

Seely Instrument Co., Inc. 
Rudel Machinery Co. Ltd., 278 
Lake Shore Blvd. E., Toronto, 
Ont. EM 6-2805; 614 St. James 
St. W., Montreal, Que. VI 5-7171. 

Jones & Lamson Machine Co. 

Motor Generator Corp. 

Precision Welder & Flexopress 

(Canada) Ltd. 

Weldmatic Div. of Unitek Corp. 
Gordon Russell Ltd., 1661 W. 5th 
Ave., Vancouver, B.C. 

Brown Boveri (Canada) Ltd. 

Rutherford Agencies, P.O. Box 
1013, St. Laurent, Montreal 9, 
Que. RI 7-5073. Rep: _— Radio 

Argos Prods. Co., 

Cornell-Dubilier biee “Corp. 

Darling Technical Labs. 


S 


4 & T Sales Ltd., 120 E. Cordova 
Vancouver 1, B.C. MU 4-4131; 
626 Golden Ave., Ottawa, Ont. 
PA 2-9486; 6511 ea Cres., 
Edmonton, Alta. HO 6-0945; Fort 
St. John, B.C. 
Raytheon Mfg. Co. 
Spilsbury & indall Ltd. 
Sears Ltd., 253 } pation Rd., To- 
ronto 4, Ont. A 40701, 
Dr. Ing. Rudolf Hell 
Arthur O. Secord, 54 Baby Point 
Rd., Toronto 9, Ont. RO 2-1078. 
Co-Operative Industries, Inc. 
D. T. Shaw, 2340 Lucerne Rd., 
Montreal 16, Que. RI 8-7010; P.O. 
Box 33, Weston, Ont. CH 4-5072. 
Counter & Control Corp. 
Heinemann Electric Co. (East) 
Lapp Insulator Co., Inc. 
Sigma Instruments, Inc. 
R. D. B. S ard, 2036 Prince 
Charles Rd., 3, Ont. PA 
2-7152. 
Eitel-McCullough 
Fairchild t Controls Co Corp., Com- 
pone 
relreted Electronics, Inc. 


Vancouver, 


Instrument 


American 
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C. Simmonds & Sons Ltd., 100 
<= * St., Toronto 7, Ont. HU 
5-9111. 

a ras & , bate. Co. 
rtis Development 

Goodmans Industries 

Guardian Electric vn So, 

Holub Industries, Inc. 

E. F. Johnson Co. 

Johnson, Matthey & Mallory 


P. R. Mallory & Co., Inc. 
Mallory Battery Co. of Canada 


Ltd. 
Ohmite Mfg. Co. 
Howard W. Sams & Co., Inc. 
Shure Bros., Inc. 
Sterling Mfg. Co. 
Weller Mfg. Co. 





Simmonds Aerocessories of Canada 
Ltd., 637 Parkdale Ave. N., Ham- 
ilton, Ont. 

Dage Electric Co., Inc. 
Simmonds Aerocessories Inc. 


G. G. Simms, 25 Randolph Rd., 
Toronto, Ont. HU 8-5276. 
cheson Colloids Co. 


Don Smith 


Sales Co., 2320 N. 
Sates St., ME 


a Seattle 3, Wash. 
Allied ) Control Co. (Alta. & 
Int. Electronic Research Corp. 


Utah — Prods. Corp. (B.C.) 


mith Ltd., 2095 
. pe 28, Que. 


5 
Canadian Cinch Anchoring 
Systems Ltd. 
Crown Industrial Prods. Co. 
Ideal Industries Ltd. 
Lovejoy Flexible ont K'Ste) Co. 
The States Co. ( 
Trico Fuse Mts 


T. H. Smith Hote Beaeg 107 Murray 
St., Montreal, Que. 
H. B. Etlin Co. Ltd. 


Smyth Electronic Components Ltd., 
av vy I, St. W., Montreal, Que. 


Acoustical Manufacturing Co. 


Advance Components Ltd. 
— Printed Electronics 
‘orp. 

Electro Sonic Labs., Inc 

Lesa S.P.A. 

Murata Mfg. Co. Ltd. 

Nucleonic Prods. 

Phalo Plastics i 

Reslo Sound L 

Sivers Lab. 

Sony Radio Corp. 

Stability Components Ltd. 
td. 


Suzuki Denki 
Wharfedale Wireless Works Ltd. 
Zeva Elektrizitats A.G. 


Soden Div., Witco 
. Canada Ltd., 2143 
St. Patrick St., Montreal 22, Que. 
WE 5-4602 and 41 Advance Rd., 
Toronto 18, Ont. BE 3-6289. 
General Abrasive Co. 
Hooker Chemical ag 
Richmond Mica Co 
Cc. K. Williams & 
The Sound —~ 9 11767 Pelletier, 
Montreal, Que. DA 2-4756 (Que.) 
Capacitors of Cenads Ltd 


Willard Spenser Co., 3238 
Ave., Windsor, Ont. YO 9-133 
and 20144 en, Detroit 21, 
Mich. UN 3-5189. 
Accurate Threaded Fasteners, 
Inc. (Ont. & Que. 
American Designed Components, 
Inc. (Ont. & 
Ch —_ Chemical “Corp. (Ont. 


& ie.) 

a Transformers, Inc, (Ont. 
e. 

Industrial Devices, Inc. (Ont. & 
Jenny Radustries (Ont. & Que.) 
Master Specialties Co. 
Metallics, Inc. (Ont. & Que.) 
Miller Harris Instrument 


(Ont. & Que.) 
The Walkirt Co. (Ont. & Que.) 


Madison 
HU 


67. 
Dobbie McInnes Gecinsiin 
Ltd. 
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 ~ McCann Telephone Co., 


ne. 
Kolisman Instrument Corp. 

A. K. St. James, 51 Hallowell Ave., 
Westmount, Que. WE 5 7. 

Bn coy Metal Stampings Ltd. 

Electric Time Co. of 

oy Ltd., 103 Gun St., Pointe 

Que. OX 240 


2, Man.; The Marlite Co. 
alifax, N.S. 
"Standard Electric Time Co. 
R. W. Stark, 32 Pjaunt St. N., 
P.O. Box 185, Renfrew, Ont. HE 


Stevens Mfg. Co. (Ont. & Que.) 
Universal Circuit Controls 


Stark Electronic Sales Co., P.O. 
Box 670, Ajax, Ont. WH 2-2120 
and Toronto EM 8-3806. Rep: 
Ben Manis Associates (q.v.) 
Anton Electronics 
Hickok Electrical Instrument Co. 
Peschel Electronics 
Science +) ~tam Inc. 


Shielding, Inc. 
Stark Electronic Instruments 


Waltham Horological Corp. 


Sterling Marking Prods. Ltd., 73 
Morley St., Hamilton, Ont. LI 
4-6581; 74 Carling St., London, 
Ont. GE 4-5787; 77A Adelaide St. 
W., Toronto, Ont. EM 4-5239. 
New Hermes of Canada Ltd. 


Bruce Sutherland Associates Ltd., 
Moncton, N.B. 
Electronics Corp. of America 


(Canada) Ltd. 


Sybell Sales Co., 276 fie ‘on St., 
Winnipeg, Man. SU 3 
Atronic Prods., ha 
R-Columbia Prods. Co., Inc. 
Telequipment Mfg. Co. Ltd. 
(Prairies) 


T 


TMC (Canada) at. R.R. 5, Ot- 
tawa, Ont. -0244 
Great &E, Telegraph Co. 
The Technical Material Corp. 
Tru-Connector Corp. 
Emile Tasso Agencies, 
W., Montreal, 


1509 Sher- 
Que. 


Tatnall Measuring & Nuclear Sys- 
tems Ltd., 46 Hollinger Rd., To- 
ronto, Ont. PL 5-5122. 

Budd Instruments Div. 

Datran Div., Automation Indus- 

tries, Inc. 

Gilmore Industries Ltd. 

Sperry Prods., " 
Taylor, Pearson & Carson Ltd., 308 
5th Ave. W., Calgary, Alta. AM 9- 
2521; 10215-103rd St., P.O. Box 
580, a. Ae ; 1107-2nd 
Ave. P.O. Box 9, Lethbridge, 
Alta. sy 43155: M1006 Richards 
St., Vancouver 2, B.C. MU 4-9331. 

Electro-Vox Intercom Inc. 


Tecneek Associates, 1405 Bishop 
St., Montreal 25, Que. VI 47814, 
‘Ad-Yu Electronics Lab., Inc. 

Associated Research, Inc. 
Barnes Development Co. 
J. E. Baty & Co. Ltd. 
R. & J. Beck Ltd. 
Dyna-Empire, Inc. 
Gorrell & Gorrell 
Hanovia 
Hitachi Ltd. 
Industrial Control Co. 
Jones Motrola Corp. 
Megatron Ltd. 


ee ‘orp. 

H. Sargent & Co. 
i. H. 
[rio 





Scott, Inc. 
bs., Inc. 
Inc., 3 Finch Ave. E., 
, Ont. BA 5-1138. 
Tektronix Inc. (Ont. & East) 
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Tele-Radio 

Dundas St. 

RO 2-8224. 
A R & T Electronics, Inc. 
Airtronics International ~ as 
Budelman Electronics Corp. 
Communications Prods Con ” Inc. 
Allen B. Du Mont Labs., Inc. 

(Ont. & East) 

=~ .5 ae, & peer 

_— =! = 
a pe tt. 


Etelco (Canada) La.” 
Hallamore a Co. 


K x.y 
at ‘orp. ( 


Macson, Inc. 

Missile Systems, Inc. 
Moo iates, Inc. 
Morrow Radio Mfg. Co. 
M Radio Ltd. 


Northern Radio Co. 

Radar Measurements Corp. 
Radio Specialists Co. 
Railway Communications, Inc. 
Secode Co 


Times Facsimile Corp. 
Universal Controls Corp. 
Westrex Corp. 
163% Church St., 
. EM 4-9794 and 
5 University 4 
Montreal 2, Que. UN 1-2121. R: 
Edwards (Sudbury) Ltd., 69 
St. W., Sudbury, Ont. OS 3-9521; 


Hart Electronics Ltd. (q.v.). 
Ltd. (Canada except 


Systems Ltd., .3633 
+» Toronto >, Ont. 


Condenser Co. (Canada) 
Bertal Rd., Toronto 15, 
Ont. RO 6-6123. 
a & Electrical Alloys 


Telcon-Magnetic Cores Ltd. 
Telcon Metals Ltd. 
Telegraph Condenser Co. Ltd. 


Telephone Mfg. Co. Ltd., 26 


indicates an advertiser; see page 183. 


K. M. Thomas Co. 
enport Rd., Toronto 5, Ont. 
4-1105. 

Grant Pulley & Hardware Corp. 
Chas. . Thompson Lid., 3115 
Lonsdale Ave N. Vancouver, 
B.c. YU 7-9388; 1440 Erin St., 
Winnipeg 3, Man. SU 3-0848. 

Acme Electric Co Ltd. 

Aerovox Canada Tia 

Affiliated TV Labs., Inc. 

American Television & Radio 

Co., Inc. 

Balfour-Guthrie Canada Ltd. 

David Bogen Co., Inc. 

Bogen-Presto Recording Corp. 

Canadian Astatic Ltd. 

CERL-Dale Ltd. 

Daiwa Tape Recorders 

Hurst Tool & Mfg. Co. 

Kato Engrg. Co. 

yO Corp. 

C. Meredith & Co. Ltd. 

Foner & Brumfield (Canada) 


Ltd. 
Raytheon Canada Ltd. 
Research Industries Ltd. 
Tenatronics Ltd. 
Tri-Ex Tower Corp. 
University Loudspeakers, Inc. 
White Radio Ltd. 
Thurman Supply Co. Lid., 
Broad St., Regina, Sask. 
Philips Electronics Industries 
Ltd. (Comm. prods.—Sask.) 
John R. Tilton Lid., 51 McCor- 
mack St., Toronto 9, Ont. RO 
2-7571 and 4927 Jean Brilliant 
Montreal, Que. RE 1-0725. 
Alpine Electronic on 
David Bogen Co., Inc. 
Canadian Astatic +% 


Carling Electric, Inc. (Ont) 
Carter Parts Co. 
Electronic Instrument Co., Inc. 


Ltd., 209 Dav- 
WA 


1845 


nents 


Greibach Instruments Corp. 
FD 





a St., Toronto 2B, Ont. EM 
Telephone Mfg. Co. Ltd. 
(England) 


Telephone Supply Co. (Alberta) 
Ltd., 10235-103rd St., Edmonton, 
Alta., 47116; Branch: Tele 
Electronic Supply Co., 1919 Pine 
St., Vancouver, B.C. (Alta. & B.C.) 
Etelco Ltd. (Alta. & B. C.) 


Telequipment Mfg. Co. Ltd., P.O. 
Box 844, London, Ont. GE 9-8871; 
Reps: Sybell Sales Co.; I. Wax- 
man. 
Arkay International, Inc. 
Automatic Mfg., Div. Gen. Inst. 


Corp 
Beaver 'Labs., 
Bleeder Teague Labs., Inc. 
Dero Electronics 
General Instrument — F. 
Sickles of Canada Ltd. 
James Electronics, Inc. 
<a Electronics Mfg. 


orp. 
Radio Receptor Corp. 
Ram Electronic Sales Co. 


Tellurometer Canada Litd., 1562 


Carling Ave., Ottawa 3, Ont. PA 
8-2884. 
Borg-Warner Controls 
ie McInnes (Electronics) 
Ltd. 
Freeport Engrg. Co. 
Instrument Mfg. Corp. of South 
Africa Ltd. 
Mervyn Instruments 
Millivac Instruments 
Shaw Moisture Meters 
Tenatronics Lid., P.O. Box 659, 
Davis Dr. E., Newmarket, Ont. 
TW 5-4583. Reps: Len Finkler Ltd. 
; Chas. L. Thompson Ltd. 





Co. 
Marsland Engrg. Co. Ltd. 
Moran Prods. Co. 
Standard Television Prods. Ltd. 
> & Theobald, Inc., 9 E. Genessee 

Skaneateles, 

Stas Jelliff Mfg. Corp. 
Hudson Wire Co. 


Thermovolt Instruments Ltd., 70 
Advance na. Toronto 18, Ont. 
BE 1-7134 
AEG 
Ewald Instrument Co. 
Haenni and 


Co. A.G. 
Ruhstradt 
Technique Associates, Inc. 


Sightmaster Corp. 
Sprague isterantional Ltd. 
niversity Loudspeakers, Inc. 


(Bast) 
York Woodcraft Ltd. (Bast) 


} 1 ag Engre. Ltd., Montreal 
Ai , Montreal 33, Que. ME 1- 


$353. 

McMillan Industrial Corp. 
Tinsley Instruments (Canada) Ltd., 
P.O. Box 99, Churchill Cres., 
Ave., Smiths Falls, Ont. 283-3000. 

Colvern Ltd. 

E. A. Tipping Sales Ltd., 957 Notre 
Dame Ave., Winnipeg, Man. 
The Wallace Barnes Co. Ltd. 


Titania Electric Corp. of Canada 
Ltd., Herbert & Brock Sts., P.O 
Box 672, Gananoque, Ont. Gan- 
nanoque 81. 

Cc. Electronics Corp 

Compagnie Genes ’ d’Electro- 

Ceramique 

Gulton Industries, Inc. 
Twinpak Ltd., 6525 Gomextes Ave.., 
Montreal 29, Que. HU 4-354 

Glosta Mfg. Co. Ltd. 


U 


ircraft Prods. (Canada) 
Hymus Bilvd., Pointe 
Claire, Montreal 33, Que. OX. 7- 


0811. 
United Aircraft Prods., Inc. 


United Aviation Electronics Lid. 
205 Yonge St., Toronto, Ont. EM 
4-9 


886. 
Continental Electric Co. 
Dayton Aircraft Prods., Inc 
Taylor pega ol Inc. 
yt o- 


United-Carr F 
ada Ltd., 231 Gage As Wg 
ilton, Ont. LI 4-579 33” You. 
ville, Toronto, Ont. WA 4-2157; 
Room 1034, Shell Tower Bidg.. 
Montreal, ee UN 6-7465. 

Cinch g. 

Ucinite 

United-Carr Fastener Corp. 
Upton Bradeen & James Lid., 
Y St., Toronto 5, Ont. WA 
4-5751. Branches in principal cities 
across Canada. 

M. B. Electronics 





Canadian Representatives 


‘Tigges Clean Testing Machine 


West Instrument Corp. 

Wilson Mechanical Instrument 
Div., American Chain & 
Cable Co. 


Vv 


Rogers Co. Ltd. 
ies Div., 2625 
ancouver 12, B.C. 
er Still & Demineralizer, 


nc. 
Beckman Instruments, Inc. 
Coleman Instruments, Inc. 
Phi a, Inc. 

Electro: Industries 

Lia. (Ind. & Med, prods.-B.C.) 

Schlumber, er Well Surveying 

Como.» efield Instrumen- 


mn Di 
cal ep. iB. in B.C. & Alta.) 
er Sound Equipment Ltd. 
Vancouver, B.C. x 


Electro-Vox Intercom Inc. 
Veeder-Root of Canada Ltd., 26 
Fieldway Rd., Toronto 18, “Ont. 
BE 9-3094. 

Veeder-Root, Inc. 
Viditon Corp. Lid., . oe 
Rd., Ottawa, Ont. — 

Siemens & Hi 

Zeiss Aasctepegraghs “GmbH. 


WwW 


Wainbee Tools Lid., 33A Haas 
Rd., Rexdale, Ont. CH 1-4691; 56 
Michel 1 Jasmin, Dorval . Que. 
ant Mfg. Co. 

Ward Leonard of Canada Litd., 
1070 Birchmount Rd., “Box 70, 
O’Connor P.O., Toronto 16, Ont. 
PL 17-4131; R.' J. Showalter, 815- 
25th Ave. N.W., Calgary, — 

| yr Electric Mig. Co 





Inc. 
SAPT. P.T. Accumuiateurs 
Ronald Warwick, 17 Revcoe Dr., 
Willowdale, Ont. BA 5-8282 
Waterloo Metal Stam ings Ltd. 
W. R. Watkins Co. Lid, 41 Kip- 


me A Toronto 18, Ont. 
BE 3-2161; Sguite 45582. Decarie 
Bivd., Montreal, =. BE 1-5902; 
996 East 26th Vancouver, 
B.C. DI-6934; 203 "Saorley Ave. 
Winnipeg, Man. GL 3-5005. 
Automatic Nut Co. 
General Tire & Chemical 
Harvey Hubbell, Inc. 
Hag Corp. 
ire’ 
Parker Seal Co. (Ont. & West) 
Penn Engineering Co. 
Rocol Ltd. 
I. Waxman, 5050 MacKenzie St., 
Montreal, Que. ., RE 7-5817. 
Telequipment Mfg. Co. Ltd. 
Bey td. 
m Canada Ltd., 1255 Brydges 
London, Ont. Gi. 1-9490; Rep: 
Bach: Simpson Ltd. (q.v.). 
Welwyn Electric Ltd. 
W. J. Westaway Co. Lid., 8415 
Mountain Sights Ave., Montreal 
9, Que. RE 9-3101; zn McNab St. 
S., Hamilton, Ont. JA_8-7535; 456 
Wellington St. he Toronto 2B, 
Ont. EM 6-9258. 
Leesona Corp. 
} ay Sound Services Ltd., 613 
og Ave., Winnipeg, Man. SP 


Electronic Res. & Dev. Co. Ltd. 


Westronic Engrg. Sales, (Div. of 
L. A. Varah Ltd.), 1451 Hornby 
St., Vancouver 1, B.C. MU 1-0107. 
Airtron Canada Ltd. 
Ericsson Telephone Sales of 
Canada Ltd. 
Industrial Electronic Engrs., Inc. 
McCurdy Radio Industries Ltd. 
Sec orp. 
All the above in B.C. 
only 
White Radio Lid., P.O. Box 463, 
Hamilton, Ont. JA 2-1716. Reps: 
Rutherford Agencies (East); Chas. 
L. Thompson Ltd. (West). 
Belden Mfg. Co. 
Hugh H. y Co., Inc. 
The Hammarlund Mfg. Co., Inc 
2 a a Corp. 
L. Whitehead, P.O. Box 2345, 
Cetater B.C. su 3-3235. 
Electronic Enterprises Ltd. 
Ronnie Leather Goods Ltd. 


rep’d. 


Whittaker Electronics Ltd., 2137 
—_ Dr., Ottawa 1, Ont. CE 


America, XX os 
Dressen-Barnes a 
Dynamic Gear Co 
Gudebrod Bros. Sift Co., Inc. 
Hopkins Co. 
— Testremnente, Inc. 


Winchester Electronics, Inc. 
Wholesale Radio & Electronics 
Orfus Rd., Toronto 19, 
St. W., Orillia, Ont. FA 4-2611. 

Bradley Semi-Conductor, Inc. 

Industrial Timer Corp. 

Jem Electronics ~_ * 

A. C. Wickman Léd., 1 
way, —_— 14, Ont. ‘ 


Portage Ave., 
Stevenart Tool 
Third Ave. W., 
Brush Instruments, 
Clevite Corp. (Surface analy- 
sers and _ arators) 
Losenhausen 
Riehle Testing Machines Div. 
American Machine & Metais 
Sheffield Corp. 
Wilkinson Co. Ltd., 888 S. E. 
Marine Dr., Vancouver 15, B.C. 
FA 1-1231; ’ ¥ 103rd St, Ed- 
monton Alta. ., GE 3-5834; 630 - 8th 
Ave. W., ay Alta. AM 9-1427. 
Aluminum Co. of 


Canada Ltd. 
Driver-Harris Co. 
iller Engrg. & Sales Co., 676 
Richmond St. W., Toronto 3, Ont. 
EM 3-7207. 


Section 5 


Trade Names 


when a trade name consists of part of the company’s 


This list will enable a manufacturer’s name to be 
determined when only the trade name of a product is 
known. Addresses may be found in Sections 2 or 3. 

Since the manufacturer’s identity is readily apparent 


ultitone Electric Co. Ltd. 
APT: 
Workman TV, Inc. 
Centralab Canada Ltd. 
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AD-A-SWITCH 
Clarostat Mfg. Co., Inc. 
ADAVOLT 
Advance mae Ltd. 
Avellosion Engine 
ellesley ers 
ADBOND 


Hitemp Wires Inc. 
ADD-A-CALL 
Mark Si Mfg. Co., Inc. 
APLU 





LAK 
The Adams & Westlake Co. 
ADVANCE 
Driver-Harris Co. 


—_, Development Co. (ADC, 


Acromag, Inc. 

Mid-Eastern Electronics, Inc. 

Technical Devices Co. 
Williams & Wilson Lid., 71 Front 
St. E., Toronto, Ont. EM 3-8731; 
also at Windsor, Ottawa, Mont- 
real, Quebec City. 

The Carborundum Co. 
Wilson it Supply Co., Box 
ey san “C,” Winnipeg, Man. 
C. C. Meredith & Co. Ltd. 
Syntron (Canada) Ltd. 


Wilson Science Equipment Lid., 
333 Bering Ave., Toronto 18, Ont. 
BE 9-4333. 

Stanton Instruments Ltd. 
Winnett Boyd, Ltd., 745 Mt. 
Ha Rd., Toronto 7, Ont. HU 
“Aero Research Instrument Co., 


Inc. 

Gorn Electric Co., Inc., Aircraft 
Controls Co. Div. 

NRC Equi; t 


Winnipeg 
388 Portage Ave., Winnipeg, 
Electronics Corp. of 
(Canada) Ltd. 
E. N. Woolley & Associates, 48 
hy Ave., Toronto 18, Ont. RO 
S-6874. 


Talk-A-Phone Co. 


x 


X-Ray & Radium Lid. 
enport Rd., Toronto ‘. 
3-0908. Branches in 
cities across 


marion 


» 261 Dav- 
Ont. WA 
principal 


Inc. 


Labs. (X-Ra ‘ 
nome. 8 Ltd. 0 cua) 


rp 


name, only coined trade names are included. No at- 
tempt has been made to determine a manufacturer’s 
right to the exclusive use of any of these names. 


E National Watch Co., 
_™- Div. 


AERAXIAL 
Aerialite Ltd. 
AEROCOM 
= Comm, Egpt. Inc. 


AERO) 
Belling & Lee Ltd. 
AERODIST 
s Mfg. 


Inst. 
Lt 
AEROLITH 
Sonneborn Ltd. 
AEROPAK 
— Research Instrument Co., 
nc. 
AEROPOT 
Aero Electronics Corp. 
AEROSEAL 
Breeze Corps. Inc. 


Corp. of S. Africa 


AGASTAT 
Elastic Stop 
America 


Nut Corp. of 


AIRCO 
AIRCOMATIC 
AIRCOSPOT 

Air Reduction (Canada) Ltd. 
AIR-DUX 

Ilumitronic Engrg. 
AIRISTOCRAT 


AIROTOR 
ee Mfg. Co, of Canada 


AIRPOT 
Electric Regulator Co. 


AL 
Arrow Radio Co. 
IL 


Canadian Resins Div. 


Allegany Instrument Co. Inc. 
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ALITE 
Alite Div. U.S. Stoneware Co. 


-TRI 
aD Chemical of Canada Ltd. 
James Scott & Co. (Elec. Engrs.) 
Ltd. 


ALMAG 

a Wire Corp. 
Canadian Carborundum Co. Ltd. 
LPHLEX 
Alpha Wire Corp. 


A Spematoy Electronics Corp. 
a Liquid Air Co. Ltd. 


aimee Com 


Air-Marine Motors, Inc. 


Rotron Mfg. Co. 
ALTO 

G. A. Stanley Palmer Ltd. 
ALTREC 

Canadian Marconi Co. 
ALUMICAP 
ALUMIHAT 
Air Reduction (Canada) Ltd. 


A-M 

Fo faa Inc. 

Arnold Magnetics Corp. 
AMECO 


TR 
Air Reduction (Canada) Ltd. 
Centralab Canada Ltd. 
AMPLET 
Consolidated Controls Corp. 
ANtauland Borg Co 
aulan % 
7 
vox ° 
AMPLITRA 
Ferrotran Electronics Co., Inc. 
Pyramid Instrument Corp. 
ANCO 
Automatic Nut Co. 
Controls Co. Canada Lid. 
Automatic & Precision Mig. Co. 
AQUA 
cheson Colloids Co. 
AQUAMETER 
— Insts. Inc., 
AQUATEL 
‘anadian Curtiss-Wright Ltd. 
AQUATROL 
Fielden Electronics Ltd. 


EIT 
Industrial 
Inc. 


Scientific 


Development  Labs., 


ARC 
Globelite Batteries Ltd. 
ARCCO 


The Borden Chemical Co. (Can- 
pda) Ltd. 
ARKA 


Redto Kits, Inc. 
R. Mack & Co., Ltd. 
aiionrbae'= 
0) E 
iw Meter Co. Ltd. 
Arenberg Ultrasonic Lab. Inc. 
THENE 


ASHTON 
Aerialite Ltd. 
ASTRAFLEX 
Jones Stroud Ltd. 


TC 
American Thermostat Corp. 
Automatic Timing & Controls 


Ltd. 
AUDIGAGE 
Branson Instruments, Inc. 
UDIO 


it Co., Inc. 


Mark py) Mfg. Co., Inc. 
AUDIOTAPE 
Audio Devices Inc. 


CANADIAN 


Automatic Electric (Canada) Ltd. 
AUTO-BRIDGE 

Industrial Instruments, Inc. 

F. L. Moseley Co. 

UTOMATIC 


General Instrument— 
F. W. Sickles of Canada Ltd. 


UTOS! 
Stromberg Time Corp. 
Electronic Specialties 
UTOSONIC 
Sonic . Corp. 
UTO-VO: 
Kay Electric Co. 
VANTIC 
Beam-Echo Ltd. 
VICOM 

Audio-Vox Intercom Inc. 
AV 

Avo Ltd. 

WARD 
Roy Marconi Co. 

Goodmans Industries Ltd. 
AXIMAX 

Rotron Mfg. Co. 
AXIOM 

Industries Ltd. 


AYFLUX 
The Indiana Steel Prods. Co. 





B&O 
Dyna, Inc. 
ALCO 


Canadian Wilbur B. Driver Co. 


Oxley Developments Ltd. 
BARRYMOUNT 
Barry Controls Inc. 


4 ~ 
Aniline Soda Fabrik 

BATIERY-SCOPE 

Christie Electric Corp. 
BBT 
BBT — KRAUSS 

) Benard & Turenne 

Bull Electric Prods. Co. 
BEAM SWITCHING 

Burrow; Corp. 

ER 
Electronic Specialties 


BELDFOIL 
Belden Mfg. Co. 
BELL 


Thomeece Products Ltd. 
BEL ETER 


Workman TV, Inc. 
BEMBRIGE 

Painton & Co. Ltd. 

Scintilla Div., Bendix Aviation 
BENJA 


Am ated Electric Corp. Ltd. 
BENSEAL 
Scintilla 


Div., Bendix Aviation 


YLDUR 
The Beryllium Corp. 
BETAM 
Canadian Curtiss-Wright Ltd. 


x 
Birnbach Radio Co., Inc. 
ITONE 
Vitavox Ltd. 
LOFLEX 
Flexaust Co. 
BLU-CAP 
mes Metallurgical Corp. 
Niagara Electric Sales Co., Inc. 
BLUE-RED 
Associated American Winding 
Machiner 
BLUE BEAVER : 
Cornell-Dubilier Electric Corp. 
Hartley Prods. Co. 
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BOGENBOOSTER 
Standard Television Prods., Ltd. 
eHitemp Wires, I 
. Inc. 
BONDEZE 
Phelps Dodge Copper 
Corp. 
BOOST-A-VOLT 
BOSIPT 
Workman TV, Inc. 
British Physical Labs. 
B-R 
Burton Rogers Co. 
BRALO 
C. S. Brainin Co. 
BREESE 
Controls Co. Canada Ltd. 
NELL 


Prods. 


Fen-Tone Corp. 


Audio Instrument Co., Inc 
BUMBLEBEE 

Air Reduction (Canada) Ltd. 
BURCAN 

Burndy Canada Ltd. 
BUSS 


Bussmann Mfg. Div., McGraw- 
Edison Co. 


yy ~~ 
Air a (Canada) Ltd. 
eS 


BUTTON Mir 


Erie Resistor of Canada Ltd. 


Cc 


CABLEHITCH 
cA +3 Reduction (Canada) Ltd. 


ws. Shamban & Co. 
CAL-MATIC 
North Shore Nameplate, Inc. 
CAMBION 
Cam! ridge Thermionic Corp. 
CAM.-BOL 


Simmons Fastener Corp. 
CAMOGRAPH 
c iS Reduction (Canada) Ltd. 


Chicago Moulded Prods. 
CANDOHM 

Workman TV, Inc. 
CANEX 


Canadian Research Institute 
PACILINE 


Barber-Colman Co. 
CAPACIPOISE 
Fielden Electronics Ltd. 
CAPA OL 
Barber-Colman Co. 
CARBOJET 
Sonneborn, Ltd. 
CARDATRON 
Electro Data Div. of Burroughs 


CARDIALYZER 
Kay Electric Co. 
CARDIO-MASTER 
R-Columbia Prods. Co. Inc. 


M. iller Mfg. Co. 
cat DRY 

‘yes Electric Co. 

ASTORD 


Acheson Colloids Co. 
CATACON 

London Electrical Mfg. Co. Ltd. 
CATHEDRAL 

Cletron, Inc. 

S-COLORTRON 

CBS-Hytron 
CE 


Consaiiapeed Electronic Equip- 
ment . Ltd. 


Dr.-Ing. Frank Fruengel GmbH 
The Canada Metal Co. Ltd. 
CELORON 
Continental-Diamond Fibre Co. 
of Canada Ltd. 


M 
a “a Pacific Electric of Can- 
la 


-(NTILATOR 

Kay Electric Co. 

[TRAMATEMP 

Hitemp Wires, Inc. 

RA 

Erie Resistor of Canada Ltd. 
iN 





CHALLENGER 

Proto Tools of Canada Ltd. 
CHANGE-A-CYCLE 

Carter Motor Co. 
CHARACTRON 

Stromberg Carlson Co. 


CHARGALYZER 
Christie Electric Corp. 


Chicago — yo Lamp Works 


Dow Chemical of Canada 
CHROMABAR So oe 


5 leone Co. 
Driver-Harris Co. 


CHROMEL-ALUMEL 
eee Alloys 


P & S Wiring Devices Div., 
Renfrew Electric Co. Ltd. 


pene Signal & Time Systems 
CINCH-JONES 
Cinch Mfg. Corp. 
CIRCON 
INTROL 
Nor Circuit Controls Corp. 
Record Elect. Co. Ltd. 
CITATION 
Canadian Marconi Co. 
Onn ee 
mons Fastener C 
Cas ase — 
ju @ Electric Prods. Co. 
Multi NEI : 
tone Electric Co. Ltd. 
CLARENDON 
Research Industries Ltd. 
Clarostat Mfg. Co., Inc. 
CLEARSEAL . 
Canadian Ch & 
arts & Suppl: ti 
CLEVELITE ee 
c Cleveland Container Co. 
Clarostat Mfg. Co., Inc. 
cLIx ’ ” 
— Edison Swan Canada 
CO-AX- 
Coaxial Connector Co., Inc. 
COAXAGUIDE 
Airtron Canada Ltd. 
ag ey 
oe Control Co. Inc, 
Marking Products Ltd. 
COHRLASTIC 
= Connecticut Hard Rubber 
0. 
COLOR CHIEF 
Trio Mfg. Co. 
COLOR-EYE 
Instrument 
COLORGRAPH 
Dr. Ing. Rudolf Hell 
COLORITE 
pe p= 4 EAL 
COLO! 
Tro Mts 4 0. 
COLUMBIA 
C.B.S. Electronics Div. of 
Broadcasting System, 


COMPENTROL 
Centralab Canada Ltd. 
MPOX 


Halliday-Armst Ltd. 
COMP-U-TRIM pai 


Development Labs., 


Eastern Precision Resistor Corp. 
COMTEL 


COMVOR 

Radio Frequency Labs., Inc. 
CON-HEX 

Sealectro > 
CONNOISSEU! 

A. R. Sugden & Co. Ltd. 

IN-RAD 


CON-RAY 
= yo Enterprises 
conway t te: 
CONSTAVOLT 
Lamarche Products Co. 
CONTACT 
Beaver Labs., Inc. 
CONTRO LETTE 
Ward Leonard of Canada Ltd. 
CONTROL-O-LITE 
Pioneer Electric (Brandon) Ltd. 


COPEL 

Hoskins Alloys 
COPOXx 

Canadian Liquid Air Co. Ltd. 
corRoD 
CORONETTE 

Belling & Lee Ltd. 
CORREX 

Haag-Streit A.G. 
COSMOLITE 

Cleveland Container Co 
COUPLATE 

Centralab Canada Ltd. 


COYLE 
Globelite Batteries Ltd. 





Trade Names 


CRAFTSCOPE 
Waterman Prods. Co., Inc. 
Canadian Resins & Chemicals 


CRITERION 
Canadian Research Institute 


Centralab Canada Ltd. 
CROROTO 


CROWEAVE 
Croname (Canada) Ltd. 


Acro Gasket Industries Ltd. 
.T. 
Pioneer Electric (Brandon) Ltd. 
“Chicago Telephone Supply Corp. 
'U-CON f 
Electralab Printed Electronics 
CUPRON 
a Wilbur B. Driver Co. 
Ltd. 
CURE-SET 
The Borden Chemical Co. (Can- 


Magnetic Coil Co. 
CUSTOM-LINE 

— aoe Co. Ltd. 
Cc. W. TEFLO) 


Cc. W. W: TELCON 
‘Canada Wire & Cable Co. Ltd. 

CYCLEMAG 

Acromag, Inc. 


cYyc 
Belling & Lee Ltd. 


D 


DAG 
Acheson Colloids Co. 
D 


GLAS 
a Dodge Copper Prods. 
Corp 
DAGLAS 
Philli ee Co. Ltd. 
a enlpe 
Harry aie potes Co, 
DALO MARKE 
Mark-Tex oo 
DALO 


Dale Prods., Inc. 
DATAFILE 
Electro Data Div. of Burroughs 
Corp. 
DATAK 
Bailey Meter Co. Ltd. 
DATAPLOTTER 


Electronic Associates, Inc. 
DATATEL 
Lenkurt Electric Co. of Canada 


Ltd. 
DATATRON 
Electro Data Div. of Burroughs 


Corp. 
DAY-BRITE 
Amalgamated Electric Corp. Ltd. 
DECCAFAX 
Decca Radar (Canada) Ltd. 
DECITRON 
Electronic Prods. Div., Post 
Machinery Co. 
DEFROST-IT 
Paragon Electric Co. 
EKABOX 


DEKABRIDGE 

DEKADIAL 

DEKAPACITOR 

DEKAPOT 

DEKASTAT 

DEKA 
Electro Scientific Industries Inc. 
EKATR' 


Baird-Atomic, Inc. 
DEKAV 
Electro Scientific Industries Inc. 
DELARON 

Formica Ltd. 
BELTAMAX 

The Arnold Engrg. Co. 
DELTAPLY 

Dearborn Electronic Labs. 
DEMICON 

Cornell- eater Electric Corp. 
DENSICHRO 

Welch Mfg. oe. 


EODOR 
Daas Frank Fruengel GmbH 
ee Industries of Canada 


td. 
DESICOTE 
Beckman Insts. Inc., 
Insts. 
DESPARD 
P & S Wiring Devices Div., 
Renfrew Electric Co. Ltd 
DETECTOLAB 
Borg-Warner Controls, Div. of 
Borg-Warner Corp. 


Scientific 
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DIAL-X 
Stromberg-Carlson Co. 
ND H 


AV! 
W. - Sickles Div., General 


“Instrument Corp. 
-CLAD 


Continental-Diamond Fibre. Co. 


of Canada Ltd. 
DICO 
Diamond Antenna & Microwave 
Corp. 
DIELCRAFT 
a - e Electrohome Industries 
td. 
DIGIDEC 
Radio Frequency Labs., Inc. 
DIGIDIAL 
Helipot Div., 
ments, Inc. 
DILECO 
Jackson Bros. (London) Ltd. 
DILECTO 
Continental-Diamond Fibre of 
Canada 
DIONIC 
Evershed & yeetee Ltd. 
DIRECT-A-CA 
Mark Simpson Mfg. Co., Inc. 
DIRON 


peacese Prods. Industries 
DISCA 

Radio Materials Co., Div. of P. 

R. Mallory & Co., Inc. 

DISCLOSURE 

Robins Industries Corp. 
DISPATCHER 

Motorola Overseas Corp. 
esonic Enert Co 

onic io Paps. ‘orp. 


“ae Inc. 


-MA 
Dobbie 
Ltd. 


Beckman Instru- 


McInnes _ (Electronics) 


DOOROD 
Belling & Lee Ltd. 
DOT 
ae cor Fastener Co. of 


a Lt 
DOUBLE. SEALED 
Illinois Condenser Co. 


gd Wires, Inc. 
DRILITIC 


Dubilier Condenser Co. 
DRIMETER 
Electronics Ltd. 
Beckman Insts. Inc., Scientific 
Insts. 
DUAL LOCK 
ae Fastener Corp. 


UA 
Jensen Mfg. Co. 
UCAL 


Canada Decalcomania Co. Ltd. 
DUCONOL 
Dubilier Condenser Co. 


U 
Evershed & Vignoles Ltd. 
DUETTE 
Jensen Speakers Div., 
Electric Co. Ltd. 
DUODIAL 
Helipot Div., 
ments, Inc 
DUOGRAPH 
Air Reduction (Canada) Ltd. 
DUO-VOLT 
Carter Motor Co. 
DUPLEX 
Proto Tools of Canada Ltd. 
UPLY 


. D. Symons & Co. Ltd. 
DURAFLEX 
ee Industries, Inc. 
DUR 
The Borden Chemical Co. 
(Canada) Ltd. 
URIU 


Renfrew 


Beckman Instru- 


M 

Rawlplug Prods. (Canada) Ltd. 
DUST G 

Electro Sonic Labs., Inc. 
DYACONE 

Reproducers & Amplifiers Ltd. 
DYAD 

Reproducers & Amplifiers Ltd. 
DYKANOL 

Cornell-Dubilier Electric Corp. 
DYL-A-C-M 

Humble Mfg. Co. Ltd. 
DYNACO 

Dynamic Gear Co., Inc. 
DYNALITE 
Cc. C. Meredith & Co. Ltd. 
DYNAMASTER 

The Bristol Co. 
DYNAMIC 

H. J. Leak & Co. Ltd. 
DYNASERT 

United Shoe Machinery Co. Ltd. 


DYNASTAT 
Consolidated Controls Corp. 
DYNATROL 


Automation Prods., Inc. 
DYN. 

Canadian Liquid Air Co. Ltd. 

Dynamic Instrument Co. 


E 


E.A. 
fiertocale Associates Ltd. 


Berkeley Div., 

—_ Inc. 
EASYARC 

Air Reduction (Canada) Ltd. 
EASY-FLO 


Handy & Harman of Canada Ltd. 
ECCO 


Beckman Instru- 


Electronic Components Corp. 
CCO 1550 ¥ 


Electro-Chemical Corp. 
ECCOBOND 


ECCOSEAL 
ECCOSHIELD 
ECCOSORB 

Emerson & Cuming Inc. 
ECHO-VOX 

Kay Electric Co. 

cL 


. re Components Ltd. 
Electronic Craftsmen Ltd. 
ECO 


ECON 
Federal Pacific Electric sf Can- 


ada 
ECONICOM 
ECONOFONE 
Mark = Mfg. Co., Inc. 
ECONOH 
a Prods. Div., Model 
& Mfg., Inc. 


~~ “ws Pacific Electric of Can- 
ada 
EDDYSTONE 

sreten & Co. Ltd. 


EDGWIS 
Painton & Co. Ltd. 
EDISWAN 


es Edison Swan (Canada) 
td. 


EECO 
Engineered Electronics Co. 


Electronic Instrument Co., Inc. 
EIMA 

Eitel-McCullough, Inc. 
EKOTAPE 

Webster Electric Co. 
EKTACOM 
s Fisher Berkeley Corp. 


Electrons, Inc. 
ELAC 


Electroacoustic GmbH 
ELECOM 

Electronic Components Ltd. 
ELECTRITE 

Cambridge Instrument Co. Ltd. 
ELECTRO-BALANCED 

Riehle Testing Machines 
ELECTROFORM 

Electronic Components Ltd. 

LECTROMAID 


Canadian Armature Works Inc. 
ELECTROMITE 

Illinois Condenser Co. 
ELECTRONIC BUTLER 
ELECTRONIC DIRECTOR 

Mark Simpson Mfg. Co., Inc. 
ELECTRONIC SENTRY 

Electronic Secretary Industries 


Inc. 
ELECTROPHONE 


Electro Engrg. Works 
ELECTROSNAP 
Controls Co. ag aoe Ltd. 
ELECTROSPA 
Bendix Aviation Corp. 
ELECTROSTRIP 
pertoes, Blectric Prods. Co. 
ELECTRO-THIN 
Electro-Flex Heat, Inc. 
ELECTROX 
Schaver Mig. Corp. 
ELIMINOISE 
Belling & Lee Ltd. 
LIN 
International [Electronics Re- 
search Corp. 
ELKALOY 
P. R. Mallory & Co., Inc. 
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ELKONITE 
ELKONIUM 
Johnson Matthey & Mallory Ltd. 

P. R. Mallory & Co., Inc. 
ELLAIN 

Geo. Bray & Co. Ltd. 
ELMER’S 

The Borden Chemical Co. (Can- 

ada) Ltd. 

ELMES 

Staub & Co. 


co 
“ Stromberg-Carlson Co. 
Electronic Measurements Corp. 
MEFCO 
M. Falk 
EMERA 
ae Signal & Time Systems 
td. 


EMICO 
Electro-Mechanical Instrument 


Co. 
ENGRA VEOGRAPH 
New Hermes of Canada Ltd. 
ENSIGN 
Canadian Admiral Corp. Ltd. 
ENSO 
ae es Sound Systems Ltd. 
Electric Products Co. Ltd. 
PIPHEN 


The Borden Chemical Co. 
(Canada) Ltd. 
POXOL 


Halliday-Armstrong Ltd. 
EPSEAL 
poaro Engrg. Works 


E 
Halliday-Armstrong Ltd. 
EPU 


Berkeley Div., 
ments, 
U. 


Beckman Instru- 


Entron, Inc. 
.D. 


E.R.D.-.DU MONT 
Electronic Research & Develop- 
ment Co. Ltd. 


L. M. Ericsson Telefonaktie- 


bolaget 
ESCO 
meats Specialty Co. 
ESIAC 


ESIPOT 
ee Scientific Industries 


Electro Sonic Labs., Inc. 

ESTOXY 

s — Armstrong Ltd. 
Ellenberger & Poensgen GmbH. 

ETHOCEL 


Dow Chemical of Canada Ltd. 
ETHO-LOC 

Weckesser Co. 
EVANOHM 

a Wilbur B. Driver Co. 


EVENTEMP 

Croname (Canada) Ltd. 
EVEREADY 

National Carbon Co. 
EXACT-MATCH 

Blonder-Tongue Labs., I 
EXACTOHM 

Workman TV, Inc. 
EXPAMET 

Expanded Metal Co., Ltd. 
EXTENSIOMETER 

ar Kelk, Ltd. 


E-Z 

Ideal Jptecien Ltd. 
E-Z-CO) 

Weetling Prods. Div., 

Lithograph Co. 

E-Z FIND 

Akro-Mils, Inc. 
E-Z-TALK 

Mark Simpson Mfg. Co., Inc. 


Western 


F 


FABRICATOR-MARK 1 
Canadian Liquid Air Co. Ltd. 
FANFARE 
Fanon Electronics 
td. 
FARADON 
Cornel]-Dubilier Electric Corp. 
FASTAT' 
Centrelab Canada Ltd. 
FASTEE 


of Canada 


Entron, Inc. 
‘US. Components Inc. 
Bailey Meter Co: Ltd. 
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F.E.C. 

London Electrical Mfg. Co. Ltd. 
FERNAUGE 

Grundig Radio Werke 
FERRAC 


- ERL-CHO oe. Co. 


rex Electronics Co; 
FERRICO ” 
Nations! 3 Moldite Co. 
FERRISTOR 


Berkeley Div., Beckman Instru- 
ments, Inc. 
FERROLINE 
Airtron Canada Ltd. 
FERROLITH 
Sonneborn, Ltd. 
FIBERLO 


Painton & Co. Ltd. 
AP 


AK 
ow oe ener Co. Ltd. 
FILT-A 
ae Send Corp. 
FINC 


The Finney Co. 
Electronics Corp. of America. 
Systems 


Insts. Inc., 


Beckman 
Div. 


FIXTOHM 
Clarostat Mfg. Co., Inc. 
FLAG-IT 


Westline Prods. Div., Western 


Lithograph Co. 


Saat Prods., Inc. 
Proto Tools of Canada Ltd. 
FLEETKLEEN 


Coenen. Industries, Inc. 
FLEE 

Electrical Se Mfg. Co. 
FLEXAGUID 

Airtron ie Ltd. 
FLEXAGUIDE 

w. rr Sanders (Electronics) Ltd. 


FLEXAIR 
Jensen ii Co. 

FLEXIFON 
wy Corp. 
Standard Electric Time Co. 
EXO 
Reliance (Cords & Cables) Ltd. 
EXOHM 


XO) 
Clarostat Mfg. Co., Inc. 
FLEXOLON 
Tensolite Insulated Wire Co. 
FLEX-O-TIME) 


Taylor Instrument Cos. of Can- 
ada Ltd. 
FLEX-WEAVE 
Inso Electronic Products Inc. 


Cambridge Instrument Co. Ltd. 
LOCON 


Beckman Insts. Inc., Systems 
Div. 
FLOTROL 
Lorain Products, Inc. 
FLUON 
Imperial 
Ltd. 
FLUORLUBE 
Hooker Chemical Corp. 
FLUTTERMETER 
Kay Electric Co. 
FOAMAX 
Royal Electric Corp. 
FOAMFLEX 
Phetps Dodge Copper 
Corp. 
FONEX 
Transelectric Mfg. Co. 


Chemical Industries 


Prods. 


FORMEL 
Phillips Electrical Co. Ltd. 
FORMICA 
Cyanamid of Canada Ltd 
Spaulding Fibre of Canada Ltd. 
FORWAY 
Harwin Engineers, Ltd. 


450 
Sanborn Co. 


FOXPOT 
P. X. Fox Ltd. 
FRAME-LOC 

Vector Electronic Co. 
FRIGISTOR 

= Cooling Semiconductors 
FULL VUE 

Akro-Mils, Inc. 
FULSCALE 
British — Labs. 
FU 

e+ yh “instrument Cos. of Can- 


CANADIAN ELECTRONICS ENGINEERING JUNE 


Workman TV, Inc. 
SED-FILM 


Inso Prods. Ltd. 
FUSE-FLEX 
Inso Electronic Products Inc. 
FUSEMATI 
a Pacific Electric of Can- 
a 


FUSETRON 
FUSTAT 
ann Mfg. Div., 
Edison Co. 

Canadian Astatic Ltd. 
FUZEL 

Phillips Electrical Co. Ltd. 
FUZO 

Clarostat Mfg. Co., Inc. 


McGraw- 


G 


GAC 
General Automatic Corp. 
AIN SET 


Kay peemic Co. 
GALAX 

ag Speakers Div., 

Electric Co. Ltd. 

GAMMAGAG 

Canadian Curtiss-Wright Ltd. 
GAMMAGUARD 

Nuclear Measurements Corp. 
GASEAL 
care Hermatic Sealing Corp. 


Domini Eoeees Ltd. 
GAUMONT-KALEE 

Rank Precision Instruments Ltd. 
G-C STA E 

G-C Electronics Mfg. Co. 


GEM 
P. R. Mallory & Co., Inc. 
GENEMOTOR 
GENEVERTER 
Carter Motor Co. 
GENERAL PLATE 
Texas Insts. Inc., Metals & Con- 
trols Div. 


ON 
B. F. Goodrich Chemical Co. 
G-15D 
Bendix Aviation Co 
GIANT VOICE VAG 
Antrex Corp. 
GIBSON G 
Robins Industries Corp. 
GLASHOSE 
Flexaust Co. 
GLASO 


HM 
Clarostat Mfg. Co., Inc. 
GLASSEAL 
Pyramid Electric Co. 
IKE 


GLASSM: 
Condenser Prods. Co. 
NNITE 


Renfrew 


BOND 


LE 

Gulton Industries, Inc. 

-LIN 

Prodelin, Inc. 
GLOBAR 

The Carborundum Co. 

LO-DROP 

Workman TV, Inc. 
GLYD 


Acheson Colloids Co. 
GNOME 

Carter Parts Co. 
GOLDLINE 

Saxton Products Inc. 
GOLD SEAL 

Gorn Electric Co., Inc. 
GOLDEN WAND 

Peerless Prods. Industries 

ORNECTOR 


GORNET 
Gorn Electric Co., Inc. 
as Regulator C 
ectric Regulator Corp. 
ECR 


GRAMD! 

w. Sanders (Electronics) Ltd. 
GREEN 
GREENALLOY 

The B. Greening Wire Co. Ltd. 
GREENOHM 
GREENOHM JR. 

Clarostat Mfg. Co., Inc. 
GRIDNIC 

Driver-Harris Co. 
GRIPEZE 

Phelps Dodge Copper 

Corp. 

GRIP-O-MATIC 

Wappler, Inc. 

Precision Electronics, Inc. 


GR REDBOX 
General Radiological Ltd. 


> Ne 
General Transistor Corp. 
bg 59 
Beaver Labs., Inc. 
GUDE-GLASS 
GUDELACE 
Gudebrod Bros. Silk Co., Inc. 


Prods. 
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GUIDELINE 
Airtron Canada Ltd. 

GYRALINE 

Cascade Research, Div. of 
— am Precision I 
tries, 


H-A COMPOX 

H-A EPOXSOL 

Halliday Armstrong Ltd. 
H-LAB 

Harrison Labs. 
HANDEE-PAK 

Illinois Condenser Co. 
HANDICUTTER 
HANDIWELDE 

Canadian Liquid Air Co. Ltd. 

IE-T. 

Motorola Overseas Corp. 

ANDY-BIN 

Akro-Mils, Inc. 

ANDY FLUX 

a & Harman Co., Inc. 
HA iL 


Sonneborn, Ltd. 
HAZ-BIN 

Acro-Mils, Inc. 
HEAT PROVER 

Ly! Meter Co. Ltd. 


HEA 
Dayaros Ltd. (Heath) 
HELECON 


Radelin Ltd. 
United States Radium Corp. 
HELIARC 


Linde Co. 
HELIAX 

Andrew Antenna Corp. Ltd. 
HELIDEL 
HELITRIM 
Helipot Div., 

ments, Inc. 

HELIWELD 

Air Reduction (Canada) Ltd. 
HELIWHIP 


Mark Products Inc. 

HELL-FAX 

HELL-TELEPHOTO 
am Ing. Rudolf Hell 
ELSYN 


HELVIN ' 

Hellermann Canada Ltd. 
HEMATOX 

Canadian Liquid Air Co. Ltd. 
HETHERINGTON 

Controls Co. Canada Ltd. 
HEXSEAL 

Automatic & Precision Mfg. Co. 


Beckman Instru- 


Heyman Mfg. Co. 

Holub Industries, Inc. 
HIBOND 

Hitemp Wires Inc. 

1-CA 

Bussmann Mfg. Div., McGraw- 

dison Co. 

HI-D 

United Aircraft Prods., Inc. 
HIDE-A-WAY 

Peerless Prods. Industries 
HI-FLEX 

Electro-Flex Heat, Inc. 

I. M 


The Victoreen Instrument Co. 
HINGELOCK 

Simmons Fastener Corp. 
HIPAC 

Era Pacific, Inc. (Electronic Re- 

search Associates, Inc.) 

HIPERSIL 

Canadian Westinghouse Co. Ltd. 
HI-POW 

Globelite Batteries Ltd. 
HIVOMIKE 
Cornell-Dubilier Electric Corp. 
HIWRAP 
ry A Wires Inc. 
OBAR 


Motor Generator Corp. 
HOLTON 

Hartley Prods, Co. 

00K 

Simmons Fastener Corp. 

Air Reduction (Canada) Ltd. 
HOYT 

Burton-Rogers Co. 
H-PAC 

om uter Control Co. Inc. 
HU K 


yr as Antenna Corp. Ltd. 


— Ferrograph Recorder Co. 


t 
HUMDINGER 
Clarostat Mfg. Co., Inc 
HUMISEAL 
Columbia Technical Corp. 


H 
wien’ Eye Equipment Co. 
Price Electric Corp. 


HYALAC 
Canada Decalcomania Co. Ltd. 


HYCAP 
Illinois Condenser Co. 
HYD) 


The C. O. Jelliff Mfg. Corp. 
HYDROCIDE 
Sonneborn, Ltd. 
HYDROCURE 
The Borden Chemical Co. (Can- 
ada) Ltd. 
: ODIST - 
nstrument se. Corp. of S. 
Africa Ltd. 
HYGROS 
R. Acker—Heidelberg 
HYPAC 


Electronic Research Associates, 
ic. 
HYPEX 
on Mfg. Co. 


Associated Research, Inc. 


LE.R.C. 
International 
search Corp. 


ILLINI 

ILLINI 300 

ILLINI 300 BANTAM 

ILLINI HYCAP 
aos Condenser Co. 


Alfred Imhof Ltd. 
IMP 


Carter Parts Co. 
IMPERIAL 

The Canada Metal Co. Ltd. 
IMPERIAL 

Vokar 
IMPRESSOR 

Barber-Colman Co. 
ee 

r.-Ing. Pr: F cl GmbH 

IMPY — 
: Carter Parts Co. 


Alfred Imhof, Ltd. 
INDUCTROL 

a os General Electric Co. 

td. 

INGATLAS 

Ingenieur Buro Atlas 
INK-SAC 

Bailey Meter Co. Ltd. 
INSPECTOR-COORDINATOR 

Wiedmann Machine Co. 
NTER 


Harvey Hubbell, Inc. 
INTERVOX 

The Trix Electrical Co. Ltd. 
INVERTRON 

Behiman Engrg. Co. 
IONOTRON 

Radelin Ltd, 
IRC 

IRC Resistors Div., 

Electric Co, Ltd. 

LR.H. 

C. K. Williams & Co. 
IRIDITRON 

Budd Instruments Div. 

ISH 


Electronics Re- 


Renfrew 


Orr Industries Inc. 
LR.N. 

C. K. Williams & Co. 
IRONCLAD 

The Electric Storage Battery 

Co. (Canada) Ltd. 

ISOBESTOS 
ISOGLA 
ISOGNOM 

P. Gossen & Co. GmbH 
ISOLASTANE 

Natvar Corp. 
“a Frank F G 

r.-Ing. ruengel GmbH 

SOLITE - 

Radelin Ltd. 

U.S. Radium Corp. 
ISOMODE 

M B Mfg. Co. 
ISOPLEX 

Natvar Corp. 

Industrial Test Equipment Co. 


ITT Electronics Service Co. of 
ee Ltd. 


Irion & Vosseler 


J 


5B. 
Jackson Bros. (London) Ltd. 
JACKSON 
Air Reduction (Canada) Ltd. 
JEFFERSON 
nt amated Electric Corp. Ltd. 
Breeze Corps. Inc. 


Akro-Mils, Inc. 





Trade Names 


JIFFYTAPE 
P. P. Payne & Sons (Canada) 


JOCKEY CLOTH 

Robins Industries Corp. 
JOLTA 

Jan Yoel Mfg. Co. Inc. 
JOULPA 

Dubiier Condenser Co. (1925) 


KAHL 
paneer Electronics Corp. 
LOTRO) 


hermosen, Inc. 
NTH. 
Ferro Enamels Ltd. 
KAP-KLIP 
Ss Bit Supply Co. 
Driver-Harris Co. 
KAR-SHAVE 
Terado Co. 
AUKIT 
Sonneborn, Ltd. 
KAYROD 
as & Lee Ltd. 
eel Electronic Ind. Ltd. 
tL] 
Minnesota Mining & Mfg. Co. 
N. Slater & Co. Ltd. 
KELON-F 








RO 
Keil Engrg. Products 
KEY-M ‘CATOR 
Stromberg-Carlson Co. 


KIL-SWEEP 
cay Electric Co. 
KLEENE’ 


EDLE 
Robins Industries Corp. 
KLIKAX 
G. A. Stanley Palmer Ltd. 
KLISCHOG: 
Dr. Ing. Rudolf Hell 
KLIXO 


Texas Insts. Inc., Metals & Con- 
trols Div. 


iG 
Kellogg Switchboard & Supply 


KNICKNACK 
Akro-Mils Inc. 
HT 


KNI 

KNIGHT-KIT 
Allied Radio Corp. 

KOOL KLAMP 


AL 
Goodrich Canada Ltd. 
OVAR 
The Carborundum Co. 
-TRAN 
F. W. Sickles & Automatic Mfg. 
Divs., General Instrument 
Corp. 
KUM-KLEEN 
Avery Adhesive Label Corp. 
(C. 74 Ltd. 
KURMELE 
Kurman Electric 
KWIKWAY 


Canada Decalcomania Co. Ltd. 


L 


L.A. 
Canadian Liquid Air Co. Ltd. 
LACKON 


Oki & Willadsen Ltd. 
VAS Radium Corp. 


UB 
= Development Labs., 
ne. 
LEAK 


PROOF 
8 pares (Canada) Ltd. 


Systems 
UGH Leland, 
. H. nc. 
KTRO) 
A.P.T. Electronic Industries Ltd. 
London Electrical Mfg. Co. Ltd. 


LEVELOK 
Entron, Inc. 


Inc. 
LIFEGU 
Air Reduction (Canada) Ltd. 


L 

Barber-Colman Co. 
LIMITRON 

Bussmann Mfg. Div., 


LINATROL 

Canadian Westinghouse Co. Ltd. 
LINE-A-MATIC 
, Stromberg Time Co. 


Simmons Fastener Corp. 


AR 
Muirhead & Co. Ltd. 
ue Instruments Ltd. 


ON 
South Chester Corp. 
LIP-LOC 
Vector Electronic Co. Inc. 
LIQUITAPE 
Beaver Labs., Inc. 
LITE-GAUGE 

Photocon Research Prods. 
LITESTRIP 


Circon Component Co. 
Switchcraft, Inc. 
AR 


Simmonds Aerocessories, Inc. 


McGraw- 


ye Sealants Corp, 

a Lee Ltd. 
LOGGE! 

Audio Instruments Co., Inc. 

Driver-Harris Co. 
LOK-STRAP 

Panduit Corp. 

HM 

Workman TV, Inc. 
LOOPSTICK 

Superex Electronics Corp. 
LOS GATOS 


Cascade Research, Div. of Mono- 
LodGun Precision Industries, Inc. 


Hathaway, Kraemer Ltd. 
— C. O. Jelliff Mfg. Corp. 
; petibes Electric Prods. Co. 


Electrical Mfg. Co. 
LUMATRAX 

Canadian Westinghouse Co. Ltd. 
LUSTRETTE 

Lustraphone Ltd. 


M 


MACDONALD 
MAC 


very 3 (Canada) Ltd. 
MAGASET 

Electric Regulator Corp. 
MAGITRA 
Electronic Research Associates, 


Inc. 
MAGMAN 
The Indiana Steel Prods. Co. 
MAGMETER 


Airpax Prods. Co. 
MAG-MOD 
General Magnetics, Inc. 
— 
— Ltd. 
MAGN 


Mac 
Northern Blectric Co. Ltd. 
yoy 
Als Reduction (Canada) Ltd. 
> A FR : 
Revie Peguey nc. 


MAG-NIi 
Be & 4 Ltd. 
Geo: Kelk Ltd. 
MAG 
Potter Instrument Co. 
MAGNO 
Driver-Harris Co. 
Electric Regulator Corp. 
Telecomputing 


hilips Ele "Electrical Co. Ltd. 


Data Insts. Div., 
Corp. 


Motorola Overseas Corp. 


MAJOR 

Thomas J. Valentino, Inc. 
MALCOMA 

Malco Tool & Mfg. Co. 
MANCHEX 

The Electric Storage Battery Co. 

(Canada) Ltd. 

= Wilbur B. Driver Co. 

MAPI 


ico 
a Carbon (Canada) 


Batteries Ltd. 
MA FONE 


MASCOT 


Mark Simpson Mfg. Co., Inc. 
MA 


Blonder-T: ¢ Labs., Inc. 

MATTIBRAZE 

MATTIFLUX 

MATTIPHOS 

MATTISOL 

Johnson Matthey & Mallory Ltd. 
Maury & Associates Inc. 

as vo 

- Gossen & Co. GmbH 
“feat Shore Nameplate, Inc. 
Microwave Development Labs., 


nc. 
MEASURAY 
Sheffield Corp. 


Micamold Electronics Mfg. Corp. 
ECHA 














Servomechanisms, Inc. 
ME KIT 


CHA 
Servomechanisms (Canada) Ltd. 
MECHATROL 





MET 
Mid-Eastern Electronics Inc. 
MEGG 
Evershed & Vignoles Ltd. 
MEGPOT 


General Hermetic Sealing Corp. 
MELACON 

Photocircuits Corp. 
MELLOTON 

Wendell Plastic Fabrics Corp. 
MELMASTER 


Lennox Tool & Machine Builders 
MELTROL 

Measurement Engrg. Ltd. 
MEMO-SCOPE 
MEMOTRON 

Hughes Prods. 
MERCUR 


Research Industries Ltd. 
MERITROL 
be Instrument Cos. of Canada 


td. 
METAGRAPHIC 
he Bristol Co. of Canada Ltd. 
METALBRAID 
itemp Wires, Inc. 
METAL 
Frank T. Ross & Sons Ltd. 





Cornell-Dubilier Electric Corp. 
METEOR 

Associated American Winding 

Machinery 

METHOCEL 

Dow Chemical of Canada Ltd. 
MET-L-FLE: 

Robinson Aviation, Inc. 
METLOHM 

Painton & Co. Ltd. 
METOX ‘ 

Welwyn Electrical Labs. Ltd. 
METROSCOPE 

Photocon Research Prods. 
ME 

Bailey Meter Co. Ltd. 
MICABOND 


Continental-Diamond Fibre of 
Canada Ltd. 


MICAMOLD 
Instrument — F. W. 
Sickles et Canada Ltd. 


ICRELA 
penta Electronics Corp. 


The W. Borg Corp. 
MICRO. DISTANCER ; 
=. Mfg. Corp. of S. Africa 


ICROGRAPH 
Cupedien Charts & Supplies Ltd. 
MICROLA 


MICROLTER os 
MICROMATCH 

M. C. Jones Electronics Co. Inc. 
MICROMETER 

Lampkin Labs., Inc. 
MI INMASTE: 

MICHO-NODE Unlimited 


= Co, 
ONER 
Barber-Colman Co. 
MICRO POWER 
U.S. Motors Corp. 
MICRO-PULSER 
Electric Co. 
MI ATTER 
Canadian Westinghouse Co. Ltd. 
MICRO-SHIM 
The Staver Co., Inc. 
MICROTEL 
Lenkurt Electric Co. of Canada 
Ltd. 
Goodmans Industries Ltd. 
MIDGETAPE 
Mohawk Business Machines Corp. 
MIDLAND 
ed American Winding 
inery 
larris Co. 
Sy Control Co. I 
uter tro! . Inc. 
MINICAP 
a Condenser Co. (1925) 
MINICON-X 
Nugent Electronics Co. 
Belling & Lee Ltd. 
MINI-GATOR 
Mueller Co. 
Kay Electric Co. 
MINI-L’ 
Bailey Meter Co. Ltd. 
MINILIN 
Columbia Technical Corp. 
MINI-MARKER 


A 
—— ie = Div., 
0. 


Switchcraft, Inc. 
MINI-NOISE 

Microdot, Inc. 
MINIP. 

Radio Specialty Mfg. Co. 


Ebert Electronics Corp. 
EL 





Western 


Southern Instruments Ltd. 


Micamold Electronics Mfg. Corp. 
MIX-A-PHONE 


a 


Magnet: Coil ‘Co. 
OBILTEL 
urt Electric Co. of Canada 


Ltd. 

MODU-RAK 

Premier Metal Prods. Co. 
MOLYS Y 
North American Philips Co. Ltd. 
MONARCH 

Carter Motor Co. 
MONITORAD 

LD.E.A., Inc. 
MONITRON 
Moore Associates, Inc. 


MONOGRAPH 
Air Reduction (Canada) Ltd. 
MOTOR 
Electro Capacitors Co. 
iD 


MOTORO 
Leetronics, Inc. 
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Suzuki 
MUSI-TALK 
Fanon Electronics of Canada 


MUTAC 
Electric Corp. Ltd. 


wCenadian Carborundum Co, Ltd. 


MXR 
Hitemp Wires, Inc. 


Du Pont Co. of Canada (1956) 
Ltd. 


N 


NAPILITAN 
Air Reduction (Canada) Ltd. 


& Thompson Ltd. 
NATFAB 
National Fabricated Prods. Inc. 
Ww Inc. 
M asad 


Needco Cooling Semiconductors 
Ltd. 


N 


NEO-CORK 
Vibron Ltd. 


General Cement Mfg. Co. 
NEURON 
Data Insts. Div., Telecomputing 


NEU- 
Dow Chemical of Canada Ltd. 
NEWMAN 
yu Co. 





NEYORO 
The J. 4 Ney Co. 


Driver-Harris Co. 
NICO) 
N. Slater Co. Ltd. 
NICRALLOY 
Arbuthnot Ewart (Canada) Ltd. 
Hall & Pickles Ltd. 
NIFTY KNICKNACK 
Akro-Mils, Inc. 


A. B. Kanthal 
om Wilbur B. Driver Co. 
NILVAR 
Desroe Borris Co. 
= Condenser Co. (1925) 
NIXIE 
= a Corp., Electronic Tube 
Vv. ‘ 
Neion Molding Co 
NOBATRON ~ 
Sorenson & Co. 
NOBL-OHM 
Fairchild a Corp., Com- 
- b 
mo & Vignoles Ltd. 
Norddeutsche Mende Rundfunk 
GmbH. 
NOREGG 
Westinghouse Brake & Signal Co. 


NORELCO 
Philips Electronics, Inc. 


‘VER * 
Blonder-Tongue Labs., Inc. 
-SPUN 
The States Co. 
OILDAG 
Acheson Colloids Co. 
Sanborn Co. 


O-PAC 
Electric Co. 


ontattens Peter Co. 


one Tete Late. Inc. 


a Co. Ltd. 


oxverAri 

Air Reduction (Canada) Ltd. 
OXYTON 

Canadian Liquid Air Co. Ltd. 


Belling & Lee Ltd. 


P 


Pas 
Potter & Brumfield (Canada) Ltd. 


ire Tools Co. of Canada Ltd. 

Electronic Associates, Inc. 
PACITOR 
PACITRON 

Simmonds Aerocessories, Inc. 
PACKMASTER 

Radio Mfg. Co. 


PAGE 
Stromberg-Carison Co. 


ALINEY 
The J. M. Ney Co. 
PANAX 
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a eeeeten Industries Ltd. 

Radio Receptor Co., Inc. 

Industrial Test Equipment Co. 

National Fibre Co. of Canada 
PHILCANEL 


Electrical Co. Ltd. 
PHIL TROL 


Control Corp. 
Air Reduction (Canada) Ltd. 


P 

Budd Instruments Div. 
PHOTOSWITCH 

Electronics Corp. of America 


P.LC. 
Po! Instrument Co. 
PiClarostat Mig. Co., Inc. 
t “ 
PILOTROL 
B Meter Co. Ltd. 


H. Clarke & Co. (Manchester) 
Ltd. 


cco 
The Borden Chemical Co. (Can- 
ada) Ltd. 
PLACIR 
Motorola Overseas Corp. 
PLEASANTAIRE 
Canadian Armature Works Inc. 
PLUGBORD 
Vector \ ce Co. Inc. 
PLUG STA 
my Prods., Inc. 


PLUS ise 
PLUS 100-X 

Reeves Soundcraft Corp. 
PMP 

Precision Metal Prods. 
PNEU-TROL 

Auto Ponents Inc. 
PNEUTRONIC 

Fielden Electronics Ltd. 

Waterman Prods. Co., Inc. 

INT 

H. J. Leak & Co. Ltd. 
POLYCO 

The Borden Chemical Co. (Can- 

ada) Ltd. 
COAT 

Hitemp Wires Inc. 
P-O-P 

Air Reduction (Canada) Ltd. 
“POP” 

United Shoe Machinery Co. Ltd. 
PORTAPAGE 

found Systems 
PORTOV 
POTPOT 

Clarostat Mfg. Co., Inc. 
POW 


Standard Television Prods. Ltd. 
OHM 


POWER 
Ferrotran Electronics Co., Inc. 
POWERTRON 
- toe Test Equi pment Co. 
Peerless Prods. Industries 
PREAC 
Airpax Prods. Co. 
Globelite Batteries Ltd. 
Premier Metal Prods. Co. 
Sealectro PA 
PRESSURE GUARD 
United Electronic Controls Co. 
PRESTIGE 
t I t & Blec- 


PRESTIGNITION 
Electro Mechanisms Ltd. 


Bogen-Presto Recording Corp. 

REST-O-LITE 

Linde Co. 
PRE-SURE 

Buchanan Electrical Prods. Corp. 
PRIVATE-LINE 

Motorola Overseas Corp. 





Waterman Prods. Co., Inc. 
PULSPAC 

Dubilier Condenser Co, (1925) 
PUNCHMASTER 
oe Machine Co. 

Cornell-Dubilier Electric Corp. 
PURMA-PLATE 

Avery Adhesive Label 

(Canada) Ltd. 

PUROX 

Linde 
PU 


SHMATIC 


PYROMAXIM 
'YROMINOR 
. Electrical Instrument Co. 


Corp. 


7 poler non Co. Ltd. 
eter Co. > 
P IN 
Phillips Electrical Co. Ltd. 


Q 


Q-LINE 
_— Technical Corp. 
Superex Electronics Corp. 
UAD 
Acoustical Mfg. Co. Ltd. 
RADAR 


AD) 
Oeiifilian Bros., Inc. 


UICK. 
Ccicteraia Overseas Corp. 
UICK LOCK 


ITs 
a Resistance Co. of 


Div. 
Corp. 


Co. 
States Radium Corp. 
Radio Co., Inc. 


arris 
RADIOMOBILE 
S. Smith one (Canada) Ltd. 


IOTRO! 
Canadian Marconi Co. 


RADIPLEX 
Radiation, Inc. 


a Elecrohome Industries 


Ltd. 
PE 
Waterman Prods. Co. Inc. 








Trade Names 


maze 
RAWLTOO! 
aiteutca Prods 5 SCopndnp Ltd. 


Canadian yf Works Inc. 
RAYONIC 
Waterman Prods. Co. Inc. 


2 ~— Condenser Co. Ltd, 
“Phili pA. Hunt Co. (Canada) Ltd. 


ceapene Applied Research Ltd. 


Reeves Instrument Corp. 
RECTISEL 

Electronic Devices Inc. 
CTI-RITER 


Texas Instruments Incorporated 
RECTODYNE 

Christie Electric Corp. 
RED LINE 


G-V Controls, Inc 
RED RANGE MICRONECTOR 

McMurdo Instruments Ltd. 
REDI-KORNER 
REDI-TEE 

Stahlin Bros. Inc. 
REDISOL N 
REDISOL P 

The C. O. Jelliff Mfg. Corp. 
REDMOND 

Controls Co. Canada Ltd. 
REFLECTOSCOPE 

Sperry Products Inc. 
REFVOLT 

Consolidated Controls Corp. 

GATRAN 


RE 
REGATRON 
Electronic 


Inc. 
REGAVOLT 
— Electric Resistance Co. 
td. 


Measurements Co., 


Electric Fagueter Corp. 
RELAYMA 
aapees Switchboard & Supply 
‘0. 


REMI 
U.S. Components Inc. 
RESILITH 
The Borden Chemical Co. 
oan - Ltd 
Resin Industries, Div. Borden 
Chemicals 
RETEP 
REVMASTER 
Opad Electric Co. 
REVSPEED 
Trumeter Co. Ltd. 
REX A 
Perpetuum - Ebner 
RIBBONETTE 
Lustraphone Ltd. 


F 
Rosenthal 
ROBOTESTER 
Lavoie Labs., Inc. 
ROCKBESTOS 
Phillips Electrical Co. Ltd. 
ROCKER-GLO 
P & S Wiring Devices Div., 
Renfrew Electric Co. Ltd. 
ROCKWELL 
Wilson Méechanical Instrument 
— American Chain & Cable 
RODA 
Canadian Wilbur B. Driver Co. 
td. 


ROGERS MAJESTIC 

Philips Electronics Industries Ltd, 
RONETTE 

Seabreeze Mfg. Ltd. 
ROTAPHONE 

Telecom Ltd. 
ROTO-GLO 

P & S Wiring Devices Div., 

Renfrew _— Co. Ltd. 

ROTO-GRAP 

Kay Electric Co. 
ROTO-LOCK 

Simmons Fastener Corp. 
ROTO-PAK 

Phillips Electrical Co. Ltd. 
ROTOROID 

Burnell & Co., Inc 


RK 
The A. W. Haydon Co. 
RTV 
Clarostat Mfg. Co., Inc. 
RULON 
or Fibre Co. of Canada 
td. 


RUSTRAK 
Rust Industrial Co. 
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S 


AFTLITE 

Ward Leonard of Canada Ltd. 
SATT 

Automatic Electric (Canada) Ltd. 

AUCER 


} se & Lee Ltd. 

“Philip A. Hunt Co. (Canada) Ltd. 
CAL 

Jerrold Electronics (Canada) 


td. 
SCMinnesota Mining & Mfg. C 
innesota . Co. 
SCREENECTOR 
Belling & Lee Ltd. 


AF. 
°'Canadian Marconi Co. 


— Frequency Labs., Inc. 
SEAL PUP 

Cornell-Dubilier Electric Corp. 
SEA-SAFE 

Lamarche Products Co. 
ECODE 


Electrical Communications, Inc. 
ELBOLT 


Automatic & Precision Mfg. Co. 
SEEZAK 

Rimak Inc. 
SELECT-O-PHONE 

caiees Switchboard & Supply 
SELECTRON 

Radio Receptor Co., Inc. 
SELEKTA 


Associated American Winding 


International Rectifier Corp. 
SENSICON 
Motorola Overseas Corp. 
SENSIPHONE 

Superex Electronics Corp. 
SENSISTOR 

Bh) I Inc. 
SEQU OL 

Byler , Cos. of 

Canada Ltd. 

SERVAC 

Vector Labs. Inc. 
SERVICE SPOOL 

An Wire Corp. 
SERVIS 


Service Recorder Co. 
RVOGRAP 


Fielden Electronics Ltd. 
SERVO-RITER 

Texas Instruments Inc. 
SERVOSCOPE 

Servo — of America 
SHALO 

ll Resins Div. 
SHAWMUT 

Bullies EI Electric Prods. Co. 
SHIEL 
Shielding, Inc. 
SHUR-CODE 

Westline Prods. Div., 

Lithograph Co. 

SHUVEE 
Entron, Inc. 
CKLES 
General Instrument—F. W. 

Sickles of Canada Ltd. 
GMA 


Western 


-GLO 
Industrial Development Labs., 


GNET 
Stromberg-Carlson Co. 
SILASTIC 


Dow Corning Silicones Ltd. 
SILCAD 

Silvercel of Canada Ltd. 
SIL-FOS 


ms & Harman of Canada 
td. 
SILICIN 
Hoffman Electronics Corp., 
Semiconductor Div. 


SILICOHM 
Sage Electronics Corp. 
ILICONTROL 


Vectrol Engrg., Inc. 
TRON 


IKE 

Cornell-Dubilier Electric Corp. 
SILVER WAND 

Peerless Prods. Industries 
SILVRAY 

Amalgamated Electric Corp. Ltd. 
SIMPLYTROL 

Assembly Prods., Inc. 


SIMPSON 
Bach-Simpson Ltd. 
SINDAK 


Southern Instruments Ltd. 
SINEVERTER 
wn Sources, Inc. 


Computing Devices of Canada 
Ltd. 


& Lee Ltd. 
N 


Era Electric Corp. (Electronic 
Research Associates, Inc.). 
SLIP-SYNC 
Chadwick - Helmuth Co. 
SMALL TALK 
Mark Simpson Mfg. Co., Inc. 
SMITHY 


Hunter Tools 

SOCKET SAVERS 

Pomona Electronics Co., Inc. 
SODEREZE 

— Dodge Copper Prods. 


SOLARSCOPE 


The Solartron Electronic Group 


Ltd. 
SOLID CIRCUIT 
Texas Instruments Inc. 
SOLU-BRIDGE 
Industrial Instruments, Inc. 
SONA-GRAPH 


Kay Electric Co. 
ONETTE 
The Trix Co, Ltd. 
SONOBRIT 
en Ltd. 
SONOFLUX 
tt Products Inc. 
SONOG 
omen Ultrasonic Corp. 
SONOGLAZE 
SONOLASTIC 
Sonneborn, Ltd. 
SORENG 
Controls Co. Canada Ltd. 
SOUNDCRAFT 
Reeves Soundcraft Corp. 
SOUND 
Canadian Astatic Ltd. 
OUTHCO 


South Chester Corp. 
SPARKMASTER 

Belling & Lee Ltd. 
SPAULDING 

Delhi Metal Prods. Ltd. 
SPAULDITE 


AULDO 
Spaulding Fibre Co. 
SPEC 


Computer Control Co. Inc. 
SPE YZER 
Kay Electric Co. 
SPE OMET 

poe ieetc, Inc. 
SPECTRUM 


Ey: Light Corp. 
SPEED LAMP 
SPEED cup 
SPEED GRIP 

Dominion Fasteners Ltd. 
SPEEDEX 

G C Electronics Mfg. Co. 
SPEEDIVAC 

Edwards High Vacuum Ltd. 
SPEED NUT 


Dominion Fasteners Ltd. 
SPEEDY-CAL 
SPEEDY-MARX 

North Shore Nameplate, Inc. 
SPIRAFIL 


Phelps Dodge Copper 
Corp. 


SPITFIRE 
Globelite Batteries Ltd. 
PLAC 


Westline Prods. Div., Western 

Lithograph Co. 
SPOT-LITE 

Line Electric Co. 
SPRA-KLEEN 

G C Electronics Mfg. Co. 
SPRING-LOCK 

Simmons Fastener Corp. 
SQUARE-OHM 

orkman TV, Inc. 


SRC 

Stability Radio Components Ltd. 
. & T. 

Spilsbury & Tindall Ltd. 


Prods. 


T 

nie Tarzian, Inc. 

The Superior Electric Co. 
STAB-LOK 
STABREAKER 

Federal Pacific Electric of Can- 


ada 
STACK-UP 
Pomona Electronics Co., Inc. 
STANDATROL 
Bailey peeves Co. Ltd. 
STANDE 
—— Mfg. Co., Inc. 
STANTEL 
Standard Telephones & 
Mfg. Co. (Canada) Ltd. 
STAN-PAC 
Motorola Overseas Corp. 
STAR FILLER 
Empire Engineering Co. 
STARKIT 
Stark Electronic Instruments Ltd. 
AVOLT 


Cables 


Christie Electric Corp. 
STA-VO-TROL 
Canadian General Electric Co. 


Ltd. 
STEDIVOLT 
George Kelk Ltd. 
TEMCO 
Stevens Mfg. Co., Inc. 
STEN-O-TAPE 
American Geloso 
STENO TRON 
Autron Engrg. Inc. 
STENTO 
Whiteley Electrical Radio Co. 


Ltd. 
STEREO DIRECTOR 
Jensen Mfg. Co. 
STEREOMAT 
Hunting Associates Ltd. 
IKON 


Arthur C. Ruge Inc. 
STOODY 

Air Reduction (Canada) Ltd. 
STOP-ARC 

Electrical Mfg. Co. 
STRIPMASTER 

Ideal Industries Ltd. 

DRUM 


Dr.-Ing. Frank Fruengel GmbH 
STROBO LUME 
STROBOLUX 
STROBOTAC 

General Radio © 
STROWGER AUTOMATIC 

os ames Electric (Canada) 

td. 

STUR-D-LACE 

Gudebrod Bros. Silk Co., Inc 
STYCAST 

Emerson & Cuming Inc. 
STYROFLEX 

Felten & Guilleaume 

Natvar Corp. 

a Dodge Copper Prods. 
STYROFOAM 
STYRON 
STYROSPAN 

Dow Chemical of Canada Ltd. 
SUN GLO 

Mathews, Kraemer Ltd. 
SUPER C 

United ecwenle Mfg. Corp. 
SUihe Superior Electric Co. 

e po Saperior ectric 


a 
rex Electronics Corp. 
SUPERM ALLOY 
The Arnold Engrg. Co. 
SUPERMENDUR 
The Arnold Engrg. Co. 
SUPER MICADON 
Cornell-Dubilier Electric Corp. 
SUPER MITE 
Uren st :OBOSCO: P 
. a Fruengel GmbH 
SUPERTESTE 
California Technical Industries 
Div., Textron, Inc. 
SUPERTROL 
Control Corp. 
SURFEX J 
P & S Wiring Devices Div., 
Renfrew Electric Co. Ltd. 
SURFINDICATOR 
Brush Instruments, Div. of 
Clevite Corp. 
SURGE-TROL 
Control Corp. 
SURGISTOR 
Wuerth Tube-Saver Corp. 
SWIFT 
Marking Prods. Ltd. 
SWING-BIN 
Akro-Mils, Inc. 
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SYMITE 
SYMOL 

H. D. Symons & Co. Ltd. 
SYMPHONIC 


Electronic Enterprises Ltd. 
ERTER 


0 
Holyoke Fabrics, Inc 
SYSTEMAT 
Waterman Prods. Co., Inc 


T 


TACG 
Technical Appliance Corp. 
ADANA Bas 
The Consolidated Mining & 
Smelting Co. of Canada Ltd. 
TAKK 
The Hewson Co. Inc. 
TANTICAP 
Texas Instruments Inc 
TAPE-ARD 
California Technical 
Div., Textron, Inc. 


LOK 


Industries 


"POT 

Howell Instrument Co. 
TAPPEES 

Saxton Products Inc. 
TARGET 

S & A Electronics 
TATNALL 
TATNALL-KROUSE _ 

Budd Instruments Div. 


T-BLOC 
Computer Control Co., in 
-BO 
Spaulding Fibre Co. 
T.Cy 
Telegraph Condenser Co. of Can- 


ada Ltd. 

TECH-PEN 

Mark-Tex Corp. 
TEFLON 

Du Pont of Canada Ltd. 
TEKNI-CAL : 

Darling Technical Labs. 
TEKTOR 

Fielden Electronics Ltd 
TEL-A-COR 

Magnetic Core Corp 
TEL AUTOVISION 

Tel Y ees Corp 


ELC 

G C Electronics Mfz. 

Sanwa Electric Inst Ww orks Ltd. 
TELECOM 

Webster Electric Co. 
TELECORDEX 
TELEDUCER _ 

Data Insts. Div., 


Tra 
& Lee Ltd. 
EX 


Telecomputing 


T UIDE 
Telerad Mfg. Corp. 
TELEPAGE : 
Webster Electric Co. 
TELEPRO 6000 


TelePrompter Corp. 
TELEREADEX 


Data Insts. Div., Telecomputing 
Cor. 
TELETALK 
Webster Electric Co. 
TELETOP 
F. V. T 
TELE- 
Telerad Mfg. Corp. 
TELL-A-LOT 
Fanon Electronics of 
Ltd. 
TELLALOUD ; 
Winston Electronics Ltd. 
TELLUROME 
Instrument Mfg. 


Africa Ltd. 
TEL-O-AID 
Fisher Research Lab., Inc. 


™ Int'l. Ltd 
rague . fs 

TE MASTER 

Fisher ——— Lab., Inc 
E 


T 
Fielden Electronics Ltd 
TEMP-LACE 

Gudebrod Bros. Silk Co., Inc 
TEMPATRIMMER 

yd Developments Ltd. 

MPBRAID 


TE 
TEMPCLAD 
TEMPRENE 
TEMPREX 
TEMPRITE 


TEMPTUBE 
Hitemp Wires, Inc. 


ing Electronics Ltd. 
iT 


Canada 


Corp. of §S 


CANADIAN 


TEMP-R-TAPE 
= Connecticut Hard Rubber 
oO. 
TENNA-ROTOR 
Alliance Co. 
TENSOLEX 
TENSOLON 
Tensolite Insulated Wire Co. 
TERECAP 
er es Condenser Co 


TERMALINE 

Bird Electronic Corp 
TEX-PEN 

Mark-Tex Corp. 
rH 


(1925) 


Driver-Harris Co. 
North Shore Nameplate Div., 


Hitemp Wires, Inc. 
ERMA-MARK 
North Shore Nameplate, Inc. 
THERMASTER 
Sifam Electrical Instrument Co. 


Ltd. 
THERMELEZE 
— Dodge Copper 
Co 
THE TER 
Hemp Wie, Inc. 
THERMINOR 
— Electrical Instrument Co. 
THERMISTOL 
Workman TV, Inc. 
THERMODUCT 
Dielectric Prods. Engrg. Co. Inc 
ERMOFLASH 


Prods. 


Consolidated Controls Corp. 
THER-MONIC 
Induction Heating Corp 


Ideal Industries Ltd. 
THIN-SLIDE 

Grant Pulley & Hardware Corp 
3C-BLOC 


3C-PAC 
Sumnguter Control Co., inc 


Sanborn Co. 
THRULINE 

Bird Electronic Corp 
THYRALUX 
Brown Boveri & Co, Lid 


_Jerrold Electronics (Canada) Ltd 
Paragon Electric Co. 

TINY MIKE 

wee Electric Corp 


The Technical Material Corp 
TONOTRON 
Hughes Prods. 
OPHET 
Canadian Wilbur B. 
Ltd. 
TOR-A-CO) 
Magnetic Core Corp. 


Driver Co 


Cleveland Container Co. 
TORSYNATOR 

Air-Marine Motors, Inc 
TOUGH-GUAY 

Fen-Tone Corp. 
T-PAC 

Computer Control! Co., Inc 
T-POWER 

Motorola Overseas Corp 
RACON 


Thornley Engrg. Co. Ltd 
TRAFFOLYTE 
Formica Ltd. 
TRAINMASTER 
Standard Television Prods. Ltd 
ANSAIRE 
Instrument Co.'s of 
Canada Ltd. 
TRANSALYZER 
Kay Electric Co. 
TRANSAMP 
Electronic Research 


nc. 

TRANSAMP 

Lustraphone Ltd. 
TRANSATOR 

Research Industries Ltd. 
TRANSAX 

G. A. Stanley Palmer Ltd 
TRANSCOPE 
TRANSET 

ay :> Co's. of 


TRANGIFIER 
Kay Electric Co. 

TRANSIL 
Trans-Sil Corp. 

TRANSIPLY 


Associates, 


Lustraphone Ltd. 


ELECTRONICS ENGINEERING JUNE 


M Sinn an Mi 
a impson Co., Ltd. 
TRANS ISTAMP dint 

hasrepbene Ltd. 

D ¥- F ot Fi Gies 

r.- ~ ran ru GmbH 

TRANSPAC 

a Se Research Associates, 


nc. 
TRANSPHONE 
ae hone Ltd. 
TRA GER 
britich Physical Labs 
TRANSRITE 
Cambridge oe Co. Ltd. 


Taylor Inst. Co.’s of Canada 
td. 

TRAVEL-CUT 

Lewis Machine Co 
TRAVOGRAPH 

Air Reduction (Canada) Ltd 
TREBAX 

Goodmans Industries Ltd 
TRIAX 


TRIAXIAL 
TRI-ETTE 
Jensen Speakers Div., 
Electric Co. Ltd 


Terminal Radio International Ltd 


TRIMPOT 

Bourns, Inc. 
TRIM-TI 

Fairchild Controls Corp., Com- 

ments Div. 

TRIONODE 

Walkirt Co. 
TROL-E-DUCT 

oe Electric Prods. Co 
TROPICA 

Micassold siestronies Mfg. Corp 
TROUGH-LIN 

H. J. & >. Ltd. 
TRUBLO 

* Lee Lid. 


Tru-Ohm Prods. Div., 
Engrg. & Mfg., Inc. 
TRUSONIC 
Stephens Trusonic, Inc 
YCITE 


Model 


Dow Chemical of Canada Ltd 
TRYLON 
The cam Turbine Co. of Canada 


Lt 
TUBE CADDY 
Argus Products Co. Inc 
TUF-PLATE 
Photocircuits Corp. 
UFFALOY 
Air Reduction (Canada) Ltd 
TURNLOK 
P & S Wiring Devices Div., Ren 
frew Electric Co. Ltd 
IWECO 
TWECO-TONG 
Air Reduction (Canada) Lid 
TWIN-DECK 
Allied Circuit Techniques Ltd 
TWINKIT 
Jensen Mfg. Co. 
w OD 


Bel & Lee Ltd. 
Twist GUIDE 

Airtron Canada Ltd 
TYNEE-DRY 

Pyramid Electric Co. 
TYPOTRON 

Hughes Prods. 
TYR 

Dow Chemical of Canada Lid. 
TYTEX 

The Electric Storage Battery Co 

(Canada) Ltd 


UKC 

Universal Transistor Prods. Corp. 
ULTRA-LINEAR 

Acro Prods. Co 
ULTRA-SWEEP 

Kay Electric Co. 
ULTRAVERTER 

Blonder-Tongue Labs., inc 
ULTRAVISCOSON 

_ Bendix Aviation Corp. 


Illinois Condenser Co. 
NAX 


_ 3 Mfg. Co 
UNDARK 

U.S. Radium Corp 
UNE CAP 

United Electronics Mfg. Corp. 
UNICHANNEL 

Motorola Overseas Corp. 
UNILAB 

Rainbow Radio Mfg. Co. Ltd 
UNILINE 
Cascade Research, Div. of Mono- 

gram Precision Industries, Inc. 
UNIONARC 


Renfrew 


UNIONMELT 
Linde 


Co. 
UNIPIVOT 
Cambridge Instrument Co. Ltd. 
UNIPOLE 


Aaa en Corp. Ltd. 
UNISPE. 

athe Time Corp 
UNITAG 
¥ Harwin Engineers, Ltd. 


Stromberg Time Corp 
UNIVAC 

Remington Rand Ltd. 
UNIVERSAL 

Dielectric Prods. Engrg. Co. Inc 

Mueller Electric Co 

Shielding, Inc. 
UNI-W 

emaepert Insulated Wire Co 


U.S. Dynamics Corp 
USECO 
Litton 


Div. 

UTIL-A-PAC 

Standard Television Prods. Ltd 
UTILATOR 

Kay Electric Co. 
UTILICON 
UTILISCOPE 

UE 


UTILIV 
Diamond Specialty Ltd 


Industries, Components 


vV 


V-BLOC 
V-PAC 

Computer Control Co., In 
VACION 

Varian Associates 
VACU-BREAK 

BullDog Electric Prods. Co 
v‘Hligh Voltage Engrg. C 

i oltage Engrg. Corp. 

VARFLO 


VARGLAS 
Varflex Corp. 
VARIAC 
General Radio Co. 
/ARICAP 


Pacific Semiconductors, Inc. 

VARI-CHOKE 

Superex Electronics Corp 
_a 


VA 
Elco Co: 
VARIPLO 
Electronic Associates, Inc 
VARI-SWEEP 
Kay Electric Co. 
VAW 
vie Rey Fluke Mfg. Co., Inc. 
Manheim Mfg. Co. 
VEEROD 
Belling & Lee Ltd. 
VELCO 


Virginia ppestonics Co., Inc 
VELODYN 

Li ool Ltd. 
VELVET GRIP 

Saxton Products Inc 
VENTICOOL 
VENTISEL 

Electronic Devices Inc 
VERITHERM 

vena oan 7 Ltd. 


Howell ions Co. 
VERNISTAT 

Perkin-Elmer Corp. 
VERSALITE 

Dominion Rubber Co. Lid. 
VERSATROL 

Assembly Products, Inc 
VERTICOLLECTOR 

Belling & Lee Ltd. 

VHS LAY 

Anca. predeet, Inc 
VIBRACH 

os ny, Inc. 
VIBRALYZER 

Kay Electric Co. 
VIBRASENDER 

Motorola Overseas Corp 
VIBRASHOCK 

Robinson Aviation, Inc. 
VIBRASPONDER 

Motorola Overseas Corp 
VIBREX 

General Tire & Chemica! Co. 
VIBRISTO! 

Vibration Research Labs 
VIBROGROUND 
VIBROTEST 

Associated Research, Inc 
VIBROPAD 

Vibron Ltd. 
VIBROTO 

Rawiplug Prods. 
VIBROTRON 

Borg-Warner Controls, Div. of 

Borg-Warner Corp 
VIDALIGNER 
Kay Electric Co. 


(Canada) Lid 





Trade Names 


VIDEOTAPE 

Ampex Corp. 
VIDIGAGE 

Branson Instruments, Inc. 
VIEWFLEX 
VIEWROD 

Belling & Lee Ltd. 
VINYGLAS 

Suflex Corp. 
VINYLITE 
Canadian Resins Div 
VISIONEERED 

Federal Pacific Electric of 


ada 

VISIPLUS 

Electrical Mfg. Co. 
VOICON 

Radio Frequency Labs., Inc 
VOXETTE 

Amplivox Ltd. 
VOYCALL 

Lake Mfg. Co., Inc. 
VUEFAX 

Decca Radar Ltd. 
VULCOID 


Continental-Diamond Fibre « 


Canada Ltd. 


Ww 


w/B 
bat ae Electrical Radio 
Ad. 


WASP 

Air Reduction (Canada) Ltd 
WATERLOO 

Proto Tools of Canada Ltd. 
WEARITE 


British Ferrograph Recorder Co 
Ltd 


td. 

WEATHERMINDER 

Texas Electronics Inc 
WEIGHT-METER 

Sioux Radio Prods. 
WELCON 

Welwyn Canada Ltd. 

Welwyn Electrical Labs. Ltd. 
WELDMATIC 

Unitek Corp., Weldmatic Div. 
WELDPAC 


Dubilier Condenser Co. (1925) 
Ltd. 


WELMEG 
Welwyn Canada Ltd. 
Welwyn Electrical Labs., Ltd 
WELMET 
Welwyn Canada Ltd. 
Welwyn Electrical Labs., Ltd 
WESTALITE 
WESTAT 
WESTECTOR 
Westinghouse Brake & Signal 
Co. Ltd.. 
WIBA 


F. Wieland Elektrische Industrie 
imbH 


Gmb 


WIEDMATIC 

Wiedmann Machine Co. 
WIFE-SAVER 

Mark Simpson Mfg. Co., Inc 
WILBAC 

Bach-Simpson Ltd. 
WINCHESTER 

Continental Connector Corp. 
WINDJAMMER 

Nuclear Measurements Corp 
WINROD 

Belling & Lee Ltd. 
WIRE-WRAP 

Gardner-Denver (Canada) Lid 
WISSH 
WISSH-JET 

Workman TV, Inc. 
WIZARD 

Charles Engrg., Inc 
WORDEN 

Texas Instruments Inc 
WRAP-A-WIRE 

Malco Mfg. Co. 
WYMA TROPYDUR 

Wilhelm Westermann 


X 


X-L-X 


Excellex Electronics Inc 





NOTES 
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XRAD 
XRL 


_X-Ray & Radium Ltd. 


X-Y 


Stromberg-Carlson Co. 


XTEND-IT 
Workman TV, Inc. 


Y 


YELLOW JACKET 


Air Reduction (Canada) Ltd 


Z 


ZENIAC 


International Rectifier Corp 
ZEPHYR PIONEER 


ZEPHYR ROYAI 
Trio Mfg. Co 
ZERLON 


Dow Chemical of Canada Ltd 


ZEROMATIC 


Beckman Insts. Inc., 


Insts. 
ZIP TERMINALS 


Vector Electronic Co. 


JUNE 


Scientific 


1960 





Variable 
‘ Resistors 
Switches Composition, Wirewound, 
Rotary and Lever action, Miniature and Sub-Miniature, 
Ceramic and Phenolic, Linear Motion 
General purpose, 
Miniature and Sub-Miniature 


Ceramic Capacitors 


Disc and Tubular, Transistor 

Circuit, Trimmers, Feed-thru, 

Transmitting, High Voltage, 
Temperature 
Compensating 


See your 
(Ot —Talig-it-te) 
Tareler-jiat-1 
rolE-Sigleleiiels 


¥ 





To meet the growing demand for CENTRALAB electronic components, 
we have recently moved to a new plant in Ajax, Ontario. 

Besides increased production of present products, new components 
are being added. Sales, engineering and production departments are 
available to service your requirements. 

For immediate delivery of CENTRALAB switches, ceramic capacitors 


CONTROLS and variable. resistors, see your CENTRALAB industrial distributor 


CAPACITORS 

SWITCHES 

CERAMICS 

PRINTED ELECTRONIC CIRCUITS 


or contact- 


n 


P.O. Box 400, Ajax, Ontario 


For further information mark No. 68 on Readers’ Service Card 
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Non-burning epoxy 
casting compound 175 

Hysol 15-032 is a_ two-compound, 
filled epoxy casting system recommended 
for use on transformers and other elec- 
tronic and electrical parts. “Non-burn- 
ing’ under ASTM D635-56T and “self- 
extinguishing” under MIL-I-16923C and 
MIL-T-27A specifications, it is flexible 
and can be used as embedding material 
when required to meet thermal shock 
conditions. A section of the cured ma- 
terial snuffs out immediately upon re- 
moval from the flame. It is available in 
white and pastel colors. 

Hysol (Canada) Ltd., Toronto. 


Transistor 
enclosure 176 

This new micro-miniature transistor 
enclosure is small enough to permit com- 
ponent densities on the order of 1,000,- 
000 parts per cubic foot — approxi- 
mately 16 times greater than present 
maximum component density. The en- 
closure is a flat package measuring 0.125 
inch wide, 0.180 inch long, and 0.060 
inch high. About 42 such enclosures can 
be mounted on one square inch multi- 
element wafer, and still add only about 
1/16 inch to its thickness. 

The design features a cold welded, 
metal-to-glass, hermetically sealed pack- 
age providing a minimum seal length of 


144 


New products 


0.050 inch. It will 
standard computer 

Philco Corp. of 
Mills, Ont. 


house any 
transistor. 
Canada 


Ltd., Don 


Sealed contact 
reed relay 177 

The Clareed relay uses sealed contacts 
to give an extended service life virtually 
free from contact contamination. The 
magnetically operated contacts are en- 
closed in an inert gas inside a hermet- 
ically sealed glass capsule. They have 
been designed primarily for transistor 
drive applications as well as computers, 
data processing and automation equip- 
ment. Single capsule relays with indi- 
vidual coils or combinations of many 
capsules surrounded by a common coil 
are available to meet designers’ require- 
ments. 

C. P. Clare Canada Ltd., Toronto. 


Trimmer 
capacitor 178 
These trimmer capacitors provide lin- 
ear tuning at the rate of 0.4 pf per turn. 
Four models, each designed for panel 
mounting, have capacitance ranges of 
1-to-4.5, 1-to-8.5, 1-to-12 and 1-to-80 pf. 
A newly designed direct traverse mech- 
anism provides absolute torque control 
and eliminates backlash. A non-travers- 
ing, 0-80 adjusting screw provides fixed 


CANADIAN 


type of 


cavity tuning. The core has positive 
stops at both ends of the tuning stroke. 

Metal parts are made of silver and 
brass to attain a temperature coefficient 
of capacitance of —S0O ppm/deg. C. 
Silver plating provides minimum corro- 
sion resistance as well as a minimum Q 
factor of 500 to 50 mc. 

Corning Electronic 
Bradford, Pa. 


Components, 


Rugged tv 
camera 179 

Transistorized closed circuit tv camera 
model TE-9-A has been built for per- 
formance under extreme conditions of 
noise and vibration. It is enclosed in a 
dust-tight housing measuring 11% in. 
long and 5% in. diameter. The camera 
provides 1.4 peak-to-peak composite video 
output and requires a power input of only 
18 watts. In scanning it uses 525 lines, 
2:1 interlace and 60 cps field rate. It 
can be used down to 1.0 footcandle scene 
illumination and operates over 80 C 
temperature range. 

The camera will use virtually any 
standard 16 mm lens and is equipped 
with a remote turret for mounting four 
lenses at one time. A number of acces- 
sories are available. 

Canadian General 
EE & TD,, Toronto. 

(Continued on page 156) 


Electric Co. Ltd., 


ELECTRONICS ENGINEERING JUNE 1960 





take 
the 
Stromberg-Carlson 


SPENDING 14 MINUTE NOW CAN PAVE 
THE WAY TO IMPORTANT SAVINGS 


Right now try to reach the three people 
in your organization with whom you need 
the most frequent contact. Allow 10 sec- 
onds for each one. 

If you failed to reach any of the three 
individuals in 10 seconds, your firm may 
have that all-too-common business ail- 
ment we call intercommunication lag. 

The first essential step in curing this 
profit-consuming malady is to call your 
Stromberg-Carlson communication con- 
sultant. He’s a well-qualified specialist 
who can study your operation, isolate the 
problems—and make an impartial recom- 
mendation of the type of equipment re- 
quired to meet your specific needs. 


Look in the Yellow Pages under “Public Address & Sound Equipment,” or fill out and mail the coupon. 


Because Stromberg-Carison is the only communications manu- Hackbusch Electronics Limited 

facturer specializing in all of these types of systems, we can im- 23 Primrose Ave., Toronto 4, Ont. 

partially recommend the one exactly right for you. I didn’t pass the Instant People test! Please send [] Communication consultant 
(0 Literature. I am interested in: [] 1. Custom-engineered paging system [) 2. 
Dial-X® [ 3. Key-municator* [] 4. Pagemaster® 


Name 


Firm Name ............ 





Address 
Exclusive Canadian representatives 


HACKBUSCH ELECTRONICS LIMITED 
STROMBERG-CARLSON 


A DIVISION OF GENERAL DYNAMICS 
For further info-mction mark No. 69 on Readers’ Service Card 
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Completely 
CANADIAN MADE 


- INSTRUMENTS 


— 


_ G\ PORTABLE 
AND LABORATORY 
_ INSTRUMENTS 


GY ELECTRONIC 
INSTRUMENTATION 


Only a complete Canadian 
instrumentation facility 
can offer the kind of 
service Canadians need. 
Bach-Simpson Ltd. is 
complete — in research, 
design, tooling and 
manufacture. 


If our standard line of 

* instruments, complete 

“as it- is won't meet your 
requirements, ask us to 
demonstrate the unique 
combination of skills we 
can offer in the design of 
specialized instrumentation 
to meet your specific 
problem. 


LIMITED 


Bach-Simpson : 


mark No. 70 on Reader Service Card 
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For your library 





Mathematical foundation given 
for network analysis 


Analytical 
Transients 

T. C. G. Wagner; John Wiley & 
Sons, Inc., New York; 202 pp; $8.75. 


Reviewed by S. G. Jones, Radio and 
Electrical Engineering Division, Na- 
tional Research Council, Ottawa. 

This book is primarily a text for a 
graduate course in electrical engineer- 
ing. It seeks to provide a better mathe- 
matical foundation for the elementary 
knowledge of network analysis acquir- 
ed in undergraduate courses. Profes- 
sor Wagner’s treatment of the subject 
has the straightforward, rigorous ap- 
proach of the applied mathematician, 
with emphasis on derivations and 
proofs, followed by illustrative ex- 
amples. There is a minimum of con- 
cern for techniques and physical inter- 
pretations. 

Early in the first chapter, the Laplace 
transformation is introduced, and its 
use is compared with classical methods 
of solving differential equations. This 
is followed by a general treatment of 
network analysis, with emphasis on 
methods rather than solutions. Chapter 
3 deals in some detail with initial tran- 
sient behavior and the influence of 
discontinuities on the response of a 
system. In the fourth chapter, first 
Fourier series and then the Fourier 
integral are discussed to establish a 
logical basis for the Laplace transform. 
The next chapter is devoted to stability 
considerations and the theorems of 
Sturm, Nyquist and Routh. The last 
two chapters contain a concise but 
fairly complete discussion of the more 
useful properties and applications of 
the Laplace transform, a brief consid- 
eration of complex variable theory and 
the inversion integral, and applications 
of the Laplace transform to the partial 
differential equations of transmission 
lines. 

Professor Wagner has presented con- 
cisely and well a lot of information in 
the brief span of 200 pages. Addition- 
al space could have been used to ad- 
vantage to achieve a better sense of 
continuity in the work, but instead a 
block diagram has been included in 
the preface showing the interrelations 
of subject matter. Other victims of the 
space limitation, presumably, which 
are conspicuous by their absence in- 
clude a bibliography, and a table of 
operations and transforms for the use 
of students in working the problems. 


CANADIAN 


Circuit Theory of Linear 
Noisy Networks 

H. A. Haus and R. B. Adler; M.1.T. 
Technology Press and John Wiley & 
Sons, Inc., New York; 79 pp; $4.50. 


Reviewed by E. L. R. Webb, Radio 
and Electrical Engineering Division, 
National Research Council, Ottawa. 

This interesting little book has been 
called a monograph, i.e. a treatise on 
a single subject, but it appears to be 
more in the nature of a collection of 
journal articles as the authors them- 
selves indicate in the Preface and In- 
troduction. Whereas, monographs are 
traditionally self-contained treatments 
of some specialized theme hence 
their great value to anyone wishing to 
concentrate for a time on a particular 
subject — the present one tends to 
lean on contemporary books and tech- 
nical journals. 

Therefore, it is easier to recommend 
to the serious and currently active 
worker even though he will likely be 
familiar with it already, rather than to 
the interested but more casual reader 
who may not have all the reference 
material at hand. 

The subject matter of this book has 
been limited to the spot-frequency op- 
eration of linear devices, presumably 
to take advantage of the methods of 
matrix calculus, which are used ex- 
tensively. This may scare off some 
older engineers who will have to take 
the proofs on faith. Also, the matrix 
notation employed fails to keep in evi- 
dence the distinction between scalars 
vectors and matrices; in this respect 
the authors themselves may be victims 
of local custom. 

From the initial matrix description 
of a noisy network, the authors pro- 
ceed to a so-called “characteristic- 
noise” matrix, which, after lossless 
(noise-free) transformations to the 
canonical (diagonat) form, puts in evi- 
dence certain parameters or invariants. 
These constitute the essential defini- 
tion of the “noisiness” of the network 
and so define the best performance 
that can be expected of the amplifier. 
In the course of the work, the older 
notions of noise-figure and available 
power are extended to the more gen- 
eralized concepts of noise-measure and 
exchangeable power, mainly to ac- 
commodate negative resistance de- 

(Continued on page 150) 
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MODEL 119 D.C. 
MODEL 120 A.C. 


: | Bach Simpson 
TEST EQUIPMENT 
i for: 


EDUCATIONAL 
INDUSTRIAL 


and SCIENTIFIC 
APPLICATIONS 


MODEL 19 D.C. 

MODEL 20 A.C. 
A wide range of standard Testers, 
from hand-sized portables of stand- 
ard 2% accuracy to 42% bench and 
portable standards is in regular 
production. Special and multi-range 
instruments are available in addition 
to the standard types listed in our 


MODEL 9 D.C. 
MODEL 10 A.C. , catalogue C14A. 


——. 
( Bach-Simpson ) 


LIMITED 
1255 Brydges St., London 


MODEL PPI D.C. 
MODEL PP2 A.C, 


For further information mark No. 70 on Readers’ Service Card 
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U. S. Components are headquarters for 
all precision connectors for use in Avionics, 
Automation, Communication, Controls, 
Instrumentation, Missiles, Portable Equip- 
ment, Printed Circuits, Test Apparatus 
Name it . . . we have it! 


FREE SHORT FORM CATALOG 
FOR ALL PRECISION CONNECTORS 





associated with U. S. Tool 
& Mfg. Co., Inc. 

454 E. 148th St. 

New York 55, N. Y. 
CYpress 2-6525 





f U. 5. Components, Inc. 








In advanced microwave development. . . 


FACILITIES 


make the Difference 


Mi Creative microwave engineering 

talents work best when equipped with 

extensive test and production facilities, yay my 
Here at PREMIER, our inventive, ex- Mtsnuation—25 ob at 1.75 VSWR 
perienced engineers have at their dis- | ie ae 
posal test and production equipment so 

modern that it may well be the best in 

the entire microwave industry. 

These integrated facilities enable 

PREMIER to exercise complete control 

over all steps of production from theory mn POWER VARUSLE 

to finished component, thereby assuring ATTENUATOR 
complete uniformity. . . . and over-all semathe : 1 tema 
excellence. 

Whatever your problem in advanced 
microwave development, you can expect 
to find your most efficient . . . and 
economical . . . solution at PREMIER. 
Some typical PREMIER products are 
depicted at the right. 


p Pe e ivi i Ee FR WAVEGUIDE SWITCH 


INSTRUMENT CORP, 2288 


33 New Broad Street, Port Chester, N. Y. 
THE WAVEGUIDE HOUSE 


& Km 
Attenuation—.1-40 db at 
1.15 VSWR 








J. J. MACQUARRIE SALES 


REPRESENTED BY 


46 St. George St., Toronto 5, Ont., Telephone WAlnut 3-2455 COAXIAL DIRECTIONAL 


COUPLER 
Coupling Values—20 to 50 db 





For key numbers see Advertisers’ Index Directivity—greater than 30 db 
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FREQUENCY SELECTIVE DEVICES 


~~ Buon 


@ SIGNALING SYSTEMS @ REMOTE CONTROL 
DATA TRANSMISSION @ FREQUENCY DETECTION 
TONE GENERATORS @ AUDIO FILTERS 
FREQUENCY STANDARDS e@ TELEMETERING 


RESONANT REED RELAYS 
AND OSCILLATOR CONTROLS 


Reson-ator Resonant Reed Relays and Oscillator Controls are 
precision electro-mechanical devices engineered to provide the 
finest, most economical method of detection and generation of 
frequencies in the audio range. Ideal for any application requir- 
ing the stability and long life characteristic of this tuning fork 
type device. 


THE BEST 
WIRING METHOD 
BETTER .. . 


* SNAP-IN CORNER, TEE AND STRAIGHT-THRU FITTINGS. 


Brief Specifications — 

Frequencies: 20 cps to 1600 cps 

Coil resistances: 1 to 1500 ohms DC. 

Temperature stability: + .0025%/C° from —40°C to + 
100°C. , 
Reference 25°C. PANDUIT CORP. 'Ghitoge telephone: Hilltop 53134, 
Enclosure: Drawn copper can, .750” x .750” x 3.281” overall. 
Provided with standard 7 pin hermetic seal header. 

Relay Bandwidths: To suit customer's requirements. 

From + .1% to + 4%. 

Complete specifications and application data available upon 


BF SERIES 


BATTERY HOLDER 


BF Series Transistor Battery Holder accommodates batteries and 
cells with diameters up to 1%” and lengths from 1 19/64” to 
7 3/16” making it possible to use different battery combina- 
tions to obtain a wide selection of DC voltages. Batteries can be 
exchanged simply by unscrewing the holder cap. Designed for 
mounting up to a 15%” diameter hole and %” thick panel. 


nquiries for special batter older len an iameters are . . . 
a ey sees Circuitry Build-Up Is Made 
Easier With SEEZAK Parts 


More than 450 precision aluminum, phenolic and epoxy 
SEEZAK special electronic parts offer the engineer, tech- 
nician and ham complete flexibility, versatility and adapt- 
ability to any system or circuitry breadboard or build-up. 








500 SERIES: (F SERIES SHOWN) Accommodates batteries rang- 


ing from 1 3/16” to 1%” diameter and lengths from 2 3/16” 
to 7 3/16”. 

400 SERIES (NOT SHOWN) Accommodates batteries ranging 
from 1” to 1%” diameter and lengths from 1 11/16” to 
6 3/16”. 

300 SERIES: (NOT SHOWN) Accommodates batteries ranging 
up to 11/16” diameter and lengths from 1.300 to 5.850. 


SECURITY DEVICES LABORATORY 


Patented, interlocking modular parts are pre-punched for 
use with standard fixtures, hardware and components 
Expandable, interlocking chassis range from 2” x 2” 
microminiature to 17” x 17” standard sizes. Relay rack 
panels, pegboards, terminals and hundreds of other pre- 
cision, intermeshing parts make up the line. 


Seelik SPECIAL ELECTRONIC PARTS 


ROCHESTER 21, NEW YORK Mfg. by RIMAK ELECTRONICS, INC., North Hollywood, Calif., U.S.A. 





REPRESENTED BY 


J. J. MACQUARRIE SALES 


46 St. George St., Toronto 5, Ont., Telephone WAlnut 3-2455 


Electronics Division of 


Sargent & Greenleaf, Inc. 


For key numbers see Advertisers’ Index 
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rom the AMCI Catalogue 





nS 


TYPE 1038 


5 TYPE 


X 


AUTOMATIC IMPEDANCE PLOTTERS 


® Continuous impedance display with frequency 
@ Available in portable and rack-mounted units 





Type Frequency Range (mc) Line Size 





12 2.5-250 
11- 30-400 
11- 180-1100 





® Residual swr under 1.010 
© Rated error in detected signal under 1.005 
@ Available with a wide variety of tapered reducers 





Type Frequency Range (mc) Impedance (ohms) 





50 or 75 
50 or 75 
50 or 75 
50 or 75 
50 or 75 


50-3000 
75-3000 
100-3000 
150-3000 
300-3000 


1026-13 





loge?) 7-4 Sams) Ab aod. ts) 


© High power ratings; swr under 1.06 
© Pressurized 
® Motor-driven and manually operated medels 





Type Line Size 


1038 
1136 


Frequency Range (mc) ¥ 
0-450 6%” 
a 0-500 3%” 

Very high peak power models for radar applications 














~ 1038-HV 0-4 6%” 


0-450 
1136-HV 0-500 3%” 





INSTRUMENT LOADS 


© High stability; very low swr 
® Nearly all transmission line sizes 





Line Size Max SWR 





Type Frequency Range (mc) 


0-1100 
0-1000 
0-1000 
0-650 


a Type N_ 


8 
1%” 


11088 3h" 





HYBRIDS 


® Very broad band ®@ Very low residual unbalance 





Frequency Range (mc) ee 
60-120 -50 °° — 
120-240 


Type 
1027-K 


Max. SWR 











| 





480-960 
800-960 
975-1175 

TV Channels 2-13 





0 Oud put} Ons bao Od Ga] tnt Oo tm | Od td i Od 
CONN DUaSl WUD owWsd 


on 





OTHER PRODUCTS 


TAPERED REDUCERS TV BROADCASTING ANTENNAS — 
LINE STRETCHERS directional and omnidirectional 


DIPLEXING FILTERS ADJUSTABLE MATCHING NETWORKS 
VOR ANTENNAS IMPEDANCE STANDARD LINES 


ANTENNA SYSTEMS — COMPONENTS — AIR NAVIGATION AIDS — INSTRUMENTS 


y ALFORD 


For further information mark, No. 76 on Readers’ Service Card 


Manufacturing Compan) 
299 ATLANTIC AVE BOSTON, MASS 
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vices. Further, it is shown that the 
optimum operation of a given ampli- 
fier can always, at least in principle, 
be realized. 

Finally, there is a sound philosophi- 
cal reminder that there may be com- 
peting considerations beside noise per- 
formance in practical system design. 
All in all, the authors have provided 
a useful new perspective on minimum 
noise considerations in systems of 
many degrees of freedom. 


Publishers’ new 
releases 


Russian patents gazette 

Concise abstracts of Russian patents 
are arranged under convenient subject 
headings which enable the user to lo- 
cate those items of interest to him. They 
also facilitate retrospective searches 
through the records of earlier patents 
Copies of the original patents are avail- 
able, along with translations into English. 
The monthly publication is available as 
follows: Russian Patents Gazette (com- 
prehensive), $120 per year; General, 
mechanical and electrical section only, 
$80 per year; Chemistry and chemical 
engineering section only, $80 per year. 
Technical Information Co., Chancery 
House, Chancery Lane, London, W.C. 2, 
England. 


Electronic forum bulletin 

This bulletin, to be published at irre- 
gular intervals, is prepared by the Elec- 
tronic Forum for Industry, a group of 
associations from the electronics in- 
dustry. EFFI has been set up to help 
technical committees in interested asso- 
ciations whose members use electronics 
The bulletin contains papers dealing with 
the use of electronics, and may be ob- 
tained from the Electronic Engineering 
Association, 11 Green St., London, W.1., 
England. 


United Kingdom scientific 
publications 

The following publications relating to 
science and atomic energy are available 
from local offices of the United King- 
dom Information Service (check tele- 
phone books for addresses in Quebec, 
Montreal, Toronto, Winnipeg, Edmonton 
and Vancouver) or directly from the 
United Kingdom Information Service, 
806 Commonwealth Bldg., 77 Metcalf 
St., Ottawa. Prices shown include post- 
age. y 

U.K. Atomic Energy Authority fifth 
annual report, 95Sc. 


Scientific and Engineering Manpower 
in Great Britain, 1959 (Cmnd. 902) 59c. 
The report considers the demand for and 
the supply of scientists and engineers in 
the main fields of employment. 


Annual Report of the Advisory Coun- 
cil on Scientific Policy, 1958-59 (Cmnd. 
893), 23c. This report refers briefly to 
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the above report, then goes on to con- 
sider such matters as space research, the | 
National Lending Library of Science and 
Technology, the United States Agencies’ | 
research contracts with British Universi- 
ties and Institutions, and overseas scien- 
tific relations. 

Scientific Research in British Universi- 
ties 1958-59, $4.67. This annual publica- | 
tion outlines the scientific research being 
carried out in British universities and uni- | 
versity colleges in the fields of natural 
science, engineering and other forms of 
technology, medical and _ agricultural 
studies. (446 pp.) 





Catalogues and 
brochures 


Conformal Casting of motors, trans- | 
formers and printed circuits, is an 8-page 
booklet on methods of forming molds for 
casting resins. Minnesota Mining and 
Manufacturing of Canada Ltd., London, 
Ont. (166) 


& 


A return to sanity in computer control, | 
bulletin S-4019, cuts through the confu- 
sion surrounding the subject of process 
computer control. Written in layman’s 
language, the 28-page booklet provides 
answers to some common problems of 
computer contro! and gives details on a 
method of developing a reliable computer 
control system with a minimum capital 
commitment. (167) 

Some plain talk about fuel cells, pub- 
lication GED-4111 is a 12-page booklet 
discussing basic facts about fuel cells, 
including how they work, problem areas, 
various types under development, and | 
technical data. Canadian General Elec- 
tric Co. Ltd., EE&TD Dept., Toronto. 

(168) 

Dialor is a circular slide rule designed 
to facilitate the calculation of both sinu- 
soidal and random vibration levels. Ling- | 
Altec Electronics, Inc., Anaheim, Calif. 

(169) | 

Sampling oscillography is an 8-page | 
application note (No. 36) that traces the | 
history of the sampling technique and its 
recent application to oscilloscopes. Hew- 
lett-Packard Co., Palo Alto, Calif. (170) 

Index of transistor circuit application 
reports, lists 84 application laboratory 
reports covering applications of transistor 
circuitry. The individual reports are also 
available. Philco Corp. of Canada Ltd., 
Don Mills, Ont. (171) 


Measures 1 my to 1000 y 


Model 314 


gives 


you 
these 
advantages: 


Price: $300. 


@ Same accuracy and precision at ALL points on a logarithmic 
voltage scale and a uniform DB scale: 3% to 3 mc; 5% above. 
@ Only ONE voltage scale to read with decade range switching. 
@ Probe with self-holding connector tip enables measurements to be 
made directly at any point of circuit. 
@ High input impedance of 11 megohms shunted by 8 pf insures 
minimum loading of circuit. 
@ Can be used as 60 DB video pre-amplifier. 
For 8 years this has been a widely-used instru- 
ment in the laboratory and for quality control 


Write for brochure giving many more details 


- Since 1932 — 


Boonton, New Jersey 


CHECK WITH BALLANTINE FIRST FOR LABORATORY AC VACUUM TUBE VOLTMETERS, REGARDLESS OF YOUR REQUIREMENTS FOR 
AMPLITUDE, FREQUENCY, OR WAVEFORM. WE HAVE A LARGE LINE, WITH ADDITIONS EACH YEAR. ALSO AC/DC AND OC AC 
INVERTERS, CALIBRATORS, CALIBRATED WIDE BAND AF AMPLIFIER, DIRECT-READING CAPACITANCE METER, OTHER ACCESSORIES 


BAYLY ENGINEERING, LTD., FIRST STREET, AJAX (TORONTO), ONTARIO 
For further information mark No. 77 on Readers’ Service Card 
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ENVIRONMENTAL TEST CHAMBERS 





TEMPERATURES TRAVEL TO JOB 


Smart man, Mahomet. When the mountain wouldn't come to him, he 


started traveling. 


Conrad engineers used the same common-sense reasoning in solving 
a special environmental testing problem. A government agency needed a 
source of conditioned air for testing components 


in remote walk-in chambers. Easy, when 
you know your business. Conrad put 
electric heaters and a refrigeration sys- 
tem in an aluminum semi-trailer. Range, 
-100 F. to +300°F. The unit is on the 
job — always ready to go anywhere 
there's a chamber and conventional or 
truck generator power source. 

For all your standard and special en- 
vironmental test chamber needs — tem- 
perature, humidity, altitude, vibration — 
contact the company that's got the 
experience, the engineering, and the 
manufacturing. That's Conrad. Offices 
nation-wide and in Canada to serve you. 


Exhaust and intake ports of Conrad mobile unit 
Conditioned air is forced by self-contained blower 
into separate chamber. Return air is connected by 
insulated duct piping. Air-cooled condensers, com- 
pletely enclosed, eliminate need of water for cooling 


Write For Bulletins and Name 
of Your Nearest Conrad Representative 


Subsidiary, Crampton Mfg. Co., 
Grand Rapids, Michigan 


HOLLAND, MICHIGAN 


For further information mark No. 78 on Readers’ Service Card 
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| People — continued 

| 
Sales engineer and 
office manager 

E.C.C. Canada Ltd. has appointed 

V. Southon, Assoc. I.E.E., to the posi- 
tion of chief inside sales engineer and 
office manager of their Toronto office. 
Mr. Southon was recently secretary- 
treasurer of Electrical Maintenance 
and Repairs Co. Prior that he serv- 
ed with the Hydro-Electric Power 
Commission of Ontario and with the 
Eastern Electricity Board in England. 





Burroughs names service 
engineering manager 

In a recent promotion at Burroughs 
Adding Machine Co., of Canada, Ltd., 
M. L. Peterson became service en- 
gineering manager. He succeeds J. C. 
Chadwick, who has been named serv- 
ice manager of the company’s Toronto 
office. 

Peterson has behind him 35 years’ 
service with the Canadian concern 
and its parent company in the UV. S. 
He returns to Canada to take up his 
new appointment after nine years in 
the U. S. where he was regional serv- 
ice manager for the corporation’s cen- 
tral states region. 


cont 


Peterson Landolt 


Appointments at Glendon 
Instrument Company 

Two appointments have just been 
announced by Glendon Instrument 
Co. Ltd. S. A. Rybb has been appoint- 
ed treasurer of the company; he has 
also been elected a director of the 
company. 

Peter G. Landolt has joined the 
company as a sales engineer. He grad- 
uated from McGill University in 1957 
with a BSc degree in electronics. Since 
then he has been with the RCAF as 
all-weather navigator-observer. He will 
be specializing in telecommunications 
equipment. 


Canadian Engineer for 
U. S. Space project 

An engineer on the staff of Tech- 
nical Materiel Corp. (Canada) Ltd., 
has been appointed co-ordinating en- 
gineer on the U. S. space program 
“Project Mercury.” He will be work- 
ing with engineers of the U. S. com- 
pany and also of Western Electric Co. 
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The engineer is Michael Yurko, 
B.Sc., MEIC, P.Eng. He is best 
known for his work on the design and 
co-ordination of complex communica- 
tion installations. 

“Project Mercury” is a National 
Aeronautics and Space Administration 
program concerned with putting a 
manned satellite into orbit. 


Associate director appointed 
by National Research Council 

Dr. D. W. R. McKinley, O.B.E., 
has been appointed associate director 
of the radio and electrical engineer- 
ing division of the National Research 
Council. 

He joined NRC in 1938, the year 
he graduated from the University of 
Toronto with his Ph.D. During the 
Second World War he supervised de- 
velopment of long-range radar equip- 
ment and since then has become in- 
ternationally known for his work on 
meteors. 

He has been assistant director of the 
radio and electrical engineering divi- 
sion since 1954. 


Veteran CP newspaperman 
becomes COTC director 

With the retirement of Major James 
Hamilton, the Department of Trans- 
port has appointed Gillis Phillip Pur- 
cell to succeed him as a director of 
the Canadian Overseas Telecommu- 
nication Corp. 

Purcell, who is general manager of 
the Canadian Press news service, was 
born in Brandon, Man., the son of a 
newspaperman. He served on _ the 
weekly Hanna (Alberta) Herald and 
on the Border Cities Star of Windsor, 
before joining the Canadian Press in 
Winnipeg in 1928. He served in the 
Winnipeg and Ottawa offices before 
being appointed assistant news editor 
at Toronto in 1931. Three years later 
he was promoted to general super- 
intendent. 

During the last war he served over- 
seas, first as a CP correspondent, later 
as public relations officer of the First 
Canadian Corps. 


E.M.I.-Cossor’s new vp 
comes from England 

The new executive vice-president 
of E.M.1.-Cossor Electronics Ltd., is 
Wallace Pigdon. He was until recently 
general manager of one of the com- 
pany’s branch factories in England. 

Also announced by the company is 
the return of W. Clifford Morgan to 
England where he will head a new 
division of the parent company, E.M.I. 
Electronics Ltd., of which he is a di- 
rector. Morgan was responsible for 
the reorganization of the Canadian 
company after it opened its new plant 
in Dartmouth, N.S. 





THE AMCO MODULAR 
INSTRUMENT ENCLOSURE SYSTEM 


CUSTOM 


TWO COMPLETELY NEW LINES ADDED IN STEEL AND ALUMINUM TO GIVE 
3 COMPLETE MODULAR FRAME LINES IN ONE OVER-ALL SYSTEM 





A Ameo Custom Line. Removable multi- 
panels and cowlings based on 19” incre- 
ments of width. Custom, single-unit ap- 
pearance for frames mounted in series 
ideally suited for complex console ar- 
rangements. The 19!\," width of frame 
saves space in series mounting of frames. 
Constructed of double-channel 16 gauge 
cold-rolled steel. Conforms to EIA 
mounting standards. 


Amco Semi-Custom Line. Removable 
multi-width cowlings provide a semi- 
custom, single-unit appearance for 
frames mounted in series. Extra rugged, 
wide box-type channel frames provide 
greater internal mounting area. 19” wide 
panels of any thickness can be recessed 
—from a flush-mounted position to any 
desired depth. Box type channel con- 
struction of 14 gauge cold-rolled steel. 
Conforms to EIA mounting standards. 


Amco Aluminum Line. This system of 
aluminum box extrusions and cast 
corners allows easy assembly of cabinets 
in any size from 7” to 20’ in height, 
width or depth. Corners and extrusions 


lock together by hand with built-in lock- 
ing device. All sizes are standard. Ideal 
for stocking and odd-ball sizes. Cast 
and hardened corners of 356-T6 alumi- 
num as described in Federal Spec 
QQ-A-596a. Extrusions of 6061-T6 
aluminum as described in Federal Spec 


QQ-A-270a. 


Ameo Accessories. A full line of Amco 
integrated accessories such as blowers, 
chassis slides and mounts, lighting, doors, 
drawers, dollies and many more avail- 


able for A, B and C shown. 


Cost savings. All the above—or any 
part thereof — may be ordered under one 
combined discount schedule base de- 
termined by order dollar value. Orders 
received at one time with one delivery 
date may also be combined. Free pre- 
assembly by Amco provides additional 
savings in time and installation. 

3 week delivery on all standard parts. 
We welcome inspection of our plant and 
facilities. Send for your free Thesatuve 
now. 


AMCO ENGINEERING CoO. 


7333 W. Ainslie Street, Chicago 31, Illinois 


ENGINEERING CO. 





ELECTRONICS, 541 Brant St., Burlington, Ont., Phone: Nelson 4-0611 


ELDER 
DAYRAND LTD., 4612 St. Catherine St. West, 


Montreal, Que., Phone: Wellington 2-254! 
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NEW CATALOG SUMMARY 


presenting . . . Jennings Vacuum Components, inherently qualified by their 
unique use of a vacuum dielectric, to help you solve many difficult 
design problems of high voltage in limited spaces. 


A few minutes inspection of the wide range of vacuum components in 
this new product bulletin will reveal many design possibilities that 
ordinary electronic components cannot achieve. The bulletin contains 
valuable data and specifications on the latest types of Jennings Fixed 
and Variable Capacitors, Power Switches, Coaxial Relays, Triggered 
Spark Gaps, Transfer Relays and High Voltage Measuring Equipment. 


The following examples illustrate some of the un- 
usual capabilities of Jennings vacuum components: 


R6G Vacuum Switch with Model E 
Switch mount 
Recommended max. load voltages for max. operat- 
ing recovery voltage @ 50 amps-rms 
Thermal current (for 30° C rise) 
Max. interrupting current 
(10 times) 1500 amps rms @ 9 kv 
Withstand voltage (60 cycle 1 min. dry) 36 kv rms 
RE6B Vacuum Transfer Relay 
Overall length . . - 3% in. 
Rated operating voltage tee . . << oe = ee 25 kv 
DC interrupting rating ‘ 20 kw 
(not to exceed 5 omp or 10 ky) 
Continuous current . . . - « « « 25 amps rms 


Type USLS Vacuum Variable Capacitor 


Capacity range 5-465 mmfd 

Overall length 5% 
JENNINGS RADIO Peak voltage (max. capacity)... . 5 kv 

Peak voltage (min. capacity)... . 10 kv 


MANUFACTURING Continuous current 40 amps rms 


CORPORATION Send for your Jennings’ catalog today. There 
will be no sales follow-up unless you outline a 


970 McLAUGHLIN AVE. specific application. 


P. 0. BOX 1278 é 
SAN JOSE 8, CALIFORNIA fennings 
VACUUM ELECTRONIC COMPONENTS 


For further information mark No. 80 on Readers’ Service Card 











, Reports — continued 


in Canada has free hand to provide 
for its own future needs as well as 


| for the specific needs of its Canadian 


customers. It has proven profitable to 
both countries — and it has enabled 
us to prove the capabilities of our own 
scientific people here in Canada, At 
the same time we are providing the 
opportunity for Canadian scientific 
personnel to find challenging employ- 
ment in this country.” 


Orders received for 
navigation equipment 

Canadian Marconi Co. has received 
additional orders for its airborne 
doppler navigation equipment. Cana- 
dian Pacific Airlines has ordered both 
the CMA-601 navigation computer 
and the CMA-623 navigation aid for 
its DC-8 jetliners. This is the second 
major airline to buy the complete sys- 
tem. 

KLM Royal Dutch Airlines has 
placed an order for eight CMA-601 
navigation computers and a repeat or- 
der tor four Doppler Sensors. This 
will give them eight complete systems 
for their DC-8 jetliners. 


New facilities aid 
component testing 

Associated Electronic Components 
have moved to new quarters at 1560 
Avenue Road, Toronto 12, Ont. Tele- 
phone RU 7-0143. This will permit 
new and increased facilities for test- 
ing and evaluating components to as- 
sist customers in selecting the compo- 
nents giving highest degree of relia- 
bility under specific operating condi- 
tions. All components coming in to 
Associated Electronic Components are 
inspected and given a warranty over 
and above that issued by the manu- 
facturer. 


Repair facility 
opened 
Central Dynamics Ltd. has opened 


| a repair facility at 147 Hymus Blvd., 


Pointe Claire, Que. Equipment and 
technicians are available for the fol- 
lowing types of repair, overhaul and 
calibration of instruments and equip- 
ment: electrical meters including 
standards with accuracies down to 
0.1% on de and 0.25% on ac; general 
electrical and electronic instruments; 


| various types of electrical and elec- 


tronic controllers and industrial con- 
trols; mechanical and electric count- 
ers; gas flow meters with accuracies 
down to 0.25% 


Company changes 
name 
To reflect recent changes in com- 


| pany structure and staff, Controls 
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Company of America (Canada) Ltd. 
has changed its name to Controls 
Company Canada Limited. 

The original name was adopted in 
1956 when A-P Controls Corp. and 
Soreng Products Corp. merged to 
form Controls Company of America 
(and its Canadian subsidiary). Since 
then the company has diversified its 
operations and merged the Canadian 
company with Redmond Electric Mo- 
tors of Canada Ltd. 


New manufacturing 
plant opened 

Official opening of the new manu- 
facturing plant of Sola-Basic Products 
Ltd. took place last month with L. B. 
Lattin, vice-president of the parent 
corporation in attendance. The new 
facilities are at 377 Evans Ave., To- 
ronto 18, Ont. 

The company recently changed 
name from Sola Electric (Canada) 
Ltd. to Sola-Basic Products Ltd. It 
is an affiliate of Basic Products Corp. 
of Milwaukee. 


New representatives 
and principals 

F. S. Hastie, formerly with Do- 
minion Sound, and General Sound & 
Theatre Equipment Ltd., has estab- 
lished his own company at 2458 Cliff 
Road, Cooksville, Ont. telephone AT 
9-2174. He is an authorized factory 
representative for Webster Electric 
Co. of Racine, Wisconsin, and will be 
handling intercom systems. 

David R. Beattie (CEE, May 1960, 
page 7) has been appointed Eastern 
Canadian representative for Sangamo 
Electronic Component Sales (capaci- 
tors, filters and rotary converters). He 
has also been appointed representative 
for Columbia Nut & Bolt Corp., New 
York (specialty hardware). 

The Glendon Co. Ltd. has been 
appointed Canadian representative for 
Velco resistance soldering irons and 
circuit programming systems by Vir- 
ginia Electronics Co., Inc., Washing- 
ton, D.C. 

Canadian Marconi Co., Electronic 
Tube and Components Div., Toronto, 
now represents the Fisher Radio Corp. 
of Long Island City. The audio equip- 
ment will be sold through Hi-Fi deal- 
ers. 

Willer Engineering & Sales Co., 
676 Richmond St. West, Toronto 3, 
Ont. (EM. 3-7207) has been appointed 
Canadian representative by the fol- 
lowing companies: Audio Develop- 
ment Co. (ADC Inc.), (patch cords, 
jacks, coils, transformers and filters); 
Acromag, Inc. (magnetic amplifiers); 
Mid-Eastern Electronics, Inc. (trans- 
formers, power supplies and precision 
resistance measuring equipment); 
Technical Devices, Inc. (wire strip- 
pers and lead forming equipment). 


AUTOMATIC 
REGORDING ANALYSER 


FOR ANALYSIS OF NOISE AND VIBRATION SIGNALS 


STEADY AND NON-STEADY SIGNALS ANALYSED AUTOMATICALLY 


Many types of noise and vibration signals can be handled 
Equipment performs automatic amplitude/frequency analysis 
of steady signals and automatic amplitude/frequency 

time analyses of non-steady (time varying) signals 


Equipment is fully automatic over entire range of 
10c/s-19kc/s, but can be made to scan only part of 
the range 


: COMPLETELY AUTOMATIC OVER FULL FREQUENCY RANGE 





CHOICE OF THREE CONSTANT PERCENTAGE 
BANDWIDTHS 

A choice of three bandwidths is available, 

4 octave, 5% and |.5%, giving octave 
discrimination of 30dB, 54dB and 70dB 


respectively 


OUTPUT RECORD IMMEDIATELY 


AVAILABLE 

All results are presented on 
pre-printed amplitude 
frequency calibrated or 
amplitude-calibrated papers. 


FREQUENCY ACCURACY IS 
HIGH 


Frequency accuracy of analyser 
alone is 0.5% and on output 
record, better than 1%. 


WIDE AMPLITUDE RANGE 
ImV-300V, dynamic range 44dB 
generally, or 300mV-300V, 

ange up to 70dB with 


agynamic re 


steagy signals 


SEQUENTIAL ANALYSIS OF SIGNALS 


At the end of frequency scan, analyser can be 
made to select new input signal with automatic 
chart advance—making multi-channel analysis 


very simple. 


A 5% bandwith amplitude/frequency analysis of a steady 
signal over range |0c/s-!9kc/s takes only |2 minutes. 


‘ : THE MUIRHEAD K-100 WILL SAVE TIME AND SKILLED MANPOWER 


Write for further information 


MUIRHEAD 


Precision Electrical Instruments 


MUIRHEAD INSTRUMENTS LIMITED - STRATFORD - ONTARIO » CANADA 


| Telephones : 37/7 & 3718 
| 458 
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New products — cont. 


d f Toroidal 
para e Oo inductors 180 
- Forbes and Wagner, Inc. Toroiduc- 
tors provide a versatile design for both 
quality products wired circuit and printed circuit applica- 
tions. They are encased in epoxy filled 


bakelite cases in sizes from 11.16 in. di- 
ameter by % in. high to 2 in. diameter 


MARINE ELECTRONICS a by 1 in. high. Inductance values range 
, AAAI hy from 100 microhenries to 20 henries. 

They can be supplied with any of the 

MICROWAVE Ny standard core materials for applications 


COMMUNICATIONS 
Studio 


transmitter— 





sie 





~. 
. 


0 DA Wa Wa 


Community 


antenna links 
Low-cost depth sounders 


Common 


Direction finders ; 
carrier systems 


Gas detectors 


covering a frequency range from low 
audio to approximately 100 Kc as well 
as special applications requiring a high 
VOLTAGE STABILIZERS ss special appl g a hig 
CONTROL KNOBS degree of stability. 
Prime Electronic Components Ltd., 
Dixie, Ont. 


— -- 
rm nn DiNils Hall-effect 


gaussmeter isi 

The new Radio Frequency Labora- 

tories Model 1890 Gaussmeter operates 

on the Hall-Effect principle, enabling 

use of small probes to measure de or 

ac (400 c.p.s.) magnetic flux densities 

from 0.1 gauss to 20,000 gausses with 

; ‘ Seven styles in six sizes better than 0.01 gauss resolution on the 

Regulation—+ ‘2 % with for high quality applications lowest of the fourteen ranges provided. 

+ 15% input variation System accuracy over all ranges using 

the reference magnets supplied is better 

than 2%, with repeatability of meter 
SPECIAL PURPOSE SEMICONDUCTORS readings better than 0.5%. 

TUBES Instronics Ltd., Stittsville, Ont. 





Ranges—15 to 2,000 watts 





Variable frequency 

power supply 182 
The Radio Frequency Laboratories 

SOOVA Supply is designed to provide 

highly regulated power for electrical and 

NEW KILOLINE ul electronic equipment requiring from 40 





STORAGE TUBE to 3000 cps frequencies. Positive and 

& 3 negative feedback controls on the Class 
Transistors Diodes Rectifiers AB 4-250A amplifiers provide adjust- 

ment for optimum performance on all 
rated leading or lagging power factor 
loads.. Output voltage is 0 to 130 volts 
(metered), and distortion is 1% at full 
output (150-950 cps); less than 0.5% at 
175 watts (40-3000 cps), the level at 
which most calibration work is done. 
Model 500 is housed in a wheeled, ven- 


RAYTHEON CANADA LIMITED tilated test equipment cart. 


Instronics Ltd., Stittsville, Ont. 


Microwave and power tubes 


ie yi Transistors, signal, and 
and other specialized tubes 


power diodes in 
for industrial applications germanium or silicon 








For further details on these 
and other products write to: 





COMMERCIAL SALES DIVISION 
61 LAUREL ST. EAST, WATERLOO, ONTARIO Two tube 
testers iss 
Phone SHerwood 5-683] 


Model 9-66 dynamic mutual conduc- 
tance tube tester will test all present day 
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tubes including octal, loctal, miniature, 
ballast, magic eye and sub-miniature 
types. It will test grid controlled rectifier 
tubes used in industrial applications, 
complete complement of 600 mil series 
of tubes, gas-filled rectifier and starter 
tubes. Provision is also made for new 
tube designs. TV picture tubes may be 
tested with an auxiliary crt adapter. 

Model 9-66U is similar to the 9-66, 
but is equipped to test all American and 
foreign tubes having the following bases: 
B9G, B3G, B8A, B4, BS, B7, B8G, and 
MO. 

Stark Electronic Sales Co., Ajax, Ont. 


impregnation 
varnish 184 

Silicone electrical impregnating varnish 
type 980 requires only six hours oven 
curing time at 150 C. Other advantages 
and features are: run-off is reduced, 
leaving cleaner ovens and racks; it is 
compatible with most organic electrical 
components which are not damaged by 
this low curing temperature; it will not 
attack other silicone components; it has 
sufficient heat stability to withstand 220 
C service. 

Dow Corning Silicones Ltd., Downs- 
view, Ont. 


Oil-impregnated 
capacitors iss 
This line of compact, metal-cased, oil- 
impregnated, rectangular dc capacitors, 
designated type POS9J, will meet all the 
test requirements of characteristic “F” 
of MIL-C-25A. Available in voltage 
ratings from 600 to 7500 vdc in a wide 
range of capacitance values, the units 
will operate over a temperature range of 
—55 C to +85 C. 
Aerovox Canada Ltd., Hamilton. 


3-D closed circuit 
tv system 186 
The KIN TEL 3-D system uses two 
standard closed-circuit tv cameras and 
a monitor/control console housing two 
monitors, two camera controls and a 
polarizing optical system. The optical 
system presents the overlapping images 
from each camera on a single viewing 
plane, with one image polarized hori- 
zontally and one polarized vertically. 
Observation of this image through 
glasses or a viewing hood with horizon- 
tally and vertically polarized lenses pro- 
vides a true 3-dimensional picture 


¢ ob 


presentation. Remotely controlled zoom 
lenses, pan-tilt units and a variety of 
other standard KIN TEL tv system ac- 
cessories can be used with the 3-D 
system. 

Atlas Instrument Corp. Ltd., Toronto, 
and ARVA, Vancouver. 


(Continued on page 158) 


THAT'S WHY NEY 
MANUFACTURES 


greater RELIABILITY 
through complete CONTROL 


precious metal alloys 


precious metal parts 
moided assemblies 


all under one roof 


A manufacturer of precious metal products 
for over 148 years, The J. M. Ney Company 
offers unusually broad precious metal re- 
search experience and facilities. Ney is 
unique in that it controls production of 
Ney precious metal parts and assemblies 
from the alloying of the metals them- 
selves right through to the manufac- 
ture of finished part or assembly. This 
control is reflected in the extreme relia- 
bility of Ney’s standard molded brush 
assemblies and in the many assemblies 
made to customers’ specifications. 


Ney’s design engineering service works 
closely with customers’ design and produc- 
tion engineers in the development of parts 
and assemblies for specific uses, and their 
help is frequently sought in the design 
phase of product development. Ney’s 
modern new plant is ideally equipped to 
serve manufacturing needs for the simplest 
part or the most intricate assemblies. 


Ney products, either standard or made to 
customers’ specifications (for low level con- 
tact applications), include molded contact 
assemblies particularly for use with rho- 
dium or gold surface printed commutators, 
relay contacts, contacts for switching de- 
vices and switching assemblies, slip ring 
assemblies, small screw machine and headed 
contacts and precious metal resistance wire. 


.Molded assemblies 
Fine wire (resistance) 


Precious metal wire 
and plate 


Fabricated parts and 
assemblies using 
precious metal with 
base metal biades 


Welded assemblies 


Small screw machine 
and headed contacts 


Research and 
Engineering facilities 


Refining of precious 
metals 


Write for your copy of our catalog or call our Engineering Department 


(Hartford, CHapel 2-2281) 





THE J. M. NEY COMPANY 


MAPLEWOOD AVENUE e BLOOMFIELD, CONNECTICUT 


For further information mark No. 83 on Readers’ Service Card 


CANADIAN ELECTRONICS ENGINEERING JUNE 1960 


157 





uz 2-Z-2-m 


the 


/ 


4 
“N SN 


/ 
/ 


importance 
of being 


BISTABLE 


(especially if you're a transistor driving a relay) 


If you've been toying with the idea of 
using a transistor circuit to drive a relay, 
here are some facts of life that may save 
you grief later on. The watchword is bistable 
operation — particularly with regard to the 
transistor. 


What can make a mess of an otherwise 
compact, cool, low standby-power tran- 
sistor is a driving circuit that leaves the 
little pill neither saturated nor cut off. The 
transistor is then very apt to become an 
unstable, variable gain amplifier, when it 
should be taking a firm stand in favor of 
either “on” or “off”. The thing to do is 
design the input circuit properly so that it 
is responsible for the transfer from one 
stable state to the other. (The Schmitt 
trigger circuit is an excellent for instance.) 


Once you’ve got the transistor operating 
as a flip-flop and not as an amplifier, a good 
relay to use is a bistable type. Then the 
relay simply monitors the condition of the 
driving circuit, and success is practically 
around the corner (maybe). Magnetic 
latching relays are just such switches — 
and they have the added advantage of need 
ing no standby power. Naturally, we have 
all sorts and kinds which all carry the 
designation “Form Zzzzz. 


SIC 


You won’t be completely out of the 
woods, however, until you’ve given some 
thought to (a) operating speed and (b) 
nature of the transistor load. As for the 
former, you may be on the verge of tran- 
sistorizing a tube - relay circuit and wonder 
why, all else being equal, the relay will 
operate slower from transistors. Although 
the transistor will do all sorts of wonderful 
things on less power, one thing it won’t do 
on less power is hurry the relay. The remedy 
is adding some external resistance and rais- 
ing the source voltage —or lowering the 
impedance of the relay. As for the load the 
transistor must switch, it is well to remem- 
ber that if it’s inductive (and a relay coil is) 
and the energy cannot be safely dissipated 
in the transistor, you’d better find another 
outlet. The lack of “arc suppression” in 
transistor circuits, when needed, may not 
produce juicy blue sparks but the result is 
the same — quite rapidly. 


Some of our application engineers are 
notoriously bistable, and depending on 
which state they are in when they hear from 
you, will undoubtedly send you either (+) 
circuit design ideas (based on the use of a 
Sigma relay) or (—) some zzzzz-inducing 
printed material on bistable applications. 
Zatisfaction guaranteed. 


SIGMA INSTRUMENTS, INC. 
170 Pearl Street, So. Braintree 85, Mass. 


AN AFFILIATE OF THE FISHER-PIERCE CO. (Since 1939) 
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Tunnel diode curve 
tracer 187 
This tunnel diode curve tracer permits 
the study of forward characteristics of 
tunnel diodes made by various manu- 
facturers, including galtium arsenide 
tunnel diodes. A plug-in adapter can be 
changed to accommodate different pack- 
age configurations. One adapter is in- 
cluded with original equipment and 
others may be purchased separately. 
Any. sensitive oscilloscope may be 
used with the tunnel diode curve tracer 
to create current and voltage wave forms. 
The instrument creates a sharp repre- 
sentation of the entire critical region of 
the forward characteristics curve of the 
diode rather than just a portion of that 
curve. 





Through the use of an external de- 
cade box shunted across the horizontal 
terminals, it is practical to read the 
actual negative resistance of the tunnel 
diode at any point on the curve. This 
shunt can be provided as an optional 
feature. 


Texas Instruments, Inc., Toronto. 


Oscillator 
triode 188 

The TBL6/4000, forced-air cooled 
triode has been developed primarily as 
an oscillator ‘in industrial equipment at 
frequencies up to 50 Mc. Rated output 
is 4.1 Kw in continuous service and 5.9 
Kw in intermittent service under match- 
ed conditions. Load impedance variations 
have only a small influence on the load 
output. 

Rogers Electronic Tubes and Com- 
ponents, Toronto. 


Five-element 
yagi 189 
TACO Y-54-5 yagi consists of two 
active dipoles, two parasitic directors and 
one parasitic reflector. The two driven 
dipoles are interconnected and terminate 
in a female type NM coaxial connector. 
Input impedance is 50 ohms. A matching 
transformer is available for raising the 
impedance to 72 ohm input. The antenna 
is designed to handle up to 750 watts in 
the 76 to 82 Mc range. They may be 
stacked for greater power handling. 
Hackbusch Electronics Ltd., Toronto. 


(Continued on page 161) 
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Defence contracts 





Unclassified electronics contracts for 
$10,000 or more have been awarded to 
the following Canadian firms by the De- 
partment of Defence Production. A fig- 
ure in parentheses indicates the number 
of contracts, the amount being the total 
value. 


April 1-15, 1960 

> Bell Telephone Co. of Canada, Ottawa, 
rental of telephone and teletype facilities, 
$1,802,000 (3). 

> British Columbia Telephone Co., Van- 
couver, rental of telephone and teletype 
facilities, $330,000 (2). 

> Canadian Applied Research Ltd., To- 
ronto, repair and overhaul of instruments, 
$93,250; technical representatives, $10,- 
000. 

> Canadian Arsenals Ltd., Ottawa, re- 
pair and overhaul of transmitter counter- 
measures and calibration of tubes, $10,- 
000. 

> Canadian Aviation Electronics Ltd., 
Montreal, repair and overhaul of flight 
simulators, $10,000; repair and overhaul 
of ground and airborne materiel, $399,- 
493; repair and overhaul of telecommuni- 
cations materiel, $10,000; technical rep- 
resentatives, $56,259; installation and 
calibration of flight trainer, $18,252. 

> Canadian National Railway Co., Ot- 
tawa, rental of telephone and teletype 
facilities, $899,000 (3). 

> Canadian Pacific Railway Co., Ottawa, 
rental of telephone and teletype facilities, 
$633,000 (4). 

> Canadian Westinghouse Co. Ltd., Ot- 
tawa, sonar equipment, $1,812,961; re- 
pair and overhaul of electronic equip- 
ment, $20,000 (2). 

> Computing Devices of Canada Ltd., 
Ottawa, repair and overhaul of electronic 
equipment, $10,000; technical representa- 
tives, $10,000. 

> Croven Ltd., Whitby, Ont., radio crys- 
tals, $53,100. 

> E.M.I.-Cossor Electronics Ltd., Dart- 
mouth, N.S., repair and overhaul of elec- 
tronic equipment, $193,650 (3). 

>» Edo (Canada) Ltd., Cornwall, Ont., re- 
pair and overhaul of sonar transducers, 
$10,000. 

> Electronic Materiels International Ltd., 
Ottawa, repair and overhaul of equipment 
and technical representatives, $648,320 
(2). 

> Northern Electric Co. 
teletype spares, $12,462. 

> Northern Radio Manufacturing Co. 
Ltd., Ottawa, electronic equipment spares, 
$14,516. 

> Northern Industries Ltd., Edmonton, 
repair and overhaul of instruments, $511,- 
000. 

> R.C.A. Victor Co. Ltd., Montreal, de- 
velopment contract, $99,603 (2); repair 
and overhaul of equipment $429,800. 

> Raytheon Canada Ltd., Ottawa, spec- 
trum analyser, $13,563. 

> Sperry Gyroscope Ottawa Ltd., Ottawa, 
repair and overhaul of instruments, $696,- 
087 (2). : 

> Sperry Gyroscope Co. of Canada Ltd., 
Montreal, repair and overhaul of radar 


Ltd., Ottawa, 


CANADIAN 
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scanners, $10,000. 

> Standard Telephones & Cables Mfg. 
(Canada) Ltd., Montreal, telephone ex- 
change, $35,033. 

> Stark Electronic Instruments Ltd., Ajax, 
Ont., repair and overhaul of ground and 
airborne materiel, $172,000. 

>» Stewart-Warner Corp. of Canada Ltd., 
Belleville, Ont., electronic equipment, 
$12,894. 


April 16-30, 1960 

> Ampex American Corp., Ottawa, tape 
recorders, $16,172. 

» Aviation Electric Ltd., Montreal, de- 
velopment contract, $23,000. 

> Bayly Engineering Ltd., repair 
overhaul of equipment, $203,140 (2). 


and 


o_—— 


> Bedard-Girard Ltd. Montreal, test 
panels, $27,798. 

> Bell Telephone Co. of Canada, Ottawa, 
technical representatives, $14,966; serv 
ices of repairmen, $21,000. 

> Canadian Applied Research Ltd., Ot 
tawa, magnetometers, $70,783. 

> Canadian Arsenals Ltd., Ottawa, test 
ing of electronic components and mater- 
ials, $20,000. 

> Canadian Aviation Electronics Ltd., 
Montreal, repair and overhaul of mater 
iel, $347,556. 

> Canadian Charts & Supplies Ltd., Oak 
ville, Ont., recording paper, $392,000. 
> Canadian Westinghouse Co. Ltd., Ot 
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@ E.M.|. ELECTRONICS LTD. 
@ A.C. COSSOR LTD. 
@ DAWE INSTRUMENTS LTD. 


Ultrasonic Equipment 
Dynamic Balancing Machines 
Robotug Driverless Trolleys 
Community T.V. Systems 
Closed Circuit Television 
T.V. Line Selectors 

Wide Band Amplifiers 
High Power AF Amplifiers 
A.F. Test Equipment 

Wide Range Oscillators 
Microwave Test Equipment 
Motorised DF Oscillators 
Vibrators 

Photo Electric Transducers 
Armature Testers 
Stroboscopes 





E. M. I.—COSSOR 
ELECTRONICS LIMITED 


Distributors and Manufacturers 


REPRESENTING: 


@ RANK-CINTEL LTD 
@ SPENCER-KENNEDY LABORATORIES INC 
e@ W/B STENTORIAN 


PARTIAL LIST OF PRODUCTS 


Tachometers 

Microwave Wattmeter 

Modulator Unit 

Delay Lines 

Cathode Follower Probes 

Panoramic Wave Form Analyser 

Fast Rise Time Pulse Generator 

Oscilloscopes 

Oscilloscope Cameras 

Special Tubes (Photomultiplers, 
Klystrons, etc.) 

Klystron Power Unit 

Tunable Cavities 

Sub Miniature Relays 

Professional Tape Recorders 

Hi-Fidelity Loudspeakers 


Microphones, Public Address and 
Communication Systems, Electronic Measuring 
Instruments for ali phases of the Electronic Industry. 


Sales Head Office: 
2005 Mackay St., Montreal 


Sales Offices: 
Dartmouth, Montreal, Ottawa, Toronto 


Factory: 
Dartmouth, Nova Scotia 
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CAMESA news 





This bulletin has been prepared by 
the Canadian Military Electronics 
Standards Agency, Approvals and 
Specifications Divisions. 


Specification MIL-R-22097 
(NAVY) covering variable, miniature, 
rectilinear resistors has recently been 
issued by CAMESA. The resistors 
covered by this specification are de- 
signed with the contact bearing uni- 
formly over the surface of the entire 
resistor element when positioned by 


means of a multi-turn lead screw ac- 
tuator. Styles with power ratings of 
1/5 watt and 1 watt are covered. 
Capacitors, fixed, temperature com- 
pensating, ceramic — specification 
MIL-C-20C has been issued by 
CAMESA, along with detailed speci- 
fications covering 19 styles of ceramic 
capacitors. Four new disk styles 
(CCS50 through CC53) have been 
added; these have capacitance values 
between 3 mmf and 270 mmf. 
Specification MIL - R - 19074C 
(NAVY) covering fixed, metal film 
resistors will be issued by CAMESA 
in the near future. The resistors cov- 





ADDITIONAL INSTRUMENTS 
WIDEN SCOPE OF 
TELLUROMETER CANADA LIMITED 


Formerly concerned only with the sale and maintenance of 


Tellurometer Micro-distancer equipment, the electronic instruments 


developed in South Africa for long-distance surveying and now used 
extensively in Canada by government and private industry, Tellurometer 
Canada Limited has been appointed sales agents for the following well- 


known U. S. and British companies: 


Borg-Warner Controls 

Division of Borg-Warner Corporation, U.S.A. 
Detectolab Nuclear Instruments 

Vibrotron Transducers and Amplifiers 

R.F. Signal Generators and Measuring Instruments 
Magnetic Memory Drums 

Data Reduction Systems 

Miniature Tape Recorders 


Mervyn Instruments, Woking, England 
Portable Potentiometer Recorders 
Infra Red Spectrometers 
Polarographs 


Shaw Moisture Meters, Bradford, England 
Electronic Hygrometers and Moisture Meters 


Dobbie Mcinnis (Electronics) Ltd., Glasgow, Scotland 
High Speed Pen Recorders 

Analogue/Digital Converters 

VLF Generators 

X-Y Recorders 

Galvanometers 


Millivac Instruments, ‘ 
Division of Cohu Electronics Inc., Schenectady, U.S.A. 


Vacuum Tube and Transistor Voltmeters 
Micro-Micro Ammeters ix: 
AC and DC low-noise Amplifiers 
“Hushed Transistor” Amplifiers 
For further information 
on any of the above instruments, 
write to: 
Mr. Keith Rosebrugh, 
General Manager, 
Ame 


Kt ——} 


TELLUROMETER CANADA LIMITED ( 
1562 Carling Ave., 
Ottawa, 

Ontario. 

Tel: PArkway 8-2884 


For further information mark No. 86 on Readers’ Service Card 
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ered by this specification have initial 
resistance tolerances of 0.1%, 0.25%, 
5% and 1% and are capable of oper- 
ating without derating at temperatures 
up to 150 C, with a maximum tem- 
perature coefficient of +25 ppm/deg. 
oe 

Specification MIL-W-583B cover- 
ing electrical magnet wire has been 
issued by CAMESA. The maximum or 
hotspot temperatures to which equip- 
ments or apparatus wound with vari- 
ous classes of insulated magnet wire 
covered by this specification may be 
subjected continuously, with normal 
life expectancy, are 90, 105, 130, 155, 
180 and 200C. 

A testing laboratory engaged by 
CAMESA for the qualification of 
electronic parts and materials has de- 
veloped special equipment for deter- 
mining characteristics of military 
relays under specification MIL-R- 
5757C. Details of this equipment are 
available in report form to any manu- 
facturer engaged in the production of 
military relays and copies may be 
obtained by application to CAMESA, 
Department of National Defence, Ot- 
tawa. This action is taken in the in- 
terests of standardizing test procedures 
for qualification and acceptance pur- 
poses. 

A technique for measuring corona 
on radio frequency cables under spe- 
cification MIL-C-17C was prepared 
by a Canadian cable manufacturer 
and has been accepted by the United 
States Services. Copies of USASRDL 
recommendations for this test are also 
available from CAMESA. 

CAMESA participation in the pro- 
duction sharing program between the 
U. S. and Canada is continuing. To 
date, nine Canadian manufacturers of 
electronic parts, devices or materials, 
are now listed on U. S. qualified prod- 
ucts lists. END 


Defense contr.—cont. 





tawa, repair and overhaul of equipment, 
$73,920. 

> Collins Radio Co. of Canada Ltd., To- 
ronto, electronic equipment, $15,326. 

> Corning Glass Works of Canada Ltd., 
Leaside, Ont., detectors, radiac tactical 
dosimeter, $561,864. 

>» ITT Electronics Service Co. of Canada 
Ltd., Town of Mount Royal, Que., cali- 
bration team for mobile test equipment 
calibration vehicle, $113,543 (2). 

> Instronics Ltd., Stittsville, Ont., signal 
generators, $14,700. 

> MEL Sales Ltd., Toronto, radar test 
sets, $25,574 (2). 

> Mechron Engineering Products Ltd., 
Ottawa, uninterrupted power units, $133,- 
369 (2). 

> Northern Electric Co. Ltd., Belleville, 
Ont., installation of radar sets, $36,604. 
> Philips Electronics Industries Ltd., Lea- 
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side, Ont., sighting equipment for tanks, 
$15,700. 

> R.C.A. Victor Co. Ltd., Montreal, tech- 
nical representatives, $32,991 (2). 

> Radionics Ltd., Montreal, radiometers, 
$126,658. 

> Varian Associates of Canada Ltd., 
Georgetown, Ont., electronic tubes, $23,- 
088. 


New products — cont. 





Alarm /control 
system 190 

This alarm/control system may be 
used with various types .of transmission 
media, such as microwave, carrier cur- 
rent, or wire lines. The control signals 
employed are in the form of tones which 
provide communication between the con- 
trol point and remote locations. They 
may be used to check a single location 
or as many as 100 different points. Ten 
functions may be checked at each point. 
The signals will indicate whether a cer- 
tain pre-scheduled action is taking place 
at a remote location or whether faults 
have occurred. 

At the control terminal, a small con- 
sole is mounted on the operator’s desk 
and a cable connects this with rack- 
mounted tone equipment. The console 
has a bank of 10 indicator lamps to 
show the stations being selected and 
a second bank of 10 lamps to show 


—+ 





Proven, Dependable, Rear-Projection Type 
? DIGITAL 
IN-LINE DISPLAYS 
A Model and Size for : 
Your Every Requirement ' 


Series 80000 





PRICES 
Series 10000 
1%,” wide 
258” high 
55e” long 
$18.00 each 


Series 80000 
34%” wide 
5%” high 

11'9,,” long 

$33.00 each 

Series 120000 

1” wide 
14,4” high 
3%” long 

$35.00 each 


Quantity Prices 
On Request 


Series 10000 
Series 120000 
OUTSTANDING FEATURES 


© All digits displayed on 
front viewing screen 


© All digits uniform in size 
and intensity 


© High-contrast viewing screen 
© Digit style of your choice 
® Colored digits of your choice 


© Individual units may be 
group assembled for panel 
mounting 
WRITE TODAY FOR 
COMPLETE SPECIFICATIONS 
Representatives in principal cities 


INDUSTRIAL ELECTRONIC ENGINEERS, Inc 


5528 Vineland Avenue 


North Hollywood, Calif 
mark No. 87 on Readers’ Service Card 














whether any faults are present. A 
dial is used to select and check the de- 
sired station and to operate remotely 
controlled equipment at unattended dis- 
tant points. 


Canadian General Electric Co. Ltd., 
E. E. & T. D., Toronto. 


Miniature chart 
recorders 191 
These 4 inch chart recorders require 
only 53%4 in. square of panel space. They 
offer null balancing potentiometer sys- 
tems, interchangeable ranges, transis- 
torized plug-in amplifiers with printed 
wiring zener diode stabilized standard 
current supply, and a 3 speed chart 
drive system. Scales are calibrated for 
mv and all conventional thermocouples. 
Philips Electronics Industries Ltd., 
Toronto. 


Packaged transistor 
amplifier 192 
In the type TA 12 packaged transistor 
amplifier transistors, capaciturs and 
wiring are combined in a single package 
designed to meet specific performance 
requirements. The amplifier features 
patented layerized construction  tech- 
niques that lead to small package sizes 


The amplifiers are intended for hearing 
aids, pocket-size radios and recorders, 
preamplifiers, etc. 

Centralab Canada Ltd., Ajax, Ont 


Hole drilling 
tapping screw i193 

Tapits screws drill their own holes and 
form their own threads in light gauge 
sheet metal. They also have integral 
washers with serrated faces that act as 
built-in brakes to minimize stripping and 
spinning. They are designed to be used 
with quarter-inch power screw drivers 
with adjustable clutches. All Tapits from 
No. 6 to No. 10 have the same size hex 
head. 

Parker-Kalon, Clifton, N.J. 

(Continued on page 162) 
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- 
PREM-0-RAK 
BALL-CORNERED 
MODULAR 
TRANSMITTER 
RACKS 


22” and 25%2” DEEP FOR 
STANDARD 19” RACK PANELS 


Designed for MULTIPLE INSTALLA- 
TIONS and for use with PREM-0-RAK 
CONSOLE SYSTEMS. 


RIGIDLY CONSTRUCTED «+ Frame made 
of 14 gauge steel * Panel Mounting 
Angles 3/16” thick * End Panels and 
Doors made of 16 gauge steel. 


7 


S| } : . One of the unlimited 


| Li variety of arrangements 
jean 


standard, flexible 


ry made possible with 
Prem-O-Rak units 


_ * 


~~ | CONTACT YOUR 
DISTRIBUTOR 

or SEND FOR 
FOLDER S-160A 


PREMIER 
METAL HOUSINGS, LTD. 
5810 SMART AVENUE, MONTREAL 
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The most complete 
and comprehensive 


Electronic 
Buyer’s Guide 


1960 CATALOG 
Your guide to the ONE- 
CALL, ONE STOP supply of 
ELECTRONIC COMPO. 
NENTS AND EQUIPMENT 


% Complete Stocks 
% Overnight Delivery 
%* OEM Prices 


Capacitors Potentiometers 
Connectors Recording and 
Tools and Telemetering 
Hardware Tape 
Metal Chassis Relays 
and Racks Semiconductors 
Resistors Switches 
Tubes Wire 
And many other items listed 
completely in the LAFAYETTE 

1960 Catalog. 

You'll find this LAFAYETTE RADIO 
buyer's guide the most valuable and 
useful catalog on today’s market. Cus- 
tom designed and prepared with you 
in mind, this comprehensive catalog 
details every electronic requirement. 
Our tremendous warehouses stock over 
38,000 different parts, components, and 
instruments. Our full inventory policy 
assures you of efficient, prompt service. 
And, no order is too large or small for 
LAFAYETTE service. 


Write today for your FREE 
catalog to: 


LAFAYETTE RADIO 
110 Federal Street 
Boston 10, Mass., U.S. A. 


HUbbard 2-7850* 
TWX-BS447U FAX-FXR 


*In Montreal, Toronto and Hamilton, 
please call ZENITH 8-1900 
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162 


New products — cont. 





Dictating 
machine 194 

Telefunken 600 is a transistorized ma- 
chine which operates as both dictator 
and transcriber on a rechargeable battery 
which is guaranteed for five years. It 
records on grooved, magnetic discs which 
can be reused more than 10,000 times. 
All controls are on the microphone 
providing control for start-stop, record, 
playback and backspace. 

Accessories available include foot and 
keyboard controls, single and _ twin 
earphones, extension loudspeaker and a 
telephone adapter which permits record- 
ing both ends of a conversation without 
internal connection to the telephone. 

Applied Business Systems Ltd., 
mico, Ont. 


Mi- 


Intercommunications 
system 195 

KEIL 900 series home intercommuni- 
cations system provides many versatile 
features. Each station may be made 
private, non-private or monitor without 
pre-setting at a master station. The sys- 
tem capacity is six stations with each unit 
having incoming volume control, station 
selector switches, talk or listen switch, 
private, non-private or monitor selector. 
The central amplifier may be mounted in 
an out-of-the-way spot and a signal unit 
mounted at the door alerts each station. 
Kitchener Electronic Industries Ltd., 
Kitchener, Ont. 


» 


Relay incorporates 
indicator lamp 196 

Series KRP-N general purpose relays 
come equipped with indicator lamps as 
an aid to trouble shooting. A neon in- 
dicator lamp is connected in series with 
a resistor and both components are con- 
nected in parallel to the relay coil to 
provide a positive means of determining 
current availability. A transparent cellu- 
lose acetate dust cover provides operating 
visibility for lamp and contacts. 

Potter & Brumfield Canada 
Guelph, Ont. 


Ltd., 


Tape 
recorder 

This small tape recorder features 
three-speed operation at 3%, 1% and 
5/16 inches per second. At the slowest 
speed the playing time is 8 hours on 
each 5 in. reel, using double play tape. 
Frequency response is rated at 50 to 
12,000 cps through the built-in speaker. 
Output power is 2% watts with signal to 
noise ratio of better than 50 db. Wow 
and flutter are less than 0.2%. 

Canadian Geloso Electronics 
Toronto. 


197 


Ltd., 


Manganese 

battery 198 
These alkaline manganese batteries 

give long life both in high drain and low 

drain service. The “AA” size delivers up 


CANADIAN ELECTRONICS ENGINEERING JUNE 


| 
| 
| 
| 
| 


When 


you specify 
potentiometers 


® 
torque watch 
gauges 
coil forms or 
instruments... 


this new 
1960 
catalog 
belongs 
on your desk 


Write today for your copy of 
Waters brand new 1960 catalog. 
A complete specification and 
buying guide on precision and 
semi-precision potentiometers, 
torque watch® gauges, coil 
forms, C'TROL® meter/controller, 
oscilloscopes, pot hooks and 
shaft locking devices. Please 
specify the products in which you 


are particularly interested. 


VLE 


MANUFACTURING, INC. 
WAYLAND, MASS. 


M. J. Howard & Co., ttd 


Canadian representative: 
1168 Gertrude St., Ottawa 


mark No. 90 on Readers’ Service Card 
1960 





iu 


R.F. Test 
Equipment 


Quantitative Measurements Using 
Sweep Frequency Techniques 


Model 900A—THE MOST VERSATILE 
SWEEP GENERATOR 


CENTER FREQUENCY—VHF 0.5 to 400 MC 
UHF 275 to 1000 MCS—SWEEP WIDTH— 
up to 400 MCS—FLATNESS— + 0.5 db over 
widest sweep! 


Model 707—ULTRA FLAT 
SWEEP GENERATOR 


Featuring +5/100 db flatness—Plug-in ose. 
heads*; variable sweep rates from 1/min. to 
60/sec.; all electronic sweep fundamental 
frequencies; sweep width min. of 1% to 
120% of C.F. 

*Heads available within the spectrum 2 to 265 MCS 


Models 601 /602—portaste 
GENERAL PURPOSE $295.00 


COVERAGE— Mode! 601 
—12 to 220 MCS. Model 
602—4 to 112 MCS— 
FLATNESS — +0.5 db 
OUTPUT—up to 2.5 V RMS 
WIDTH-1% to 120% of C.F. 


Model AV-50 
Model FD-30 Variable Precision 


High speed DPDT co- Attenuator 

axial switch permitting Long life rotary 
oscilloscope measure- switches; dual wip- 
ments without calibra- ing silver contacts 
tion—all measure- on “Kel-F" dielec- 
ments referenced con- tric, 0-62.5 db in 
tinuously against stand- Y db steps; DC to 
ard attenvotors. 500 MCS. 


Write for catalog ond technical Newsletter series on 
measurements using sweep frequency techniques. 
Prices and dota subject to change without notice. 


ELECTRONICS CORPORATION 
Industrial Products Division Dept. ITE-29 


The Jerrold Building, Philadelphia 32, Pa. 
Jerrold Electronics (Canada) Ltd., Toronto 
Export Representative: Rocke International, N.Y. 16, N.Y. 
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to 1800 milliampere hours on continuous 
low drain service, and approximately 
2000 milliampere hours at intermittent 
low drain. On a 5 ohm load it will de- 
liver about 1000 milliampere hours. It 
can supply short time currents up to 7 
amperes. “C” and “D” sizes will be 
available in the near future. 

Mallory Battery Co. of Canada Ltd., 
Toronto. 


Stereo tape 
deck 199 

Tangberg series six stereo tape deck 
provides four track recording and play- 
back facilities. It incorporates three 
separate heads — record, playback and 
erase — and has four separate pre- 
amplifiers — two for recording and two 
for playback. Playback output is 1.5 
volts for each channel. Tape speeds are 
1%, 3% and 7% inches per second. 
The head assembly consists of a 4 
track stacked erase head that selectively 
erases 1 or 2 tracks, a 4 track stacked 
record head and a 4 track stacked play- 
back head. 

Engineered Sound Systems Ltd., To- 
ronto. 


Nylon to nylon 
bonding 200 
Eastman 910 adhesive is being used 
successfully by one manufacturer to 
bond nylon cam shafts and associated 
drive gears together. On the assembly 
line the parts are held in a simple hand 
press for ten seconds while the adhesive 
forms the bond. 910 adhesive produces 
quick-setting, high-strength bonds be- 
tween virtually any combination of 


<4 


materials without the necessity of 
catalyst, heat, solvent-evaporation, or 
more than contact pressure. 

Eastman Chemical Products, Inc., 
Toronto. 


TV satellite 
transmitter 201 

Low power television satellite trans- 
mitter model “T-5” has been designed 
to meet Department of Transport Radio 
Standards specification 155. It can 
provide TV reception for isolated com- 
munities when weak television signals 
are available on a nearby hill or moun- 
tain. “T-5” is a conversion type unit 
which translates the original received 
signal into any other preset channel be- 
fore retransmission. It has 8.9 watts 
P.E.P. output (5 watt pedestal level). The 
equipment is contained in one weather- 
proof housing. 

Benco Television Associates Ltd., Rex- 
dale, Ont. 

(Continued on page 168) 








DYTRONICS COMPANY LTD. 


Phasemeters, Phase shifters, Band 
poss filters, impedance compora- 
tors 


ELECTRONIC ASSOCIATES INC. 


Portable Variplotter (XY Record- 
er), Electronic Digital Voltmeter, 
AC to DC converter (both solid 
state), High speed printer, Key 
Board 


ELECTRONICS 
INTERNATIONAL CO. 


Power Oscillators and AC Calli- 
bration Sources 60 cps to 10Kcs 
0.1% stability 


EH RESEARCH LABORATORIES 


Fast rise time pulse generators, 
transistor testers, electrometers 


EXACT ELECTRONICS 


Waveform Synthesizers, Instru- 
ment calibrators 


JOHN FLUKE MFG. CO. INC. 


Precision D. C. Laboratory, cali- 
bration, and Nuclear Power Sup- 
plies, VAW meters, DC and 
AC/DC precision Differential 
Voltmeters 


PITOMETER LOG CORP. 


Stalos, Radar Stability Testers, 
Radar Signal Simulators 


RIGGS NUCLEONICS CORP. 


Area Monitoring Systems 


TECHNICAL MEASUREMENTS 
CORP. 


Single and Multi-channel Pulse 
Height Analyzers, Linear ampli- 
fiers, Ratemeters, Scalers, Power 
Supplies 


WEINSCHEL ENGINEERING 
CO. INC. 


Precision Coaxial Attenvators — 
Terminations — Precision Inser- 
tion loss measuring equipment 


Represented In Canada By 


Allan Crawford 
Associates Lid. 


P.O. Box 214, Willowdale, Ont. 
BAidwin 5-7391 
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2 NEW ANTENNAS 


FOR THE 150-174 MC BAND 


e MODEL 227 — A 7DB CORNER REFLECTOR 
e MODEL 228 — A 10DB CORNER REFLECTOR 
LIGHTWEIGHT — RUGGED — LOW COST 


Write for further information 


Sinclair Radio Labs Ltd. 


21 Toro Rd., 
Box 179, Downsview P.O. 
Metropolitan Toronto, Canada 
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VOLTAGE 
QUALITY 
RELIABILITY 


35 KV DC-1 MA 
30 KV DC-5 MA 
INSTRUMENTED 
POWER SUPPLY 


@ Completely Self-Contained — Portable 
®@ Ideal as Insulation Test Set 
@ No Exposed High Voltage Components 
@ Electronic Overload Relays settable 
from 0-120%, of rated current and 
voltage 
Many other Features 
Designed and constructed for reliable operation 
in industrial and experimental applications. 


Instrumented High Voltage Power Supplies from 1 to 300 KV and up to 50 KVA. Stand- 
ard power supplies and transformers available from stock. Others built to your specs. 


For further information — write today to Dept. CE. 


DEL evectronics CORPORATION 


4. S21) HOMESTEAD AVENUE + MOUNT VERNON, N.Y. + Owens 92000 


Model PSC 30-5-1 
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Ottawa report 


In 1945 the federal government 
asked and received Parliament’s ap- 
proval for establishment of the Ex- 
port Credits Insurance Corporation. 
Main purpose was to reduce some of 
the risks for Canadian exporters on 
the sometimes uncertain markets of 
the world. 

How well has it worked? Do Cana- 
dian manufacturers and other active, 
or prospective, exporters make full 
use of it? 

No clear answer to the second 
question is provided in the last annual 
report of the corporation for 1959 
operations. But the report seems to 
indicate that, for those businessmen 
who use the facilities of the Export 
Credits Insurance Corporation, _ it 
works quite nicely, thank you. 

As the report, signed by former 
Toronto businessman and now depu- 
ty trade minister James A. Roberts, 
explains: 

“The corporation provides insur- 
ance at a suitable premium to Cana- 
dian exporters to protect them against 
non-payment by foreign buyers due to 
credit and- political risks involved in 
foreign trade. Whole turnover policies 
are issued to exporters of general 
commodities to cover their anticipat- 
ed business during the succeeding 
twelve months. A specific policy is 
issued to cover each contract of sale 
involving capital goods or services.” 

Export sales insured by the corpo- 
ration during 1959, excluding sales 
under Section 21 of the Export Credits 
Insurance Act (which empowers the 
Minister of Trade to authorize special 
insurance arrangements for export 
deals “in the national interest”) totaled 
$47,527,608, an increase of $5.5 mil- 
lion, or 13 percent, over 1958. Goods 
valued at $90,713,366 were insured 
under Section 21 during 1959, under 
29 policies. Maximum liability under 
this section at December 31, 1959, 
was $98,956,360. 

How reliable are foreign buyers in 
their payments? 

Since its inception in 1945, the 
corporation has paid out claims of 
$9,792,884. But it has recovered $6,- 
994,857. It has $2,485,454 in net out- 
standing claims and has written off 
only $312,573. 

And that’s after insuring $511 mil- 
lion in export sales and $307 million 
under Section 21—a total of $818 
million during its existence. 


Anti-combines law 

Here is a breakdown of main 
amendments to the anti-combines law 
proposed to Parliament by Justice 
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Minister Fulton, how they would af- 
fect existing law and how they com- 
pare with proposals introduced last 
session but not proceeded with: 

The anti-combines law now com- 
prises the Combines Investigation Act 
and Sections 409, 410, 411, 412 and 
416 of the Criminal Code. The first 
two sections deal with the position of 
trade unions in the law against con- 
spiracy in restraint of trade. Sections 
411 and 412 prohibit conspiracy to 
restrain trade or eliminate competition 
and Section 416 gives an accused the 
right to elect trial without a jury. 

As he did last session, Mr. Fulton 
proposed that sections 411, 412 and 
416, with some slight revisions, be 
transferred to the Combines Investi- 
gation Act, to consolidate the law un- 
der a single statute. 

The new bill would revise certain 
definitions in existing law, the most 
important of which are separate defi- 
nitions of merger and monopoly: 

“Merger means the acquisition by 
one or more persons, whether by pur- 
chase or lease of shares or assets or 
otherwise, of any control over or in- 
terest in the whole or part of the bus- 
iness of a competitor, supplier, cus- 
tomer or any other person, whereby 
competition (i) in a trade or industry, 
(ii) among the sources of supply of a 
trade or industry, or (iii) among the 
outlets for sales of a trade or indus- 
try, is or is likely to be lessened to 
the detriment or against the interest 
of the public, whether consumers, pro- 
ducers or others.” 

“Monopoly means a situation where 
one or more persons either substan- 
tially or completely control through- 
out Canada or any area thereof the 
class or species of business in which 
they are engaged and have operated 
such business or are likely to operate 
it to the detriment or against the in- 
terest of the public, whether consum- 
ers, producers or others.” 

The important difference here be- 
tween this bill and what Mr. Fulton 
proposed last session is that no speci- 
fic defences of mergers are provided. 

As Mr. Fulton proposed last ses- 
sion, the new bill would empower the 
crown to seek a court order restrain- 
ing or dissolving a business arrange- 
ment contravening the law, without 
getting a conviction where the. offence 
had already taken place. 

Existing law provided that a re- 
straining order could be obtained from 
the courts to head off a developing 
situation. 

Mr. Fulton would further revise 
this provision by adding the stipula- 
tion that “where the offence is with 
respect to a merger or monopoly, the 
court may direct that person or any 


(Continued on page 166) 


aluminum alloy 


TOWERS 


for every application 








complete range of: 


TELE COMM. TOWERS Erection costs lower 
Equal strength of steel 
MICROWAVE One third weight of stee! 


MOBILE Ease of handling to site and 
erection 

BEACON, MARINE AND Ne maintenance — no cor- 

AiR resion 


Specialists in design and 


custom engineered towers 


THERE IS A MILLARD TOWER FOR EVERY APPLICATION 


MILLARD 


ELECTRIC LIMITED 
PERTH, ONT., CANADA 
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One Reliable Source for: 


@ High voltage capacitors to 120KV 
cataloged. Higher voltages avail- 
able. 

Highly accurate polystyrene ca- 
pacitors in 4 case styles. 
Small, compact, medium voltage 

. capacitors 2KV to 50KV. 

Write Metallized Mylar* Capacitors, the 

smallest and most reliable in the 
low voltage range. 


for Pulse forming networks . . . power 
and high REP rate type . . . 600 


* 

l itera ture volts to 40KV. 
Miniature paper dielectric 
capacitors. 
High voltage power supplies: 
output: 500 to 75 KVDC. 
inputs: any voltage 60, 400, 1000 
and more cps as well as 5 to 50 
volts DC. 
Oil-filled, air-operated and the 
compact potted types are avail- 
able. 


lstic Copacito, 


| 
| 2620 N. Clybourn Chicago 14, Illinois 1 8-3735 
| ——E 
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@ RELIABILITY 
e@ RUGGEDNESS 
e SMALL SIZE 


MINIATURE 
2][ yK MOLDED OXIDE 
RESISTORS 


Allied in ONE 
RESISTOR for 
the FIRST TIME 


e ECONOMY in PRICE 


RELIABILITY — Failure rate is 
better than one per ten million 
hours. 

STABILITY—Under full load, the 
stability is better than 2% 
after 10,000 hours. Subse- 
quent rate of chance will not 
exceed 0.1% per thousand 
hours. 

TEMP. COEF.—Will not exceed 
+ 0.03% per °C. 


NOISE—Less than 0.5 uV/V 
applied. 

TOLERANCE — All MIL-R-11C 
values at + 5%. 
SIZE — Same as the Mil Type 
RC20. 

SPECIFICATION — Exceeds ma- 
terially Mil-R-11C. 


PRICE—Related to 5% carbon 
composition prices. 





Rating @ 
70°C 


Type | Ambient Type 


Mil Rated 
Voltage 


Minimum | Maximum | Dialetric 
Resistance | Resistance | Strength 

















F20 | %% Watt RC20 350V 





10 Ohms | 1.0 Meg. |1000 Volts 














For further information write for data sheet WC-1 


iw elwyn Canada Limited 


1255 Brydges Street, LONDON, Ontario 
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DESIGNS AND MANUFACTURES A DIVERSIFIED LINE 


OF SONAR AND ASW SYSTEMS FOR THE 


SHIPS OF THE ROYAL CANADIAN NAVY 


For further information mark No. 97 on Readers’ Service Card 
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other person to do such acts or things 
as may be necessary to dissolve the 
merger or monopoly in such manner 
as the court directs.” 

This new provision is expected to 
speed up certain anti-combine court 
proceedings, particularly in connec- 
tion with an amendment that Mr. Ful- 
ton brought up for the first time in 
this bill. 

This change would provide that any 
anti-combines court action could be 
initiated in the Exchequer Court of 
Canada—thus leaving only the Su- 
preme Court of Canada available for 
an appeal, to reach final settlement. 
Now, anti-combines cases start in the 
lower courts and the proceedings can 
take years as they move up through 
provincial courts and finally to the 
Supreme Court. 

But whether any action would start 
in the Exchequer Court under Mr. 
Fulton’s proposals would depend on 
both parties consenting. 

Mr. Fulton’s new bill sets out spe- 
cifically what businesses can get to- 
gether to do, without being accused of 
trying to start a monopoly, fix prices 
or reduce competition. 

The conspiracy provisions would be 
virtually the same as long set out in 
Section 411 of the Criminal Code, but 
they would be transferred into the 
Combines Investigation Act. 

They would continue to make liable 
to imprisonment for two years “every- 
one who conspires, combines, agrees 
or arranges with another person: 

|. “To limit unduly the facilities for 
transporting, producing, manufactur- 
ing, supplying, storing or dealing in 
any article, 

2. “To prevent, or lessen, unduly, 
competition in the production, manu- 
facture, purchase, barter, sale, storage, 
rental, transportation or supply of an 
article, or in the price of insurance 
upon persons or property, 

3. “To prevent, limit or lessen, un- 
duly, the manufacture or production 
of an article, or to enhance unrea- 
sonably the price thereof, or 

4. “To restrain or injure trade or 
commerce unduly in relation to any 
article.” 

But the law as Mr. Fulton proposed 
to amend it would add certain excep- 
tions. 

“The court shall not convict the 
accused if the conspiracy, combina- 
tion, agreement or arrangement re- 
lates only to one or more of the fol- 
iowing: 

(a) the exchange of statistics, 

(b) the defining of product standards, 
(c) the exchange of credit informa- 

tion, 
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(d) definition of trade terms, 

(e) co-operation in research and de- 
velopment, 

(f) restriction of advertising, or 

(g) some other matter not enumer- 
ated in subsection (3).” 

Subsection (3). Therein lies a catch, 
of sorts, that was not included in the 
bill Mr. Fulton put forward last ses- 
sion. It is intended to make doubly 
certain that none of the permissible 
exceptions are used as a cover-up for 
illegal practices. 

The exceptions would not apply, 
says Subsection (3), “if the conspir- 
acy, combination, agreement or ar- 
rangement has lessened or is likely to 
lessen competition unduly in respect 
of one of the following: (a) prices, 
(b) quantity or quality of production, 
(c) markets or customers, or (d) chan- 
nels or methods of distribution, or if 
the conspiracy, combination, agree- 
ment or arrangement has restricted or 
is likely to restrict any person from 
entering into or expanding a business 
in a trade or industry.” 


Coming events 





June 

16-17 Electronic Industries Associa- 
tion of Canada, 3lst annual 
meeting, Mont Tremblant 
Lodge, Mont Tremblant, Que. 
National Convention on Mili- 
tary Electronics, Sheraton-Park 
Hotel, Washington, D.C. 


3rd_ International Conference 
on Medical Electronics, Lon- 
don. The Institution of Electri- 
cal Engineers, Savoy Place, 
London, W.C.2. 

Aug. 24-Sept. 3 British Radio and 
Television Exhibition, Earls 
Court, London. 


September 

6-17 Conference on the use of radio- 
isotopes in the physical sciences 
and industry, sponsored by In- 
ternational Atomic Energy 
Agency, Vienna, and to be held 
in Copenhagen, Denmark. 
Fall Instrument-Automation 
Conference & Exhibit and 15th 
Annual Meeting of the Instru- 
ment Society of America, Colis- 
eum, New York, N.Y. 


October 
4-7 10th Annual Instrument Sym- 
posium and Research Equip- 
ment Exhibit, National Insti- 
tutes of Health, Bethesda, Md. 


10-12 16th Annual National Elec- 
tronics Conference and Exhibi- 
tion, Hotel Sherman, Chicago. 


CANADIAN 


| 
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Say iglees 1 Seri: cate Te abn 
the NEW, American 
BANTAM ‘‘X”’ series 


Ya" TIP 


Designed with 50 watt input, these fine 
soldering irons will give greater productiv- 
ity and do industry’s most exacting solder- 
ing jobs easier, faster, better. SLOTTED 
STAINLESS STEEL CASINGS MAKE 
THE HANDLES REALLY COOL, ending 
operator complaints. There’s no waiting 
or fumbling with these light, flexible tools 
—they’re always ready. American Beauty 
soldering irons are known the world over 
for their dependability, durability and 
efficiency. Learn more about these fine 
soldering tools today. 

"OU Can't peat A SOUDEREP CONNECTiog, 


WRITE FOR DESCRIPTIVE CATALOG SHEET, FORM NO. 222 


AN ELECTRICAL HEATER COMPANY 


DETROIT 2, MICHIGAN 


Beauty 


Shown below are other 
shapes and tip-size irons 
available in the BANTAM 
"X” series. 


x —_———_, 
American Beayty 
- ne 


3 
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CAPITOL 
SWITCHES | ave aa. 


apted to many variations 
of switching  require- 
ments and mechanical 
arrangements. They are 
manually operated units, 
featuring selective con- 
trol of one or more 
groups of circuit com- 
binations. 
CAPITOL SWITCHES 
are a finely finished prod- 
duct, offering maximum 
reliability, with smooth 
mechanical action. All 
parts are non-corrosive 
Paladium contacts are 
rated at 3 AMP, 110V AC 
non-inductive 
CAPITOL SWITCHES 
INCLUDE: 

Illuminated single and 
multiple position switch- 
es, interlocking push but- 
ton switches, push-lcck 
push-release switches and 
telephone lever switches 
TYPICAL 
APPLICATIONS 

Test equipment control 
panels, intercommunica- 
tion systems, computer 
systems, TV and adio 
Control systems, missile 
control systems 

For information call 

or write 


THE CAPITOL MACHINE CO. 


36 BALMFORTH AVE., DANBURY, CONN. 


JOHN R. TILTON Ltd Branch: 
51 McCormack Street 
Toronto 8, Ontario, Canada 


TEL: ROdger 9-1129 


JOHN R. TILTON Ltd 

4927 Jean Brillant Ave 
Montreal 29, Que., Canado 
TEL: REgent 1-0725 


For further information mark No. 100 on Readers’ Service Card 











New products—cont. 


JACKSON ARNOLD 


_ Data processing MAGNETIC MATERIALS 
VARIABLE system zo2 | 
The fully transistorized RPC-9000 The most complete line 


data processing system provides auto- in the industry 
DENSERS | matic “in-line” records-processing. Data 
is accepted in random order, and all 
affected records are automatically up- | NL 
dated in a single uninterrupted sequence 
The C804 is just of operations. ve 
one of the many The basic system includes: a central Na wore 
different types of processing and control unit which per- TAPE WOUND CORES 
quality condensers forms the calculations, controls the pro- of high-permeability materials 
and po pede opal gram, and searches the external memory — SILECTRON C, E & O CORES 
Begg nen tape; a continuous magnetic tape file 
. "de pticn om for data storage; and an input-output tape eee POWDER 
delivery to jobbers and manufacturers typewriter system that reads paper tape 
at competitive prices. at 60 characters per second, and punches IRON POWDER CORES 
a tape at 30 characters per second. Op- 
© Air trimmers, tional input-output units are available. BOBBIN CORES 
° ae a The McBee Co. Ltd., Toronto. SENDUST CORES 
®@ Butterfly condensers, 
Differential condensers, UIt s ALNICO MAGNETS, 
Dial drive units rasonic CAST or SINTERED 
Shaft locking device, cleaner . 203 SPECIAL MAGNETIC 
Flexible shaft couplings, The Narda Ultrasonic Corp. has in- MATERIALS 
Ceramic stand-ofts, troduced the new Uni Blast 66 — a fully 
Shaft extensions. transistorized cleaner featuring unitized THE ARNOLD ENGINEERING 
ine construction, replacement cleaning cham- COMPANY, MARENGO, ILLINOIS 
m ancy NY a sao tig P ber and powerblock ceramic transducer. SPECIALISTS IN MAGNETIC MATERIALS 
y Jackson ros. vondon) Lid. ‘ 


and represented in Canada by 


2. MACK & co. LTD. ae : Canadian Representative: 
1485 S.W. Marine Drive BAYLY ENGINEERING LIMITED 


Vancouver 14, B.C. A - First Street, Ajax, Ontario 
Phone: Empire 2-3741 (Toronto Exchange) 
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HARDWARE 
NAY, for S37 : 
OMS ELECTRONICS Oe NS It measures 9” wide, 10” long sloping 


from 4 to 7” high. Weight is 12 Ib; 


me sans output frequency is 60 ke nominal; 


power requirement is 60 w at 115 volts, 
60 cps. EICO 


<a 6) PANE Measurement Engineering Ltd., Arn- Electronics 
LAG b 0) “295 Six prior, Ont. Catalog 
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send for this 


& 6} 3 a > DSC 


Frequency 

ore 102 f 

@aut: S fog Re: reference ; 204 you save 50% on Top- Quality 

Y OES p Chronodyne frequency reference bases Test Instruments 
> its design on a cruciform’ plate resonator. Hi-Fi e Ham Gear 


Since no stabilizing oven is needed, the 
ONE SOURCE OF SUPPLY unit requires neither heater ‘power nor KITS AND WIRED 
FOR FASTENINGS warm-up time. Measuring only % in. for professional and home use 
high by 1% in. square and weighing only 
SCREWS * NUTS * BOLTS * WASHERS s at Rago eerie is te ‘- TEST INSTRUMENTS | HI-FI 
RIVETS * EYELETS * TERMINALS 1 Bsr eager eee perio battery eliminators stereo and monaural 
GROMMETS * BUMPERS * SPACERS models to meet any frequency require- battery testers tuners 
ment from 250 to 2500 cps. All models bridges preamplifiers 
INSTRUMENT SCREWS - : pis ee ps. decade boxes power amplifiers 
AN * MS * NAS * FASTENINGS are designed to meet stated accuracy electronic switch integrated amplifiers 
COMPONENTS FOR ELECTRONICS specifications under conditions of 5 g’s pe hen nn Speaker systems 
We carry in stock thousands of Standard and peak vibration at operating frequency probes . mane nn 
Special Items tial to the ‘ Moc; > re "ies signal an cw transmitter 
INSTRUMENT . eiecteonie. AUTOMATION and uP to 20 g at lower frequencies, and sweep generators modulator-driver 
Manufacturing Industry to withstand shocks of 50 g’s for 11 tube testers grid dip meter 
SPECIAL COLD HEADED PRODUCTS milliseconds and 10 g’s of steady ac- transistor tester 
STAMPINGS — . : 4 vacuum tube OVER 1 MILLION 
pat ee eee — celeration, without the need for isola- voltmeters EICO instruments in 
in all metals . . ‘ eile volt-o! use throughout 
WRITE FOR CATALOG #60 tion mounting. Accuracy ratings of ioe toned 


+ 
FEDERAL | over an ambient temperature range of IN STOCK at your neighborhood EICO dealer. 
SCREW PRODUCTS, INC. . ani ; Send now for FREE catalog CEE-6 




















either +0.25% or +0.05% are available LIFETIME service and calabration guarantee. 
—40 C to +80 C. A companion drive 


3917 N. Kedzie Ave. Chicago 18, Ill. amplifier is available. 
IRving 8-5744 Armec Corp., Huntington Station, 
Li, N.Y. END 
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NEW ... From BELLING & LEE England 


SUB-MINIATURE COAXIAL 
PLUGS AND SOCKETS 


FOR ALL MINIATURIZED EQUIPMENT 


Specially designed for speed and economy in miniature 
assemblies FEATURES . or 

1. Interchangeable with U.S. types 

2. Gold or silver plated 

3. 50 Ohms impedance 

4. Teflon insulation 
Complete information and brochures showing how Belling 
& Lee Sub-Miniature co-axial plugs and sockets can help 
you are available from 


ASTRAL ELECTRIC CO., LTD. 


ee ae) tie ley lee ler) i:te)-leliicl: Mame) tf lie) 
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CABLE MARKING 
PREVENTS ERRORS 





() DANGER ) 


y / () HIGH vo.tace ) 





























SAFELY AND PERMANENTLY 
@ MARKS @ COLOR CODES 
@ BINDS @ INSULATES 
@ TEMPERATURE RATINGS UP TO 300 C 


Send today for samples and catalog 


HELLERMANN CANADA it. 


DANFORTH ROAD, SCARBOROUGH, ONT., OX. 11-1131 
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NOW AVAILABLE... 


Ungar 


DE-SOLDERING 
TIPS 


FOR PRINTED CIRCUITS 
TO COMPLETE 


YOUR SERVICE KIT 


time up To... 7O% 


862 Offset slotted: Ye" dia. Straightens leads 
and tabs on miniature assemblies. Special loop 
for lifting small wires bent close to board. 


ge — 


#857 Straight slotted: Straightens tube tabs, 
melts and tip removes excess solder. (Solder runs 
into slot) 1” x %e6" slot opening .040. 


ow) 863 Cube tip: Removes center pins of tube 
>) sockets and harness leads. 


856 %" Cup tip: Simultaneously melts solder on 
%” dia. components such as tube sockets and |I-F — 
con leads 


C 855 %”" Cup tip: Simultaneously melts solder on 


= 


all %”" dia. components, such as octal and 7 pin 
tube sockets. 


854 1° Cup tip: Simultaneously melts solder on 
all 1” dia. components, such as 8 and 9 pin tube 


sockets 


861 Triangle tip: Melts solder simultaneously 


-" 4, from all electrolytic capacitor leads arranged in 
9 


= a triongular pattern. in one operation melts 
solder on multiple in-line terminal leads ¥%" apart. 


858 Bar Tip: 1% "x % Simultaneously melts 
solder on all multiple straight line network com- 
ponents. 


INTERCHANGEABLE 
WITH Ungar 


SOLDERING TIPS 
YOUR UNGAR DEALER CARRIES 
A COMPLETE RANGE OF 
INTERCHANGEABLE SOLDERING 


AND DE-SOLDERING TIPS 
ASK TO SEE THEM or 


For illustrated brochure 


T] alr ELECTRIC TOOL CO. 
OF CANADA 
44 DANFORTH RD., TORONTO 13, ONTARIO 
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Completely 
Assembled 
ELECTRONIC PACKAGES 





PRODUCED TO CUSTOMER SPECIFICATION 


at Keeiiend’s eleven teckter types — seven of %& PRINTED WIRING BOARDS %& COMPLETELY ASSEMBLED UNITS 


them stock resistors — represent the most complete single or double sided ¢ dip or hand soldered 
range ever offered by any manufacturer! solder or precious metal 
Every stage in the manufacturing process is carefully finish 

controlled, and more than 19 separate inspection plated-through holes or 
checks are made on each resistor to guarantee maxi- eyeletted © completely tested 
mum efficient operation, under any conditions. Ward 
Leonard is also the only manufacturer that makes its 
own ceramic cores, Vitrohm enamel and terminals. 
Even the resistance wire is specially drawn to Ward 
Leonard's own rigid specifications. applications. Assembled units such as the 400 cycle 


® moisture proofing to mil- 


itary specifications 


United-Carr produces reliable Printed Wiring Boards 


and Complete Assemblies for commercial and military 


These are the reasons why you can depend on every amplifier above are produced to customer specification, 
Ward Leonard resistor! 

Ward Leonard maintain a complete stock of com- 
ponent parts so that made-to-order resistors can be years’ experience in the manufacture of tube sockets, 
quickly assembled to meet special requirements. 


These newer services are a development of many 


connectors, terminal strips, dial light sockets, wired 
Write or phone today for complete information on assemblies and specialty electronic components. 

the range of Vitrohm resistors, and a copy of the 
new Vitrohm Catalogue No. 15. 


WARD LEONARD UNITED-CARR ( 


a 


OF CANADA LIMITED a 


RONTO lf FOR DETAILED INFORMATION CONTACT OUR TECHNICAL REPRESENTATIVE 


ee UNITED-CARR FASTENER COMPANY OF CANADA LIMITED 


Resistors @ Rheostats @ Relays @ Motor Controls @ Dimmers e@ | 231 Gage Avenue North, Hamilton, Ontario 
Loadbanks @ SAFT Batteries @ Berkelew Switches @ Kenco Pumps Sales Offices: Hamilton, Toronto, Montreal 
| ° ’ ’ 
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TWO OPPORTUNITIES 
IN ELECTRONIC SALES 
ENGINEERING 


1. COMMUNICATIONS with experience on data 
transmission, telephony, carrier transmission, 
general communications for sales and product 
management of electronic systems to military 
and commercial establishments. Engineering or 
Science Graduate preferred. 


2. PROFESSIONAL TUBES assistant to product 
manager. Could be new University graduate 
with interest in electronic tube application or 
older man with similar interests and relevant 
experience. Must be teachable. Full training 
will be given. 


Salary to both these positions is open in accord- 
ance with ability and experience. 


Reply in Confidence to: 
Mr. E. R. Barrett, 
Philips Electronics Industries Ltd., 


116 Vanderhoof Avenue, 
Toronto 17. 











NOW! 
CLARE 


a New Concept 
in 
Relay Design 


The new CLAREED Sealed Contact 
Reed Relay effectively eliminates 
contact contamination. With its 
contacts hermetically sealed in con- 
taminant-free inert gas, this new 
design assures millions of perfect 
operations. Hundreds of millions 
are possible when operated at up to 
¥% rated contact load. 

CLAREED relays are ideal compo- 
nents for transistor-drive applica- 
tions and for use in computers and 
data-processing equipment. Their 
low inductance, and the low induc- 
tance change in the operating coil 
at each operation, limits the tran- 
sients produced. 

Important features of CLAREED 
relays are their simplicity and flexi- 
bility. They may be mounted to 
meet the requirements of almost 
any application and environmental 
condition, even on your own printed 
circuit board—to comply with your 
mechanical design configuration. 


ELECTRO 
MAGNETIC PICKUPS 


WHAT THEY ARE...a self-gen- 
erating frequency source providing 
the connecting link between mechan- 
ical motion and instrumentation. 


WHAT THEY DO... without con- 
tact, pickups generate frequency 
voltage proportional to speed of any 
ferrous metal objects interrupting 
their magnetic fields. 


1000's of applications. Wide variety 
of stock models for immediate de- 
livery. Unlimited variations available 
on special orders. 


Sizes as small as 4" dia. x 1" long 
. Weights from .2 oz. 
. Operating temperatures up to 800° F. 


ATLAS INSTRUMENT CORP., LTD. 
50 Wingold Avenue, Toronto 19, Ontario 
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Switch capsule consists 
of a pair of magnetically 
operated contacts, her- 


metically sealed in an at- 
mosphere of inert gas 


aden gd TO MEET your REQUIREMENTS 


Ten CLAREED switches, 
mounted in line on a printed 
circuit board with five 
magnetic coils. This 
assembly can then be en- 
closed in the flat, rec- 
tangular container or it may 
be coated with “Skin-Pack,” 
a tough vinyl plastic, and 
mounted directly into your 


equipment. 


CLAREED relays are as 
flexible as your applica- 
tion requires. Additional 
information may be ob- 
tained from C. P. Clare 
& Co., 3101 Pratt Blvd., 
Chicago 45, Illinois. In 
Canada: C. P. Clare 
Canada Limited, Box 
134, Downsview, On- 
tario. Cable Address: 
CLARELAY. Send for Bul- 
letin CPC 5. 


Six CLAREED 
switches 
clustered for 
mounting in a 
single tube 
container. 


FIRST in the industrial field 
FOR ADDITIONAL INFORMATION 
CONSULT C. P. CLARE CANADA LTD., 
AT THE ABOVE ADDRESS. 
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- You've 
- never seen a 
? SUB-MINIATURE 

3 switch 
: as mighty 


as this 


BIG switch performance in sub-miniature size 


Rated 10 amps S3O V.d-c. inductive 
(L/R- .026). Consistently more 
than 20,000,000 cycles 


e. . 
%e 
ce e® 
Niet 
ACTUAL eo 
SIZE e 


NEW LICON’ TYPE 16 SWITCH measures only 
25/32” long and 4%” thick but packs quality and depend- 
ability never before achieved in sub-miniatures. With 


characteristics found only in much larger precision 
switches, the Licon Type 16 is ideal for aircraft safety ap- 
plications, has performance and size vital to guided mis- 
siles. Passes Navy 1300 G shock test . . . exceptionally 
shock and vibration resistant even near the trip point. Its 
new switch mechanism with stainless steel springs avoids 
early fatigue and provides the advantages of double break 
contacts with wiping action in a wide range of movement 
differentials and operating forces. 

WRITE FOR 

FREE LICON TYPE 16 

SWITCH BULLETIN 

Engineering data, characteristics, 

modifications . . . write for 

complete information on the new 

Licon Type 16 Sub-miniature 

Switch today. 


NOW MADE IN CANADA 


SWITCHES AND CONTROLS Exciusive Sales Agents 
DIVISION OF CONSTELLATION 
CANADA ILLINOIS TOOLS LTD. COMPONENTS LTD. 
136 Tower Drive, Toronto 
67 Scarsdale Road 


17041 Omega Place 
Don Mills, Ontario St. Genevieve, Montreal 
LI-A 
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Switches for your every need 


Sealed Switches 

Aircraft Switches 

Sub Miniature Toggle Switches 
Pulse Switches 

Mercury Switches 

Sensitive Switches 

Interlock Switches 


Licon Precision Switches 

Vacuum Switches 

Industrial Enclosed Switches 

Miniature Switches 

Push Button Switches 

Sub Miniature Switches 

Toggle Switches 
Linemaster Foot Switches 


Please write for complete information 


Application Engineers to Serve You 


CONSTELLATION COMPONENTS 
TORONTO COMPANY MONTREAL 


136 Tower Drive 17041 Omega Place 
Scarborough, Ont. Pierrefonds, Que. 
PL. 7-3359 NA. 6-5673 


Canada's Most Experienced Switch Company 
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FERRITRONICS LTD. 


157 Willowdale Ave., Willowdale, Ontario, Canada 


BAldwin 2-1168 


Specialists in the Application 
of 


Ferrites in Communications 


Filters 
Frequency Determining Networks 


Wide Band RF Transformers 
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When you think of test equipment, 
think of 


TERION INSTRUMENT DIVISION 


of 
CANADIAN RESEARCH INSTITUTE 


46 ST. GEORGE ST. TORONTO 5, CANADA 


22 years supplying instruments to Canadians 


After September, 1960, at our 
new custom built laboratories in Don Mills, Ont. 
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FREE... 


“Diamond H” 


® 


“Check List” 


Relays, 
Thermostats, |. 
Switches 


FOR 


} 


Air conditioning, aircraft, appliances, 
automation, electronics, guided missiles, 
machine tools, panel boards, heater cir- 
cuits, motor control, etc. 


Yours for the asking. 
MANUFACTURING 


HART convan 


201 Bartholomew Ave., Hartford 1, Conn. 


Canadian factory at Aurora, Ontario 251 
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DIFFUSED 
SILICON 
\ PNPN 
CONTROLLED 
RECTIFIER 


A three-junction, three-terminal device 
for use in power control and in switching 
applications requiring up to 16 amps., 
D.C. In the reverse direction (anode 
negative) it will block current up to its 
rated PIV, while in the forward direc- 
tion (anode positive) it will block up to 
its minimum breakover voltage, at which 
point it will quickly switch to the high 
conduction state. It may also be turned 
on when an appropriate voltage is im- 
pressed between gate and cathode. In 
this latter respect it is analogous to a 
thyratron. In the “on” conduction state, 
the forward voltage drop is essentially 
that of a standard silicon diode. Tenta- 
tive specifications are as follows: 


MAXIMUM RATINGS 


Peak inverse voltage (PIV) .. 25 to 400 volts 
Average forward current (I,)..up to 16 amps 
Peak surge current (one cycle). 150 amps 
Peak inverse gate voltage (V,.) 5 volts 
Storage temperature —65 to 175°C 
Operating temperature . 65 to 125°C 

SPECIFICATIONS AT 25 
Min. breakover voltage (V..). .25 to 400 volts 
Max. leakage current (I,) and (I,) .5 ma 
Max. forward voltage (V; avg.) 0.9 volts 
Max. gate voltage to fire (V,+). 3.0 volts 
Min. gate voltage to fire (V,:)......0.3 volts 
Max. gate current to fire (I,+). . 80 ma 
Typical gate current to fire (I,,) 20 ma 
Typical holding current (1,) 10 ma 
Turn on time...... < 5 usec 
Turn off time 


For further information write... 


? A&S... stands for Assured Satisfaction 


AHEARN and SOPER COMPANY LIMITED 


850 Belfast Road + Eimvale Acres + Ottawa « Canada 
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AN IMPORTANT PART 
OF PLANNED PRODUCTION 


THE ELECTRIC CHAIN COMPANY) 


86 Bathurst St. — 
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BRIGHT GOLD AND 
SILVREX* BRIGHT SILVER 
ELECTROPLATES 


Maximum protective coatings used in the manufac- 
ture of electronic, electrical and similar precision 
products are an important part of planned produc- 
tion. That is why designers should know about our 
facilities for precision electroplating with SEL-REX 
Bright Gold and SILVREX* Bright Silver. Specified 
by leading manufacturers the world over, these 
patented processes offer unique advantages. SEL- 
REX Bright Gold is more dense and twice as hard 
as conventional 24K gold electroplate and has 
demonstrated 40% greater resistance to wear and 
abrasion. Equally remarkable advantages are 
present in electroplate produced with SILVREX 
Bright Silver Process. 


Let us tell you more about our facilities for precious 
metals electroplating. Learn how the function and 
reliability of your components may be improved 
lowering net costs. Write or 


while actually 


‘phone us. 


OF CANADA LIMITED 
EM. 3-8881 — 


*Patented and patents pending 


by Sel-Rex Corporation, Nutley, N.J., U.S.A. 
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Toronto 2B | 





OHMIT E” 


THE QUALITY LINE OF INDUSTRY-PREFERRED 
COMPONENTS 


Complete Line of 


TANTALUM CAPACITORS 


SERIES TS POROUS SLUG-TYPE 


CHE NEW STRAIGHT 


CYLINDRICAL SHAPE 


= 








Range of 1.75 mfd to 30 mfd. Working voltages to 125, 
depending uponcapacity. Temperature rating, — 55° C 
to + 125°C. Meet MIL-C-3965B. BULLETIN 159 
SERIES TW WIRE-TYPE 


> 


Eleven subminiature sizes: .01 to 80 mfd over-all 
capacitance range. As small as .060” in diameter 
by 0.19” long. BULLETIN 148 
SERIES TF FOIL-TYPE 


z= 1— 


Three sizes: .25 to 140 mfd over-all capacitance 
range. Working voltages up to 150 
Meet MIL-C-3965B. BULLETIN 152 


OHMITE Manvfacturing Co. 
3623 Howard St. Skokie, Illinois 








RESISTORS 
RHEOSTATS 
RF. CHOKES VARIABLE TRANSFORMERS 


RELAYS TAP SWITCHES 
TANTALUM CAPACITORS 
DIODES 
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INDUSTRIAL KITS 


for 


e INDUSTRY 
e SCHOOLS 
e LABORATORIES 


EICO precision instrument kits can 
be utilized anywhere where there is 
a demand for a low-priced high- 
quality testing instrument. Available 
in kit form, these units can be pur- 
chased for a reasonable cost and 
assembled easily with little trouble. 
Complete parts and all the necessary 
instructions are included with the 
kit to permit the builder to put it 
together in a short time. 


There is an EICO kit for every test- 
ing purpose: oscilloscope, VI'VM, 
tube tester, sweep-generator, RF 
signal generator, resistance box, and 
many others. If you are in Industrial 
Electronics, then you can use one 
of the many EICO kits that are 
available. 


Complete EICO catalogue giving full information 
and technical specifications on all model kits. Write 
@ for your copy today. 


WHOLESALE DISTRIBUTORS 


CANADIAN ELECTRICAL SUPPLY ir. 


1-241! « tees ger cr, E. 
OTTAWA—838 
LA. 4-3518. 


MONTREAL—275 Craig St. W. 
RA. 9-5251 e TORONTO—877 von St. WA. 1-5IIIl e 
Somerset W. CE. 2-2696. e QUEBEC—i28 St. Vallier w. 
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DIRECT CURRENT HV POWER SUPPLY 


MODEL 


410A 


Model 410A Direct Current HV Power Supply provides high 
accuracy and stability over a wide range of voltage and 
current. Low output noise is just one feature that makes 
this an important instrument in the nuclear research field. 
Model 410A is used to power BWO tubes, traveling wave 
tubes and klystons. It is also extremely useful as a high 
voltage calibration standard. Voltage interlocks prevent 
accidental damage to auxiliary equipment. 
CONDENSED SPECIFICATIONS 

Output Voltage: 1 KV to 10.01 KV, DC 

Output Current: 0-10 ma 

Regulation: 0.01% line or load 

Stability: 0.005% /hr, 0.05% /day 

Ripple: Less than 5 mv RMS 

Voltage Resolution: 10 mv at any output voltage 

Calibration Accuracy: Better than 0.25% 

Output Polarity: +- or — with respect to chassis 

Mounting: 19” wx 127/32" h 

Weight: 95 Ibs. 

Price: $1,095.00 f.0.b. factory, Seattle, Wn. 


Prices and ene Data Subject to Change Without Notice 


Eastern Canada British Columbia: 
ALLAN CRAWFORD ASSOC. RUSH S. DRAKE 
P.O. Box 214 1817 Norman St. 
Willowdale, Ontario Seattle 44, Wash. 


JOHN FLUKE MANUFACTURING CO., INC. 
P.O. BOX 7161, SEATTLE 33, WASH. 
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High Quality 
Low Low Cost 


Now everyone can afford quality meters by 
Stark. Never before have meters of such quality, 
accuracy and reliability been offered at such 
low prices 

Available in sizes from 1” to 6” round, square, 
edgewise, clear plastic and switch board. 
Special stylings can be designed to customer's 
requirements 


Write today for catalogue. 
STARK ELECTRONIC SALES COMPANY 


AJAX, ONTARIO 
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ENGINEERED 


TO YOUR REQUIREMENTS FOR 


Electronic Equipment: 


OPEN COIL and CORE TYPES:—for all applica- 
tions 5 V.A. to 10,000 V.A. These Transform- 
ers are economical, compact and efficient. 
HERMETICALLY SEALED TYPES:—built to meet 
MIL “T” 27A Specifications, Grades 1, 4, 
Classes Q.R.S.T., in Power, Plate, Filament 
and Audio Transformers, and Reactors. 
TRANSISTOR TYPES:—as small as 7/16” x 7/16” 
x 1/2”. Input, Interstage and Output Trans- 
formers with flexible or solid leads and 4 
different mountings. 

3-PHASE TYPES:—to 75 KVA, for low and high 
voltage rectifier systems, open or enclosed. 


Hammond has built transformers to more than 
52,000 different specifications. ; 





WRITE FOR BULLETINS — Bulletins are 
available on all types shown above, also 
on: Audio Modulation, Filament, Power, 
Plate, and Pulse Transformers, Filters, 
Chokes and Reactors. 


"es 





More than 1,000 catalogued items stocked by Hammond 
and distributed by jobbers coast to coast. 


HAMMOND MANUFACTURING COMPANY, LIMITED 


Guelph, Ontario, Canada 4-18 
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WHEN QUALITY counts 5 


v 





AP-1 


Es 


\ cHoose THE BEST in 


R. F. ATTENUATION 





PYLON ELECTRONIC DEVELOPMENT company, Itd. 


Communications Systems and Equipment 


161 CLEMENT ST., LASALLE, MONTREAL 32, QUE. 
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GIVES YOU... 


@ Automatic cutout protection 

@ 20,000 ohms per volt movement 

@ 4 ac current ranges to 10 amps. 

@ 7 dc current ranges to 10 amps. 

@ 14 ac-de voltage ranges to 2500 v. 

@3 resistance ranges zero to 20 
megohms 

@ 4 easy-to-read scales 


@ polarity reversing button 


@ anti-parallax mirror 

@ external accessories for increased 
enema ? . 
—— | we // come running— 


ACCURATE + PORTABLE «+ LIGHTWEIGHT @ Producing relays fast and at 


low cost is a Comar specialty. 


Our engineering and manu- Omar ae 


@ facturing facilities are geared 
. sa = 
to save you time and money. Tater 
When you need relays, simple = ( ell i¢ 
4544 DUFFERIN STREET, TORONTO or complex, industrial or 


TORONTO MAIL: VANCOUVER military, Comar can serve 3349 ADDISON STREET 


P.O. Box 500 624 Vancouver Block seer as 
DOWNSVIEW, Ontario 736 Granville Street you best. Inquiries invited. CHICAGO 18, ILLINOIS 


RELAYS e SOLENOIDS e COILS e SWITCHES e HERMETIC SEALING 
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SAVE! TIME-ENERGY-MONEY 


By Installing The 


TELECALL 
INTERCOMM SYSTEM 


For use in your own store or warehouse — 
home or business. Simple to install, operates 
on a dry cell battery. Produced in three 


shades of two tone color combinations. 


Write for Folder and Prices. 


PAYETTE RADIO LIMITED 


730 ST. JAMES W. MONTREAL 
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SMALLER - LIGHTER - STRONGER 
ARROW-HART Appliance Switches 


A COMPLETE 
RANGE 


For vacuum sweepers, fans, power 
tools, etc., and radio and electronic 
equipment. 


Send for your free 
copy of our new 
catalogue Z-12 


ARROW-HART & HEGEMAN (canAba) LiMiTED | 


Industry Street, Toronto 15, Ontario. Phone RO. 2-1101 
7365 Mountain Sights, Montreal, Quebec. 


NEW! wWidney Dorlec 
‘Quick-Fit’ 


Constructional 
System for 

TECHNICAL 
FURNITURE 


RAPID ASSEMBLY 
COMPLETE RIGIDITY 


OVER 200 PARTS T IMPLY BOLT 


Widney Dorlec offers 
you a rapid method of 
building all types of 
Consoles and Cabinets 
for prototype and quan- 
tity production. 


Stock components cover 
an unequalled range of 
internal and external 
angles to provide the 
world’s most flexible 
and versatile system. 


Widney Dorlec 
TELESCOPIC MOUNTINGS 


Precision made in many types for varying loads. 











Manufactured by: 


HALLAM, SLEIGH & CHESTON LTD. 


BIRMINGHAM, ENGLAND 


Stocked and Distributed by, 
GENERAL COMMUNICATIONS LTD. 
980 O'Connor Drive, TORONTO 


BEN MANIS ASSOCIATES REGISTERED 
5317 Prince of Wales Avenve, MONTREAL 


Representatives: Cochrane Stephenson (Western) Ltd., Winnipeg, Calgary, 
Edmonton, Vancouver « George C. Robinson, Saint John, N.B. 


QUALITY MOTOR CONTROLS * WIRING DEVICES * APPLIANCE SWITCHES 
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TMC 
Control Key Switches 


for LOW VOLTAGE MULTIPLE SWITCHING 


T.M.C. CONTROL KEY SWITCHES, precise in design and of 
robust construction, are today performing their vitally con- 
tinuous work in varying apparatus all over the world. 


Operators feeling the clean and positive “Make and break” action 
in any of the fifty standard spring combinations forget any fear of 
failure. 
The contact springs made of nickel silver operated by hard plastic Leyer type control 
rollers on steel cams and silver contacts, ensure perfect performance. key switches (above) 
(Platinum or other metal can be supplied for special operating : 
conditions.) 

Fara. Pe aes Plunger type 
Telephone EM. 6-5314 or write for T.M.C. Control Key Catalogue control key 
giving full technical data to: switches 


TELEPHONE MANUFACTURING Co. LTD. 


SAXONY BUILDING ° 26 DUNCAN STREET ° TORONTO, ONT. 
TEL. EM. 6-5314 
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SYNTRON 





) 


SILICON RECTIFIERS 





all 
stee! 
construction 


higher 
mounting 
torque 
superior 


corrosion 
contact 


SYNTRON'S exclusive all steel construction provides 
higher mounting torque, superior. contact and reduces 


stock molds. Fast delivery FROM STOCK MOLDS corrosion. Maximum mounting torques 50-100 inch Ibs. 
Special shaft holes at nominal cost. OR Their 100% welded case, with no blind solder connections, 


Send for details and catalog. CUSTOM MOLDED assures positive contact, greater efficiency and long 
reliable life. 


ROGAN 0 Si | 
or complete technical data ¢ 
BROTHERS Ww coutect geen aoarest SYNTRON Sales Bugheces 


8003 N. Monticello * Skokie, Illinois 
’ SYNTRON (CANADA) LIMITED 


A’S FOREMOS S RA RS OF PLASTIC K . : 
FOREMOST MOLOERS AND SORES : UASTC Oe 928 Queenston Road Dept." F” Stoney Creek, Ontario 


Shown above are some of the many 
Rogan knobs available from 
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Free 


BUSINESS REPLY CARD 
No postage necessary if mailed in Canada 











service 


FIVE CENTS POSTAGE WILL BE PAID BY 


for our ae 


ELECTRONICS 
ENGINEERING 


rea d e rs 481 University Avenue, 


Toronto 2, Ontario 


LLY 


Keep your reference shelf 
up to date this easy way. 


All advertisements, new 106 107 108 
121 122 123 
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products and literature in 151 152 153 
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postage is paid. 
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cannot be numbered 
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however, given in the 


advertisers’ index. 











3 WATT TYPE L 


VARIABLE COMPOSITION RESISTORS 
Approved to MIL-R94-B Spec's 


characteristic ‘‘Y"’ 
Camesa Certificates #C4909 


MADE ENTIRELYIN CANADA 
Prompt delivery from 
our factory in Toronto. 


Complete line of other sizes available: 3/,” 
diameter, 1/2" diameter, and 3,” diameter. 


Precision Electronic Components (1956) Ltd. 
50 Wingold Ave., Toronto. RU. 1-6174 
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... the complete Line of matching AC and DC Meters- 
for original equipment and replacement applications - 
for quality in appearance and function. Get accuracy, 
readability, and reliability; plus economy. Specify 
HOYT Electrical Instruments—compatible components 
for production, research, and test requirements. 

Moving coil, rectifier, and 
repulsion types available in 
a wide assortment of sizes, 
ranges, cases, shapes, and 
colors; some with parallax- 
free mirror scales—all with 
standard mounting dimen- 
sions. Also, custom design- 
ed (including 50-2000+ 
cycle applications) to the 
most exacting specifica- 
tions. 

Prompt Delivery — M/A 
Forms mailed on day of 
shipment. 

Service Facilities—strategi- 
cally located in Canada. 


ELECTRICAL INSTRUMENTS | 

oyf | 
| 

| 





Transparent Mode! 1060 


Polystyrene 
Write Export Manager for 
new illustrated brochure with 


descriptions, engineering data, 
and moderate prices. 


BURTON-ROGERS COMPANY 
Sales Division — Dept. CE 


SINCE 1904 
42 Carleton Street, Cambridge 42, Mass., U.S.A. 
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$ 


SIEMENS 


OSCILLARZET O5 


Small, Portable, 
Lightweight and 
Versatile. 


The Oscillarzet is an 
oscilloscope with the capability 
of portraying Lissajous figures 
and Hystersis curves. 


Its light weight, 19 Ibs., and small size, 
6" x 11" x 12” makes this unit a 
handy and versatile 

field instrument. 





X Amplifier 
Frequency range — 0-800 Ke 
Deflection factor — 0.7 v /gradvation 





Y Amplifier 
Broad-band frequency range — 


Deflection factor — 0-5 mc. 
50 mv/gradvation 
SIEMENS & HALSKE AKTIENGESELLSCHAFT 


WERNERWERK FOR MESSTECHNIK 


Represented by 


os 

: é 

@ A&S... stands for Assured Satisfaction 
g 


AHEARN and SOPER COMPANY LIMITED 


Otteweo + Canada 


AS 60-12 


850 Belfast Road + Eilmvale Acres - 
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Made in Canada by Canada’s 
only manufacturer of 


. Tubular Button Seals 
Crystal Holders 
. Individual Terminals and Feed Throughs 


Glass to Metal Seals HERMETIC SEALS 





Multi-Terminal Headers 
Transistor and Diode Enclosures 


Polarized Plugs 
Refrigerator Seals 


Hermetic Seals 


. Terminal Strips 
. Stand-off Terminals 


QUALITY HERMETICS LIMITED, 45 Hollinger Road, Toronto 16, Ontario. 


ASSOCIATES — Hermetic Seal Corp., Newark, N.J., Hermetic-Pacific Corp., Rosemead, Calif 


6 
7 
9. Rectangular Plugs and Connectors 
10 
11. 


Plymouth 7-2869 
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PLATINUM-CARBON EVAPORATION ® 


a BRADLEY CARBON CORE OF 
Specially developed ROD EVAPORATOR PLATINUM CARBON 


platinum cored —- j 


carbon rods \ /  SPECTROGRAPHICALLY 
PURE GRAPHITE 


)/RYLON 
TOWERS 


TRYLON towers are avail- 
j able for all applications 
Designed for high resolution ' from the smallest to the 
shadow-casting ; largest. Designed and manu- 
factured in Canada in ac- 
cordance with C.S.A,. speci- 
fications. 


TRYLON towers are 
available for AM, TV, 
Microwave and Com- 
munications Antennas. 


TRYLON service also 
includes design, devel- 
opment, supply, _in- 
stallation and main- 
tenance by expert 
craftsmen. 




















For use in the standard 
carbon evaporation source 
fitted to “Speedivac” 12E6 
shadow-casting plant 


The body of the rod is spectrographically 

pure graphite having at one end a short 

core containing a mixture of finely pow- 

dered graphite and platinum (by weight 

85% platinum and 15% carbon). Suitable 

film compositions are obtained by using * 

a platinum carbon rod in conjunction 

with a plain graphite rod. Where a 

higher percentage of platinum is required, 

they are used in pairs. These rods can 

be fitted to the standard carbon evap- 12E6 
oration source supplied with “Speedivac” 
12E6 vacuum coating unit which has 
been specially designed for electron 
microscopy. 


EDWARDS HIGH VACUUM (canana) LIMITED 


Box 515, Burlington, Ontario 
In U.S.A.: Edwards High Vacuum Inc., 1920 Buffalo Ave., Niagara Falls, N.Y 


*Based upon the technique 
developed by D. E. Bradley. 


The WIND TURBINE Co. of Canada Ltd. 


145 Lucan Street 
Waterloo, Ontario 
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Please send complete information on 


the following masts | have checked. 


SINGLE MASTS 

for heights up to 300 feet. 
0 H MASTS 

* for heights up to 250 feet. 


oo 
LJ 


ADDRESS 


We will design and manufacture 
towers to suit your specific requirements. 
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COMMUNICATION: 
MASTS 


for AM-FM Broadcasting 
HF-VHF-UHF Communications 
VHF-UHF Television 


] PORTABLE ALUMINUM MASTS 


for heights up to 150 feet. 
VERTICAL RADIATORS 
for heights up to 300 feet. 


custom made masts and 


BEATTY BROS. 
LIMITED 
FERGUS, ONT 
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Equipment used at the Department of Transport’s marine radar course is 
shown by E. F. Porter, chief of maintenance and operations. Beside him are 
C. Stewart, chief instructor and A. Johnson, superintendent of the school. 


Dept. of Transport technicians 
take marine radar course 


Six Transport Department tech- 
nicians comprised the first class to at- 
tend the marine radar course held at 
the department’s newly established 
Air Services School in the new Ot- 
tawa Air Terminal building. 

In charge of the course was Clarke 
Stewart, chief telecommunications in- 
structor. Instructor was Cy Mayo, 
technical representative of Raytheon 
of Canada, manufacturers of the 
equipment. 

The course was of three weeks’ 
duration and was the first of a series 
covering various types of electronic 
equipment in the field of aids to air 
traffic control and air and marine 
navigation, and of communications. 

The trainees are a part of the 
Transport Department’s staff of tele- 
communications experts who main- 
tain the electronic equipment on more 
than 100 government ships, includ- 


ing the department’s own fleet. 


Call for 
papers 

Technical session titles have been 
announced and a call for papers is- 
sued for the 1960 convention of the 
Audio Engineering Society. The con- 
vention will be held at the Hotel New 
Yorker, New York City, October I1- 
14. The program will include the fol- 
lowing subjects: Disk recording and 
reproducing; Magnetic recording and 
reproduction; Loudspeakers and sys- 
tems; Architectural acoustics and elec- 
tronics; Speech input components and 
systems; Stereophonics; Audio appli- 
cations; Amplifiers; Speech analysis, 


‘ synthesis and compression; Music and 


Measurements and stand- 
Psychoacoustical en- 


electronics; 
ards in audio; 
gineering. 

Titles absiracts 


and 25-50 word 


should be sent to Dr. Harry F. Olson, 
RCA Laboratories, Princeton, New 
Jersey, by June 22. 


Scientist will 
address EIA 

Dr. B. G. Ballard, vice president 
(scientific) and director (Radio and 
Electrical Engineering Div.), the Na- 
tional Research Council, will be the 
guest speaker at the 31st annual meet- 
ing of the Electronics Industry As- 
sociation of Canada. Dr. Ballard will 
speak on “The National Research 
Council and the Electronics Industry”. 

The meeting will be held June 16- 
17, at Mont Tremblant Lodge, Mont 
Tremblant, P.Q. 





Data 
Transmission 


The president of American 
Telephone & Telegraph said re- 
cently that within twenty years 
fifty percent of all communica- 
tion would be data communica- 
tion. 

Several projects are underway 
or in the planning stage in the 
United States and Canada. A 
yearly market of $100,000,000 
is predicted for data transmis- 
sion equipment by 1965, with 
an additional $300,000,000 in- 
volved in equipment to tie in 
existing or planned computer 
centres with the data transmis- 
sion facilities. 

Automatic Electric Sales 
(Canada) Ltd. recognized the 
importance of this subject some 
time ago and organized two 
identical seminars, one in Mont- 
real last November and one in 
Edmonton in April, on data 
transmission. The July issue of 
CEE will present revised ver- 
sions of the papers and discus- 
sions from the seminars. 
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Exclusive! TERMINAL BLOCKS 


A. First in the Industry with a SOLID MOLDED 


BACK 


B. Still EXCLUSIVE in MOLDED-IN 
with FULL LENGTH THREADS 


C. REINFORCED MOUNTING HOLES 


INSERTS 


Special designs moulded to customers’ specifications. 


Consolidated Electronic Equipment Co. Ltd. 
94 SHEPPARD AVENUE WEST, WILLOWDALE, ONTARIO 


Represented in Canada by: 


BA. 5-6921 


LAKE ENGINEERING CO. LTD. 
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Measure dc currents 
0.3 mato 1 ampere 


with 


No Breaking of Leads 
No DC Connection 
No Circuit Loading 








te 428A CLIP-ON 
MILLIAMMETER. 


Probe clamps AROUND wire; measures by sensing magnetic field! 


Think of the measuring convenience, time saved 
and accuracy gained when you don’t have to break 
into a circuit, solder on a connection, or worry 
about probe loading. 


With the ® 428A Milliammeter and its new probe, 
you literally “clamp around” and read! You get 
maximum accuracy because there is no effective 
circuit loading from the 428A’s dec probe. The in- 
strument easily measures dc currents in the pres- 
ence of ac. And insulation is more than adequate 
= — safe measurements at all normal voltage 
evels. 


For extremely low current level measurement, sen- 
sitivity can be increased by looping the conductor 
through the “jaws” of the 428A probe two or more 
times. 

Brief specifications are given here; for complete 
details and demonstration on your bench, call your 
® representative or write direct. 


Specifications 


Current Range: Less than 0.3 ma to 1 amp, 6 ranges. 
Full scale readings from 3 ma to 1 amp: 3 ma, 10 ma, 
30 ma, 100 ma, 300 ma, 1 amp. 
Accuracy: + 3% + 0.1 ma. 
Probe inductance: Less than 0.5 gh maximum. 
Probe induced Voltage: Less than 15 mv peak. 
Effects of ac in circuit: Ac with peak value less than 
full scale affects accuracy less than 2% at frequen- 
cies different from the carrier (40 KC) and its har- 
monics. 
Power: 115/230 v + 10%, 50-60 cps, 70 watts. 
Size: Cabinet mount, 7¥2” wide, 1142” high, 144%” 
deep. Weight 19 pounds. Rack mount, 19” wide, 7” 
high, 12¥2” deep. Weight 24 pounds. 
Probe Tip Size: Approximately %e” x 7/16”. Wire 
aperture diameter 3/16”. 
Price: (Cabinet) $475.00; (Rack) $480.00. 

Data subject to change without notice. 

Prices f.o.b. factory. 


HEWLETT-PACKARD COMPANY 


CANADA — Montreal, Quebec — Atlas Instrument Corporation, 
Ltd., 3333 Cavendish Bivd., HUnter 9-8495 and 8496; Toronto 
10, Ontario — Atlos Instrument Corporation, Ltd., 50 Wingold 
Avenue, RUssell 1-6174; Vancouver 2, British Columbia — Atlos 
Instrument Corporation, Ltd., 106-525 Seymour Street, MUtual 
3-5848 6058 


Test the new dp) 405A DC Digital Voltmeter 
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NOW AVAILABLE 

Rugged New Eimac X778 
Traveling Wave Tube =... 

One Watt Output, 55-60 db Gain 


Purchase orders are now being accepted on Eimac’s pioneering new 





high gain traveling wave tube, the X778. 

Unique features of this advanced one watt CW traveling wave tube include 
its exceptionally wide frequency range —5.0 to 11.0 KMc., small signal power 
gain of 55-60 db, and light weight permanent magnet focusing. 

Like all other Eimac ceramic-metal tubes, this TWT “can take it.” 

The X778 was especially designed to operate under severe environmental 
conditions of shock, vibration, temperature variation and high altitude. 
Breakage is a thing of the past. resulting in greatly reduced 

tube replacement costs. 

The Eimac X778 finds wide usage in electronic counter-measures, radar 
augmentors, data links—in eny application where more than one tube would 
normally be required to cover the C and X bands. This means significant 

cost reduction and increased system reliability. 

Contact R & D Marketing Department for additional details and information 
on how this tube type may be modified for your requirements. 


General Performance Characteristics 
Eimac X778 Traveling Wave Tube 


Small Signal Gain (db) 





ae _anneennenal 
Saturated Power Output (dbm) 


7 8 
Frequency (KMc) 


EITEL-McCULLOUGH, INC. « San Carlos, California 


CANADIAN REPRESENTATIVE: 
R. D. B. SHEPPARD, 2036 Prince Charles Road, Ottawa 3, Ontario. 


See Double Page Spread on Pages 14-15 
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